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Preface 


In response to requests by the library community and the Depository Library Council to 


the Public Printer, the Assistant Public Printer (Superintendent of Documents) in the summer of 
1974 directed the Library Division to join the Ohio College Library Center's on-line cataloging 
network, convert to the MARC format, and catalog according to Anglo-American cataloging 
rules (AACR). 

The Monthly Catalog utilizes AACR and Library of Congress main entries. Subjects are 
derived from Library of Congress Subject Headings 8th edition and its supplements. The catalog 
consists of text and four indexes—author, title, subject, and series/report number. 

The Government Printing Office considers the Monthly Catalog to be an evolving publica- 
tion. Its scope and timeliness will continue to be of prime importance. 
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ABBREVIATIONS 


add : ; addition. addendum, addenda. no... NOS 
Amdt..amdts . ... ....... amendment. amendments. ee am 
app ee appendix. appendixes. et ee 
bk..bks 2 2.22... ........ book. books. ports 
; chapter. chapters. pt.. pts 
. Congress. @ ..2. 
. Department. oe... : : 
. document. S. Con. Res 
. facsimile. facsimiles. S. doc =i 
fiscal year. eS eae 
. Greenwich hour angle. eS - )  eee eae 


number. numbers. 
Paxe. pages. 
plate. plates. 
Portrait. portraits. 
part. parts. 
.. report. 
. Senate. Senate bill. 
. Senate concurrent resolution. 
. Senate document. 
Senate executive document. 
Senate executive report. 


. House. S$.J.Res .................. Senate joint resolution. 
. House concurrent resolution. S. Res Senate resolution. 


. House document S. rp Senate report. 

. House executive document. section, sections. 
House joint resolution. . S€SSION, sessions. 

. House of Representatives, . supplement. 

House bill. volume, volumes. 

House resolution. versus. 

. House report. 
illustration, illustrations. 
inch, inches. 





Common abbreviations for the names of States. months. etc., are also used. 


LIST OF GOVERNMENT AUTHORS 


The alphabetical list in the preliminary pages locates the catalog sequence of documents issued by a 


specific agency. This list is compiled each month and includes only Government authors of documents 
received and cataloged during that time span. 


INDEXES 


Entries in the Monthly Catalog are indexed for access by author, title, subject, and series/report: 


Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and 
conferences. 


Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 

Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 
Series/report index: An alphabetical list of report numbers and series statements. 

Stock number index: A numerical list of Superintendent of Documents stock numbers. 


A margin index on the back cover locates the four listings. Cumulative indexes are published semi- 


annually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 
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General Information 


The Superintendent of Documents, U.S. Government Printing Office, Washington, D.C., 20402, is 
authorized by law to sell copies of Government publications. A 25 percent discount is allowed to purcha- 
sers of 100 or more copies of a single publication mailed to one address. Bookdealers, buying for the purpose 
of resale. may receive the same discount regardless of quantity if the publications are mailed to their place 
of business. No discount is allowed when the publications are mailed to a third party unless in quantities 
of 100 or more, or on several periodicals or groups of publications which fall into a special pricing category. 


PRICES 


The prices of all U.S. Government publications sold by the Superintendent of Documents are estab- 
lished by the Public Printer in accordance with Title 44 of the United States Code. 

Prices are subject to change and the prices charged on your order will be those in effect at the time 
your order is processed. As it is not feasible to manually correct the prices in the publications affected by 
price changes, the prices charged on your order may differ from those printed in the publications. 

Although the issuing agencies generally know about price changes, some agencies inadvertently con- 
tinue to publish announcements, order forms, and catalogs which contain erroneous prices. Frequently, the 
news media publish articles with erroneous or outdated prices. 


PRICE LIST 


There is no general price list of public documents. but numerous bibliographies have been prepared on 
special subjects and these will be furnished. on application. by subject or subjects concerning which infor- 


mation is desired. It will also be noted that current publications which are for sale are listed in this catalog. 


LIST OF SELECTED PUBLICATIONS 


In addition to the subject bibliographies, the Office of the Superintendent of Documents issues a 
monthly list of Selected United States Government Publications for sale by the Superintendent of Docu- 


ments. Each list contains annotations and prices, and may be obtained free upon application to the Super- 
intendent of Documents. 


CONGRESSIONAL PUBLICATIONS 


Subscription service has been implemented for the following groups of Congressional publications: 
House and Senate Documents; House and Senate Hearings; House and Senate Reports on Public Bills; 
House and Senate Reports on Private Bills; Public Bills; Private Bills; Public Laws; and Private Laws. 
In most cases, single copies of publications in these groups of Congressiona! publications are not sold. 
Sales copies of a few of the more important ones are printed, and you will find the sales prices listed in the 
individual entries. The current subscription prices may be obtained from the Superintendent of Documents. 





How To Order Publications 


Publications entered in this catalog that are for sale by the Superintendent of Documents are indicated 
by a “for sale” statement in the text entries. Those Congressional publications which are not for sale may 
be obtained from the responsible Committee. or from the House or Senate Documents Room. Entries for 
publications sold by National Technical Information Services include a statement to that effect. Unless 
otherwise indicated, publications are distributed by the issuing office which appears immediately. before the 
publication date in each entry. Additional information necessary for procuring documents appears above 
or within text entries. Requests to issuing offices should contain titles and dates of publications. 

Do not use the L.C. card number in ordering publications. 


HOW TO REMIT 


Remittances for Government Printing Office sales documents should be made to the Superintendent of 
Documents, U.S. Government Printing Office. Washington, DC 20402, by check or money order. Publica- 
tions cannot be mailed in advance of receipt of remittance. Foreign remittances should be made by 
International Postal Money Order, by draft on a United States or Canadian bank, or by UNESCO Coupons. 
All remittances should be made payable to the Superintendent of Documents. 

Orders received with postage stamps, International Response Coupons, or foreign money will be 
returned. 

Persons who make frequent purchases from the Superintendent of Documents may find a deposit 
account convenient. Deposits of $50.00 or more are accepted against which orders may be placed without 


making individual remittances or first obtaining quotations. Order blanks are furnished for this purpose. 
After the handling of the order has been completed, it will be returned showing the publications supplied, 
explanations regarding those not sent, and the amount of charge. 

No charge is made for postage on documents forwarded to points in United States and its possessions. 
There is a special handling charge on all orders mailed to other countries. The charge is one-fourth of the 
current selling price of publications and subscription services ordered. This is to cover the special handling 
required to comply with the customs and international mailing regulations. 


USE STOCK NUMBERS FOR BETTER SERVICE 


Because we now warehouse, store, and pick publications by their stock numbers (S/N), we can process 
your orders more quickly and accurately if you order by stock number and title. If you don’t know the stock 
number, then order by title and the classification number which appears above each entry. Congressional 


documents and reports should be ordered by title together with the document or report number and the 
Congress, e.g., 94—1:H.doc. 1. 


LIBRARY CLASSIFICATION OF GOVERNMENT DOCUMENTS 


The classification given above entries for departmental publication is that used in the Library Division 
of the Office of the Superintendent of Documents. The shilling mark (/) separates what ordinarily would 
be superior or inferior numbers or letters. It is not practicable to print these numbers or letters as superiors 
or inferiors in the Monthly Catalog. 





Notice 


The Superintendent of Documents is accepting orders to be charged to your Master Charge or Visa 
account. Customers wishing to use one of these services should furnish their credit card number and 
date of expiration. Master Charge customers must also furnish their Interbank number. Credit card 
purchases will be accepted in all GPO bookstores and on mail orders to our central office in 
Washington, D.C. Telephone orders may also be placed at any bookstore or by calling the order 
desk in Washington (8:00 a.m.-4:30 p.m. Eastern time, Monday-Friday except holidays) at area code 
202, 783-3238. Please also give an area code and telephone number where you may be reached 
during the day. 
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A 1.126:date/nos 


A 13.102:nos 


A 57.69:CT 

A 67.41:date 

A 84.1 1:nos 

A 88.12/32:v.nos.&nos 
A 88.12/33:date 

A 88.55:date 

A 103.16:date 


A 105.52:date 


A 106.35:date 
A 107.15:nos.&nos 
A 107.16:nos 


A 107.17:date 


C 13.63:v.nos.&nos 


C 55.118/4:nos.&nos 
C 61.15:CT 
D 305.6/2:CT 


E 1.71:nos 


E 3.26/7:nos 


ED 1.1:date 
ED 1.2:CT 


New Classification Numbers 


Agriculture Department. 
Digest of Congressional proceedings. 
NoTe.—Not available through a mailing list. 
Forest Service. 
NA-FR-(series). @ Item 84 
Note.—NA-FR =Northeastern Area-Forest Report 
Soil Conservation Service. 
Important farmlands [maps series for various counties]. 
Foreign Agricultural Service. 
EEO fact sheet from Office of the Administrator. 
Farmers Home Administration. 


Agricultural Marketing Service. 
Fruit and vegetable truck rate report (weekly). 
Note.—Issued by the Fruit and Vegetable Market News Service. 
Marketing order actions, a summary of actions under marketing orders for fruit, vegeta- 
bles, and specialty crops (weekly). 
Program notes (weekly). 
Food Safety and Quality Service. 
Food news for consumers (irregular). 
Economics, Statistics, & Cooperatives Service. 
Catfish (monthly). 
Note.—Designated SpCr 8. Previously issued by the National Marine Fisheries Service as Farmraised catfish 
processor's report. 
Science and Education Administration 
CRD newsletter (monthly, except Aug.). 
Norte.—See, for earlier class, A 43.49. 
Governmental and Public Affairs Office. 
Inside information (weekly). 
Issue briefing papers (series) (irregular). @ Item 90-C 
Weekly summary. 
Norte.—Issued by the Press Division 
National Bureau of Standards. 
Voice of Z39, news about library, information science, and publishing standards (quarter- 
ly). 
Norte.—Issued by the American National Standards Committe Z39 
National Weather Service. 
Cooperative observer, Eastern region (quarterly). 
International Trade Administration. 
Bibliographies and lists of publications. @ Item 231-B-3 
Air Force Academy. 
Handbooks, manuals and guides. @ Item 425-a-1 
Energy Department. 
DOE/GC (series). @ Item 474-B-1 
Note.—Issued by General Counsel Office. 
Energy Information Administration. 
DOE/EIA/CR (series). @ Item 429-T-44 
Education Department. 
Annual report. 
General publications. 





ED 1.3-8: Reserved 


ED 1.9:v.nos.&nos 





ED 1.10:v.nos.&nos 


FEM 1.111:v.nos.&nos 


FR 1.16/3:date 








FR 1.39/3:date 





GS 4.17/6:date 


HE 19.145:date 








HE 19.220:CT 


HE 20.3177:date 








HE 20.4209:date 





HE = 20.8133:nos. 





HE 22.19/4-2:CT 





HH 1.6/11:CT 





HH 1.81:nos 





HH 1.82:date 





I 1.97/5:nos 





I 1.98/2:nos.. 





J 28.8:CT 





J 29.9:letters&numbers 


LC 41.1:date 





LC 41.2:CT 





T 63.113/3:date 


T 63.118/3:date 





TD 7.10/3:v.nos 


Y 3.N 88:12-2/v.nos.&nos 


Y 3.N 88:30/v.nos.&nos 


Y 3.P 38/2:9/date 





ED facts. (monthly). @ Item 455-B-1 
American education (10 issues per year). @ Item 455-B 
Note.—See, for earlier class, HE 19.115: (v. nos.&nos.). 
United States Fire Administration. 
Fully involved (biweekly). @ Item215-L-5 
Federal Reserve System Board of Governors. 
Monthly report of condition for U.S. agencies, branches and domestic banking subsidiaries 
of foreign banks. 
Note.—Designated G.11(412). 
Loan commitments at selected large commercial banks (monthly). 
NorTe.—Designated G.21(423). 
National Archives and Records Service. 
Medical catalog of audiovisual materials produced by the United States Government 
(annual). @ Item 561-C-1 
Education Office. 
Accredited postsecondary institutions and programs (annual). @ Item 455-F 
Nore.—See, for earlier class, HE 5.96/3:(date). 
National Institute of Education. 
Women’s studies monograph series. @ Item 455-G-11 
National Cancer Institute. 

Annual report on National Cancer Institute and Environmental Protection Agency: 
Projects NCI/EPA collaborative program on environmental carcinogenesis. @Item 
507-G-31 

Drugs Bureau. 

FDA drug and device products approvals (monthly). 

NoTe.—Designated FDA/BD-(nos.). 

National Institute of Mental Health. 

Mental health demographic profile system: MHDPS working papers. 
Health Care Financing Administration. 

Health care financing program statistics. 
Housing and Urban Development Department. 

Planning for housing security (series). @lItem 582-E 

Consumer notice (monthly). 

Financial management capacity sharing program, annual report. 

Interior Department. 
Office of Water Research and Technology: Technology transfer OWRT TT (series). 
POCS reference papers. 
National Institute of Justice. 
Handbooks, manuals, guides. @Item 968-H-5 
Justice Statistics Bureau. 
Bureau of Justice Statistics reports. @lItem 968-H-6 
Nore.—See, for earlier class, J 26.10: (letters&numbers). 
African and Middle Eastern Division. 
Annual report. 
General publications. @lItem 818-H 
Government Financial Operations Bureau. 

Consolidated financial statements of the United States Government, fiscal year. 
928 

Statement of foreign currencies purchased with dollars, fiscal year (semiannual). 

NoTE.—See, for earlier class, T 63.102:C 93/2/date. 
Urban Mass Transportation Administration. 
Urban mass transportation abstracts (irregular). 
Nuclear Regulatory Commission. 
Power reactor events (bimonthly). 
NoTE.—See, for earlier class, Y 3.N 88:12/(date). 
“Unresolved safety issues’—summary, aqua book (quarterly). @Item 1051-H-17 
NorTE.—Designated NUREG-0606. 
Pension Benefit Guaranty Corporation. 
Telephone directory (quarterly). 
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80-11234 


A 1,36:1619 


Morlock, Mark J. 


Public service employment : the impact on Washington 
State’s nonmetropolitan labor markets / Mark J. Morlock. — 
[Washington] : Dept. of Agriculture, Economics, Statistics, 
and Cooperatives Service : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., [1980] 

20402 

iv, 26 p. ; 26 cm. — (Technical bulletin - Dept. of Agricul- 
ture ; no. 1619) 

Issued Mar. 1980. 

Bibliography: p. 24. 

@ltem 16 

S/N 001-000-04131-2 

pbk. : $1.75 

1. Municipal services — Washington (State) — Employees. 
. United States. Dept. of Agriculture. Economics, Statistics, 
and Cooperatives Service. II. Title. III. Series: United 
States. Dept. of Agriculture. Technical bulletin ; no. 1619. 
OCLC 6159336 


80-11235 


A 1,38:1373/supp. 


United States. Food Safety and Quality Service. 


List of chemical compounds, authorized for use under 
USDA inspection and grading programs. Washington, Dept. 
of Agriculture, Food Safety and Quality Service; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. (Miscellaneous publication - Dept. of Agriculture ; 
no. 1373) 

$1.50 

Jan. 1979- 

Supplement, effective as of July 1, 1979. 

Update issued once between each annual edition. 

Continues: List of chemical compounds authorized for use 
under USDA meat, poultry, rabbit, and egg products inspec- 
tion programs, ISSN 0565-2146, issued by: United States. 
Meat and Poultry Inspection Program. 

@ltem 13-A 

S/N 001-027-00016-6 

Main series: United States. Dept. of Agriculture. Miscella- 
neous publication 

1. Food adulteration and inspection — Periodicals. 2. Meat 
industry and trade — United States— Equipment and sup- 
plies — Periodicals. 3. Egg products industry — United 
States — Equipment and supplies — Periodicals. I. Title. II. 
Series: United States. Dept. of Agriculture. Miscellaneous 
publication ; no. 1373. 

OCLC 4849522 


80-11236 


A 1,68:815/4 


United States. Animal and Plant Health Inspection Service. 


Veterinary biologics help fight animal diseases. — [Rev. 
Mar. 1980.]-- [Washington] : Dept. of Agriculture, Animal 
and Plant Health Inspection Service, [1980] 

20250 

10 p. : ill. ; 24 cm. 

@ltem 14-A 

pbk. 





1. Veterinary biological products. I. Title. II. Series: 
United States. Dept. of Agriculture. Program aid ; no. 815. 
OCLC 6176283 


80-11237 
A 1,68:1095/2 
United States. Agricultural Marketing Service. 

Marketing agreements and orders for fruits and vegeta- 
bles. — [Washington] : Dept. of Agriculture, Agricultural 
Marketing Service : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., [1979] 

20402 

12 p. : ill, map ; 24 cm.— (Program aid ; no. 1095) 

Issued Nov. 1979. 

@ltem 14-A 

S/N 001-000-04056-1 

pbk. : $1.00 

1. Fruit — United States — Marketing. 2. Marketing man- 
agement — United States. 3. Vegetables— United States — 
Marketing. I. Title. II. Series: United States. Dept. of Ag- 
riculture. Program aid ; no. 1095. 

OCLC 6125246 


80-11238 
A 1,68:1117/3 
United States. Animal and Plant Health Inspection Service. Vet- 
erinary Services. 

Licensing and registration under the Animal welfare act : 
dealers, exhibitors, transporters, researchers. — [Washington] : 
Dept. of Agriculture, Animal and Plant Health Inspection 
Service, Veterinary Services : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., [1980] 

20402 

19 p. ; 23 x 11 cm. — (Program aid ; no. 1117) 

Issued Jan. 1980. 

@ltem 14-A 

S/N 001-000-04101-1 

pbk. : $1.75 

1. Animal societies — Directories. 2. Animal dealers — Di- 
rectories. 3. Laboratory animals — Directories. 4. Ani- 
mals — Transportation. I. Title. II. Series: United States. 
Dept. of Agriculture. Program aid ; no. 1117. 

OCLC 6181500 


80-11239 
A 1,68:1245 
United States. Soil Conservation Service. 
*Rem Red’ Amur honeysuckle. — [Washington] : Dept. of 
Agriculture, Soil Conservation Service, [1980] 
20250 
[6] p. : ill. (part. col.), map ; 23 x 11 cm. — (Program aid ; 
no. 1245) 
Issued Jan. 1980. 
@ltem 14-A 
pbk. 
1. Honeysuckle. I. Title. II. Series: United States. Dept. 
of Agriculture. Program aid ; no. 1245. 
OCLC 6108040 


80-11240 
A 1.68:1246 
United States. Soil Conservation Service. 
’Emerald Sea’ shore juniper. — [Washington] : Dept. of Ag- 
riculture, Soil Conservation Service, [1980] 
20250 
[6] p. : ill. (part. col.), map ; 23 x 11 cm. — (Program aid ; 
no. 1246) 
Issued Jan. 1980. 
@ltem 14-A 
pbk. 
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1. Juniper. I. Title. II. Series: United States. Dept. of 
Agriculture. Program aid ; no. 1246. 
OCLC 6108065 


80-11241 
A 1,68:1247 
United States. Soil Conservation Service. 
’Arnot’ bristly locust. — [Washington] : Dept. of Agricul- 
ture, Soil Conservation Service, [1980] 
20250 
[6] p. : ill. (part. col.), map ; 23 x 11 cm. — (Program aid ; 
no. 1247) 
Issued Jan. 1980. 
@ltem 14-A 
pbk. 
1. Locust (Tree) I. Title. II. Series: United States. Dept. 
of Agriculture. Program aid ; no. 1247. 
OCLC 6108095 


80-11242 
A 1.75:430/supp. 
United States. Dept. of Agriculture. Economics, Statistics, and 
Cooperatives Service. 

Balance sheet of the farming sector. [Washington] Dept. of 
Agriculture, Economics, Statistics and Cooperatives Service. 

20250 

26 cm. (Agriculture information bulletin ; no. 430) 

1978- 

1979, supplement. 

Some issues accompanied by supplements. 

Continues: The Balance sheet of the farming sector, ISSN 
0362-5362, issued by: United States. Dept. of Agriculture. 
Economic Research Service. 
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ISSN 0362-5362 

Main series: United States. Dept. of Agriculture. Agricul- 
ture information bulletin 

1. Agriculture — Economic aspects — United States — Sta- 
tistics — Periodicals. 2. Agriculture— United States — Sta- 
tistics — Periodicals. I. Title. II. Series: United States. 
Dept. of Agriculture. Agriculture iaformation bulletin ; no. 
430. 
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79-644458 
(HD1751] 
630 s 
[338.1/0973] 
OCLC 4168382 


80-11243 
A 1.75:435 
Lewis, James A., 1946- . 

Landownership in the United States, 1978 / James A. 
Lewis. — [Washington] : Dept. of Agriculture, Economics, 
Statistics, and Cooperatives Service, [1980] 

20250 

ii, 98 p. : ill, maps ; 26 cm.— (Agriculture information 
bulletin ; no. 435) 

Report based on Resource economics survey, 1978. 

Issued Apr. 1980. 
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1. Land — United States. 2. Land use — United States. I. 
United States. Dept. of Agriculture. Economics, Statistics, 
and Cooperatives Service. II. Title. III. Series: United 
States. Dept. of Agriculture. Agriculture information bulletin 
; no. 435. 
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A 1.77:109/5 
United States. Science and Education Administration. 

Protecting home-cured meat from insects / prepared by 
Science and Education Administration. —[Rev. Apr. 1974, 
slightly rev. Mar. 1980.] — [Washington] : Dept. of Agricul- 
ture, Science and Education Administration : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., [1980] 

20402 

6 p. : ill. ; 24 cm.— (Home and garden bulletin ; no. 109) 
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S/N 001-000-04102-9 

pbk. : $1.00 

1. Meat— Preservation. I. Title. II. Series: United 
States. Dept. of Agriculture. Home and garden bulletin ; no. 
109. 


OCLC 6185227 


80-11245 
A 1,77:220/2 
Cathey, Henry Marcellus, 1928- . 

Indoor gardening : artificial lighting, terrariums, hanging 
baskets, and plant selection / prepared by Henry M. Cathey 
and Lowell E. Campbell ; prepared by Science and Education 
Administration. — [Washington] : Dept. of Agriculture, Sci- 
ence and Education Administration : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., [1979] 

20402 

47 p. : ill. ; 24 cm. — (Home and garden bulletin ; no. 220) 

Issued Apr. 1979. 
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S/N 001-000-03758-7 

pbk. : $1.70 

1. Garden lighting. 2. Gardens — United States — Equip- 
ment and supplies. 3. House plants. I. Campbell, Lowell 
Eugene, 1920- , joint author. II. United States. Science and 
Education Administration. III. Title. IV. Series: United 
States. Dept. of Agriculture. Home and garden bulletin ; no. 
220. 

OCLC 6108469 


80-11246 
A 1,77:222/2 
United States. Science and Education Administration. 

Painting inside and out / prepared by Science and Educa- 
tion Administration. — [Slightly rev. Mar. 1980.] — [Washing- 
ton] : Dept. of Agriculture, Science and Education Adminis- 
tration, [1980] 

20250 

iii, 26 p. : ill. ; 24 cm.— (Home and garden bulletin ; no. 
222) 

Supersedes Exterior painting, Home and garden bulletin no. 
155, issued Oct. 1968, and Interior painting in homes and 
around the farm, Home and garden bulletin no. 184, issued 
1971. 

Earlier edition available for sale from the Supt. of Docs., 
U.S. Govt. Print. Off. Stock number 001-000-03874-5, price 
$1.30. 

Bibliography: p. 24-25. 
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1. House painting. I. Title. II. Series: United States. 
Dept. of Agriculture. Home and garden bulletin ; no. 222 
OCLC 6162769 
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Dunham, Denis. 


Developments in marketing spreads for food products in 
1979 / [prepared by Denis Dunham]. — [Washington] : Dept. 
of Agriculture, Economics, Statistics, and Cooperatives Serv- 
ice : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
[1980] 

20402 

iv, 51 p. : ill. ; 26 cm.— (Agricultural economic report ; 
no. 449) 

Issued Mar. 1980. 
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S/N 001-000-04123-1 

pbk. : $3.50 

1. Food prices — United States. I. United States. Dept. of 
Agriculture. Economics, Statistics, and Cooperatives Service. 
II. Title. III. Series: United States. Dept. of Agriculture. 
Agricultural economic report ; no. 449. 

OCLC 6119183 
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A 1,107:450 


Boykin, Calvin Clay, 1924- . 


Structural characteristics of beef cattle raising in the United 
States / Calvin C. Boykin, Henry C. Gilliam, Ronald A. 
Gustafson. — [Washington] : Dept. of Agriculture, Econom- 
ics, Statistics, and Cooperatives Service : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., [1980] 

20402 

ii, 111 p. : ill, map ; 26 cm.— (Agricultural economic 
report ; no. 450) 

Issued Mar. 1980. 
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S/N 001-000-04121-5 

pbk. : $4.25 

1. Beef cattle — Economic aspects — United States. I. Gil- 
liam, Henry C., joint author. II. Gustafson, Ronald A., joint 
author. III. United States. Dept. of Agriculture. Economics, 
Statistics, and Cooperatives Service. IV. Title. V. Series: 
United States. Dept. of Agriculture. Agricultural economic 
report ; no. 450 
OCLC 6119517 


80-11249 


A 1.107:451 


Connor, John M. 


The U.S. food and tobacco manufacturing industries : 
market structure, structural change, and economic perform- 
ance / John M. Connor. — [Washington] : Dept. of Agricul- 
ture, Economics, Statistics, and Cooperatives Service, [1980] 

20250 

iv, 116 p. : ill. ; 26 cm.— (Agricultural economic report ; 
no. 451) 

Issued Mar. 1980. 

Bibliography: p. 73-76. 

@ltem 42-C 
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1. Food industry and trade — United States. 2. Tobacco 
manufacture and trade — United States. I. United States. 
Dept. of Agriculture. Economics, Statistics, and Cooperatives 
Service. II. Title. III. Series: United States. Dept. of Agri- 
culture. Agricultural economic report ; no. 451. 

OCLC 6119430 





80-11250 
A 1,107:454 
Eichers, Theodore Raymond, 1928- . 

Evaluation of pesticide supplies and demand for 1980 / 
Theodore R. Eichers. — [Washington] : Dept. of Agriculture, 
Economics, Statistics, and Cooperatives Service : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., [1980] 

20402 

v, 17 p. ; 26 cm.— (Agricultural economic report ; no. 
454) 

Issued Mar. 1980. 

Bibliography: p. 16-17. 
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S/N 001-000-04134-7 

pbk. : $1.75 

1. Pesticides. I. United States. Dept. of Agriculture. Eco- 
nomics, Statistics, and Cooperatives Service. II. Title. III. 
Series: United States. Dept. of Agriculture. Agricultural eco- 
nomic report ; no. 454. 

OCLC 6133121 


FOREST SERVICE 
Agriculture Dept. 
Washington, DC 20250 


80-11251 
A 13.2:Al 1 s/8 
Facts on lands in the national forests of Alaska. — [Juneau, 
Alaska] : Dept. of Agriculture, Forest Service, [Alaska 
Region], 1978. 
99802 
. : ill. ; 26 cm.— (Alaska Region pamphlet ; no. R 10- 


Issued Aug. 1978. 

1. Forest reserves — Alaska. I. United States. Forest Serv- 
ice. Alaska Region. II. Series: United States. Forest Service. 
Alaska Region. Alaska Region pamphlet ; no. R 10-23. 

OCLC 6181057 


80-11252 
A 13,2:Al 1 s/9 
Sanders, W. W. 

Behavior of Alaskan native log stringer bridges / W. W. 
Sanders, F. W. Muchmore, and R. L. Tuomi. — [Washington 
: Dept. of Agriculture, Forest Service, 1978] 

20250 

228-235 p. : ill. ; 26 cm. 

Prepared for a conference conducted by Transportation 
Research Board, Sept. 25-27, 1978. 

Reprinted from Transportation Research Record 665, 
Bridge engineering, vol. 2. 

Bibliography: p. 235. 

pbk. 

1. Bridge construction. 2. Bridges — Alaska — Design. I. 
Muchmore, F. W., joint author. II. Tuomi, Roger L., joint 
author. III. United States. Forest Service. IV. National Re- 
search Council. Transportation Research Board. V. Title. 
OCLC 6205603 


80-11253 
A 13.2:C 16/3 
United States. State and Private Forestry. 

An evaluation of day and night aerial Bt applications for 
cankerworm control in Siberian elm shelterbelts / John Hard 
... [et al.]. — [Missoula, Mont.] : Dept. of Agriculture, Forest 
Service, Northern Region, State and Private Forestry, 1979. 

20 p. : col. ill. ; 26 cm. 

Bibliography: p. 20. 

@ltem 84 

pbk. 


Government Publications — June 1980 


1. Aerial spraying and dusting in agriculture — North 
Dakota. 2. Canker-worms. 3. Siberian elm — Diseases and 
pests. I. Hard, John S. II. Title. 

OCLC 5104111 


80-11254 
A 13.2:C 43/2 
Gorokhovskii, Konstantin Fedorovich. 

Investigation of process for chipping of branches of rotat- 
ing cutters / by K. F. Gorokhovskiy. — Washington : Dept. 
of Agriculture, Forest Service, 1971. 

20250 

5 p. : ill. ; 26 cm. — (FS-581) 

Translated from the Russian. 

Issued Apr. 1971. 

pbk. 

1. Wood chips. I. United States. Forest Service. II. Title. 
OCLC 6205147 


80-11255 
A 13.2:C 47 
United States. Forest Service. Alaska Region. 

Chugach National Forest land and resource management 
plan : analysis of public comments : identification of major 
public issues.—[Juneau, Alaska] : Dept. of Agriculture, 
Forest Service, Alaska Region, [1980] 

99802 

20 p. : ill. ; 26 cm.— (Alaska Region report ; no. 97) 

@ltem 84 

pbk. 

1. Conservation of natural resources. 2. Land use — 
Alaska. 3. Chugach National Forest, Alaska. I. Title. II. 
Series: United States. Forest Service. Alaska Region. Alaska 
Region report ; no. 97. 

OCLC 6208073 


80-11256 
A 13.2:D 54 
United States. Forest Service. 

Management alternatives for the Diamond Creek Planning 
Unit : Caribou National Forest. — [Pocatello, Idaho] : Dept. 
of Agriculture, Forest Service, [1976] 

83201 

224 p. : ill., maps, 1 col. map in pocket ; 26 cm. — (USDA- 
FS-DES (Adm) R4-76-15) 

Prepared in accordance with Section 102(2)(c) of Public 
Law 91-190. 

Issued with errata sheet. 

pbk. 

1. Forest management — Idaho. 2. Mineral industries — 
Idaho. 3. Caribou National Forest. I. Title. 

OCLC 6180646 


80-11257 
A 13.2:D 96 
Brown, Donald. 

An evaluation survey procedure for dwarf mistletoe in pro- 
posed thinning projects / Donald Brown. — Denver, Colo. : 
Dept. of Agriculture, Forest Service, Rocky Mountain 
Region, Division of Timber Management, 1973. 

3, [3] p. : ill. ; 26 cm. 

Supersedes instructions issued in 1971 and 1972. 

Issued May 1973. 

pbk. 

1. Dwarf mistletoe. 2. Forest thinning. I. United States. 
Forest Service. Rocky Mountain Region. Division of Timber 
Management. II. Title. 

OCLC 6205214 


Page 5 





Forest Service — Agriculture Dept. 


80-11258 


A 13.2:Ea 3/2 
United States. Forest Service. Alaska Region. 
Eagle River YCC, 1978. — [Juneau, Alaska] : Dept. of Ag- 
riculture, Forest Service, Alaska Region, 1979. 
99802 
ii, 59 p. : ill. ; 26 cm.— (Alaska Region series ; no. R 10- 
3 


Issued Jan. 1979. 

pbk. 

1. Camps — Alaska — Anecdotes, facetiae, satire, etc. I. 
Title. II. Series: United States. Forest Service. Alaska 
Region. Alaska Region series ; no. R 10-53. 

OCLC 4793003 


80-11259 
A 13.2:Ec 7/4 
Hall, Frederick C. 

Ecology of natural underburning in the Blue Mountains of 
Oregon / Frederick C. Hall. —([Portland, Or.] : Dept. of 
Agriculture, Forest Service, Pacific Northwest Region, 1977. 

97208 

11 p. : ill. ; 26 cm. — (R 6-Ecol ; 79-601) 

Issued Aug. 1977. 

Bibliography: p. 11. 

@ltem 84 


pbk. 

1. Prescribed burning. 
Pacific Northwest Region. 
OCLC 5906455 


80-11260 


I. United States. Forest Service. 
II. Title. 


A 13.2:Em 7/2/980 
United States. Forest Service. 

Temporary employment with the Forest Service. — [Slight- 
ly rev. Jan. 1980.]— [Washington] : Dept. of Agriculture, 
Forest Service, [1980] 

15 p. : ill., map ; 23 x 11 cm. — (FS-323) 

Supersedes A summer job with the Forest Service, FS 273, 
issued May 1974. 

@ltem 84 

pbk. 

1. United States. Forest Service. 
OCLC 6172514 


I. Title. 


80-11261 
A 13.2:Em 7/3 
United States. Forest Service. 

Facts about summer and seasonal temporary employment 
with the Forest Service. — [Washington] : Dept. of Agricul- 
ture, Forest Service, [1979] 

20250 

[6] p. ; 23 x 11 cm. 

Issued Nov. 1979. 
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pbk. 

1. United States. Forest Service. 
OCLC 6172550 


80-11262 


I. Title. 


A 13.2:F 48 
United States. Forest Service. Eastern Region. 

Forest Service films available on loan to the public for 
educational purposes. — [Milwaukee, Wis.] : Dept. of Agricul- 
ture, Forest Service, Eastern Region, [1979] 

53203 

15 p. ; 26 cm. 
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1. United States. Forest Service. Eastern Region. 2. Film- 
strips — Catalogs. I. Title. 


OCLC 5307861 


80-11263 
A 13,.2:F 51/65 
United States. Forest Service. Rocky Mountain Region. 
Fire! : today’s topic is fire. — [Lakewood, Colo.] : Dept. of 
Agriculture, Forest Service, Rocky Mountain Region, [1979] 
80225 
12 p. : ill. ; 24 cm. 
@ltem 84 
S/N 001-001-00503-7 
pbk. : $1.00 
1. Forest fires— United States. I. 
Today’s topic is fire. 
OCLC 6172614 


80-11264 


Title. II. Title: 


A 13,2:F 51/66 
United States. Forest Service. 

Fire danger and fire weather seminar. — [Washington] : 
Dept. of Agriculture, Forest Service, [1973] 

20250 

[341] leaves : ill. ; 26 cm. 

Prepared in cooperation with the Bureau of Land Manage- 
ment, U.S. Dept. of the Interior, and the National Weather 
Service, U.S. Dept. of Commerce. 

Includes errata sheet. 

Includes bibliographies. 

@ltem 84 
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1. Forest fire research — United States. 2. Forest fires — 
United States — Prevention and control. I. United States. 
Bureau of Land Management. II. United States. National 
Weather Service. III. Title. 

OCLC 5188915 


80-11265 
A 13.2:F 76/85 
Northwest Private Forestry Forum, Western Forestry Center, 
1978. 

Proceedings : the impact of change on the management of 
private forest lands in the Northwest : Northwest Private 
Forestry Forum, held at the Western Forestry Center, March 
29-31, 1978. [Washington : Dept. of Agriculture, Forest 
Service, 1979] 

20250 

86 p. : ill. ; 26 cm. 

Sponsored by Western Forestry Center, Forest Service, 
USDA and State Forestry agencies of California, Idaho, 
Oregon, and Washington. 

Includes bibliographies. 

@ltem 84 

pbk. 

1. Forest management — Oregon — Congresses. I. United 
States. Forest Service. II. Title. III. Title: Impact of 
change on the management of private forest lands in the 
Northwest. 

OCLC 5104030 


80-11266 
A 13.2:F 76/86 
United States. Forest Service. 

An assessment of the forest and range land situation in the 
United States. — [Washington] : Dept. of Agriculture, Forest 
Service, [1980] 

20402 

xxvi, 631 p. : ill. ; 28 cm. — (FS-345) 





Includes bibliographical references. 
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1. Forest management— United States. 2. Forest re- 
serves — United States— Recreational use. 3. Range man- 
agement — United States. I. Title. 

OCLC 5958485 


80-11267 
A 13.2:G 44 
United States. Forest Service. 

Give a hoot! : don’t pollute! : Woodsy. — [Washington] : 
Dept. of Agriculture, Forest Service, 1979. 

20250 

[2] p. : ill. ; 26 cm. — (Cooperative outdoor environmental 
program COEP ; 10) 

1. Pollution — United States. I. Title. II. Series: United 
States. Forest Service. Cooperative outdoor environmental 
program COEP ; 10. 

OCLC 6180745 


80-11268 
A 13.2:H 22/3 
Symposium on Southeastern Hardwoods, 2d, Dothan, Ala., 
1977. 
Proceedings : second Symposium on Southeastern Hard- 
woods, April 20-22, 1977, Dothan, Alabama. — [Atlanta, Ga.] 
: Dept. of Agriculture, Forest Service, Southeastern Area, 
State and Private Forestry, [1978] 
30309 
187 p. : ill. ; 26 cm. 
Includes bibliographies. 
pbk. 
1. Forests and forestry— Southern States — Congresses. 
2. Hardwoods — Southern States— Congresses. I. United 
States. State and Private Forestry. Southeastern Area. II. 
Title. 
S$D397.H3S96 1977 
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OCLC 5440023 


80-11269 
A 13.2:J 95 
Gray, Glenn. 

Juneau’s trails / by Glenn Gray. — [Juneau, Alaska] : Dept. 
of Agriculture, Forest Service, Alaska Region, [1978] 

99802 

48 p. : ill., maps ; 24 cm.— (Alaska Region series ; no. R 
10-30) 

Issued July 1978. 

@ltem 84 (microfiche) 
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1. Trails— Alaska. I. United States. Forest Service. 
Alaska Region. II. Title. III. Series: United States. Forest 
Service. Alaska Region. Alaska Region series ; no. R 10-30. 
OCLC 4655464 


80-11270 
A 13.2:K 33 
United States. Forest Service. Alaska Region. 

Kenai Lake YCC : Chugach National Forest. — [Juneau, 
Alaska] Dept. of Agriculture, Forest Service, Alaska 
Region, 1979. 

99802 

.: ill. ; 21 x 26 cm. — (Alaska Region series ; no. R 10- 


Issued Jan. 1979. 
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1. Camps — Alaska — Anecdotes, facetiae, satire, etc. 2. 
Chugach National Forest, Alaska. I. Title. II. Series: 
United States. Forest Service. Alaska Region. Alaska Region 
series ; no. R 10-52. 

OCLC 6158513 


80-11271 
A 13.2:L 22/4 
United States. Forest Service. Eastern Region. 

National forest land ownership : some questions and an- 
swers. — [Milwaukee, Wis.] : Dept. of Agriculture, Forest 
Service, Eastern Region ; Washington : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1980. 

53203 

16 p. : ill., maps ; 26 cm. 

Issued Feb. 1980. 
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S/N 001-001-00534-7 

pbk. : $1.50 

1. Forest reserves — United States. 
OCLC 6180882 


80-11272 


I. Title. 


A 13.2:M 28 
Ring, Merle E. 

Maine’s secondary wood industry : a utilization summary 
and directory / compiled by Merle E. Ring and Jean W. 
Nolley. — Augusta, Maine : Department of Conservation, 
Bureau of Forestry, 1979. 

46 p. ; 26 cm. 

Prepared in cooperation with USDA, Forest Service, 
Northeastern Area, State and Private Forestry. 

Includes indexes. 

Issued Sept. 1979. 
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1. Forest products — Maine — Directories. 2. Wood-using 
industries — Maine — Directories. I. Nolley, Jean W., joint 
author. II. Maine. Bureau of Forestry. III. United States. 
Forest Service. Northeastern Area, State and Private Forest- 
ry. IV. Title. 

OCLC 6051318 


80-11273 
A 13.2:M 861 
United States. Forest Service. California Region. 
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Stipe ... [et al.].— Ogden, Utah : Department of Agriculture, 
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On cover: Region 4. 

Issued Apr. 1979. 

pbk. 

1. United States. Forest Service. Region 4. I. Title. 

OCLC 6157890 


80-11286 
A 13.2:Se 3/9 
Small Lot Forest Seed Processing Workshop, Georgia Forestry 
Center, 1977. 

Small Lot Forest Seed Processing Workshop : October 18- 
20, 1977 / compiled and edited by Earl W. Belcher. — [Atlan- 
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[Ogden, Utah] : Dept. of Agriculture, Forest Service, Inter- 
mountain Region, [1980] 
84401 


[31] p. : col. ill., col. maps ; 24 cm. 

@ltem 84 

S/N 001-001-00516-9 
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“Forest Service map class A.” 
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Parker. — [Albuquerque, N.M.] : Dept. of Agriculture, Forest 
Service, Southwestern Region, [1979] 

87102 
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Cahill, Donn B. 


Mountain pine beetle : Black Hills of South Dakota and 
Wyoming : Black Hills National Forest and surrounding state, 
private, and other Federal lands / prepared by Donn B. 
Cahill, Larry C. Yarger. — [Lakewood, Colo.] : Dept. of Ag- 
riculture, Forest Service, Rocky Mountain Region, [Forest 
Insect and Disease Management], 1976. 

80225 

3 leaves ; 26 cm.— (Biological evaluation ; R 2-76-3) 

“Forest pest management.” 

Issued June 1976. 

Bibliography: p. 3. 

pbk. 

1. Mountain pine beetle. 2. Black Hills, S.D. and Wyo. 3. 
Black Hills National Forest, S.D. and Wyo. I. Yarger, Larry 
C., joint author. II. United States. Forest Insect and Disease 
Management. III. United States. Forest Service. Rocky 
Mountain Region. IV. Title. V. Series. 

OCLC 6213647 


80-11384 


A 13.97:2-76-4 


Yarger, Larry C. 


Mountain pine beetle : national forest lands, Colorado 
Front Range : Arapaho and Roosevelt and Pike and San 
Isabel National Forests / prepared by Larry C. Yarger. — 
[Lakewood, Colo.] : Dept. of Agriculture, Forest Service, 
Rocky Mountain Region, [Forest Insect and Disease Manage- 
ment], 1976. 

80225 

2, [2] leaves ; 26 cm. — (Biological evaluation ; R 2-76-4) 

“Forest pest management.” 

Issued July 1976. 

Bibliography: leaf [2]. 

pbk. 

1. Mountain pine beetle. 2. Arapaho National Forest, 
Colo. 3. Pike National Forest, Colo. 4. Roosevelt National 
Forest, Colo. 5. San Isabel National Forest, Colo. I. United 
States. Forest Insect and Disease Management. II. United 
States. Forest Service. Rocky Mountain Region. III. Title. 
IV. Series. 

OCLC 6213703 


80-11385 


A 13.97:2-76-5 


Cahill, Donn B. 


Mountain pine beetle : Bighorn Front Range : Bighorn 
National Forest, BLM, state and private land / prepared by 
Donn B. Cahill. — Lakewood, Colo. : Dept. of Agriculture, 
Forest Service, Rocky Mountain Region, Forest Insect and 
Disease Management, 1976. 

80225 

4 leaves : map ; 26 cm. — (Biological evaluation ; R 2-76-5) 

Issued Sept. 1976. 

Bibliography: leaf 3. 

pbk. 





Forest Service — Agriculture Dept. 


1. Mountain pine beetle. 2. Bighorn National Forest, Wyo. 
I. United States. Forest Insect and Disease Management. II. 
United States. Forest Service. Rocky Mountain Region. III. 
Title. IV. Series. 
OCLC 6214262 


80-11386 
A 13.97:2-76-6 
Creasap, Vernon L. M. 

Mountain pine beetle : Middle Park, Colorado : Arapaho 
National Forest, BLM, state & private lands / prepared by 
Vernon L. M. Creasap. — [Lakewood, Colo.] : Dept. of Agri- 
culture, Forest Service, Rocky Mountain Region, [Forest 
Insect and Disease Management], 1976. 

80225 

4, [2] leaves ; 26 cm. — (Biological evaluation ; R 2-76-6) 

“Forest pest management.” 

Issued Aug. 1976. 

pbk. 

1. Mountain pine beetle. 2. Arapaho National Forest, 
Colo. I. United States. Forest Insect and Disease Manage- 
ment. II. United States. Forest Service. Rocky Mountain 
Region. III. Title. IV. Series. 

OCLC 6213843 


80-11387 
A 13.97:2-76-7 
Landis, Thomas D. 

Oak wilt : five new counties in Kansas and Nebraska : 
Thurston County, Nebraska, Jackson, Linn, Neosho, & 
Cherokee Counties, Kansas / prepared by Thomas D. 
Landis. — [Lakewood, Colo.] : Dept. of Agriculture, Forest 
Service, Rocky Mountain Region, [Forest Insect and Disease 
Management], 1976. 

80225 

6 leaves : maps ; 26 cm. — (Biological evaluation ; R 2-76- 
7) 

“Forest pest management.” 

Issued Sept. 1976. 

Bibliography: leaf 6. 

pbk. 

1. Oak wilt. I. United States. Forest Insect and Disease 
Management. II. United States. Forest Service. Rocky 
Mountain Region. III. Title. IV. Series. 

OCLC 6213137 


80-11389 


A 13.97:2-76-9 


Creasap, Vernon L. M. 


Mountain pine beetle : Colorado Front Range : Arapaho 
and Roosevelt, Pike and San Isabel National Forests, and 
adjacent lands / prepared by Vernon L. M. Creasap, Charles 
D. Minnemeyer. — Lakewood, Colo. : Dept. of Agriculture, 
Forest Service, Rocky Mountain Region, Forest Insect and 
Disease Management, 1976. 

80225 

11 leaves : maps ; 26 cm. — (Biological evaluation ; R 2-76- 
9) 

Issued Nov. 1976. 

Bibliography: leaf 5. 

pbk. 

1. Mountain pine beetle. 2. Arapaho National Forest, 
Colo. 3. Pike National Forest, Colo. 4. Roosevelt National 
Forest, Colo. 5. San Isabel National Forest, Colo. I. Min- 
nemeyer, Charles D., joint author. II. United States. Forest 
Insect and Disease Management. III. United States. Forest 
Service. Rocky Mountain Region. IV. Title. V. Series. 
OCLC 6214386 


80-11390 


A 13.97:2-76-10 


Creasap, Vernon L. M. 


Mountain pine beetle : Shoshone National Forest, Bureau of 
Land Management, state and private land, South Pass City, & 
Atlantic City, Wyoming / prepared by Vernon L. M. Crea- 
sap. — Lakewood, Colo. : Dept. of Agriculture, Forest Serv- 
ice, Rocky Mountain Region, Forest Insect and Disease Man- 
agement, 1976. 

80225 

9 leaves : map ; 26 cm. — (Biological evaluation ; R 2-76- 
10) 

Issued Nov. 1976. 

Bibliography: leaf 4. 

pbk. 

1. Mountain pine beetle. 2. Shoshone National Forest, 
Wyo. I. United States. Forest Insect and Disease Manage- 
ment. II. United States. Forest Service. Rocky Mountain 
Region. III. Title. IV. Series. 

OCLC 6214432 


80-11388 


A 13,97:2-16-8 80-11391 i 
Creasap, Vernon L. M. .97:2-77- 


Johnson, David W. 


Mountain pine beetle : Black Hills of South Dakota and 
Wyoming : Black Hills National Forest & adjacent state and 
private lands of South Dakota & Wyoming / prepared by 
Vernon L. M. Creasap, Charles D. Minnemeyer. — Lake- 
wood, Colo. : Dept. of Agriculture, Forest Service, Rocky 
Mountain Region, Forest Insect and Disease Management, 
1976. 


80225 

8, 4 leaves : col. ill., map ; 26 cm. — (Biological evaluation 
; R 2-76-8) 

Issued Sept. 1976. 

pbk. 

1. Mountain pine beetle. 2. Black Hills, S.D. and Wyo. 3. 
Black Hills National Forest, S.D. and Wyo. I. Minnemeyer, 
Charles D., joint author. II. United States. Forest Insect and 
Disease Management. III. United States. Forest Service. 
Rocky Mountain Region. IV. Title. V. Series. 

OCLC 6214330 


Page 24 


Examination of Bessey Nursery stock for western gall rust 
/ prepared by David W. Johnson, Thomas D. Landis. — 
Lakewood, Colo. : Dept. of Agriculture, Forest Service, 
Rocky Mountain Region, Forest Insect and Disease Manage- 
ment, 1977. 

80225 

[2], 3 leaves : ill. ; 26 cm.— (Biological evaluation ; R 2- 
77-1) 

Issued May 1977. 

pbk. 

1. Ponderosa pine — Diseases and pests — Nebraska. I. 
Landis, Thomas D., joint author. II. United States. Forest 
Insect and Disease Management. III. United States. Forest 
Service. Rocky Mountain Region. IV. Title. V. Series. 
OCLC 6213042 





80-11392 


A 13.97:2-77-16 


Gillman, Linnea S. 


Phomopsis blight of juniper at Bessey Nursery : Nebraska 
National Forest / prepared by Linnea S. Gillman, Thomas D. 
Landis. — Lakewood, Colo. : Dept. of Agriculture, Forest 
Service, Rocky Mountain Region, Forest Insect and Disease 
Management, 1977. 

80225 

[8] leaves : ill. ; 26 cm. — (Biological evaluation ; R 2-77- 
16) 

Issued June 1977. 

Bibliography: leaf [5]. 

pbk. 


1. Juniper — Diseases and pests — Nebraska. 2. Nebraska 
National Forest, Neb. I. Landis, Thomas D., joint author. 
II. United States. Forest Insect and Disease Management. 
III. United States. Forest Service. Rocky Mountain Region. 
IV. Title. V. Series. 

OCLC 6212947 


80-11393 


A 13.101:R 47 


Cordell, Linda S. 


A cultural resources overview of the middle Rio Grande 
Valley, New Mexico / by Linda S. Cordell, for Albuquerque 
District Bureau of Land Management ... [et al.]. — Albuquer- 
que, N.M. : Dept. of Agriculture, Forest Service, Southwest- 
ern Region ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

iv, 198 p. : ill., maps (5 fold. maps in pocket) ; 26 cm. — 
(Cultural resources overview) 

Prepared in cooperation with Bureau of Land Management, 
New Mexico State Office. 

Cover title: Middle Rio Grande Valley, New Mexico. 

Bibliography: p. 141-198. 

@ltem 84 

S/N 001-001-00496-1 

pbk. : $7.00 

1. Excavations (Archaeology)— Rio Grande Valley. 2. 
Indians of North America— Rio Grande Valley — Antiqui- 
ties. 3. New Mexico— Antiquities. 4. Rio Grande 
Valley — Antiquities. 5. New Mexico— Antiquities. I. 
United States. Forest Service. Southwestern Region. II. 
United States. Bureau of Land Management. Albuquerque 
District. III. United States. Bureau of Land Management. 
New Mexico State Office. IV. Title. V. Title: Middle Rio 
Grande Valley, New Mexico. VI. Series. 

F802.R5C67 

80-600540 
978.9/5 
OCLC 6147821 


SOIL CONSERVATION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


80-11394 


A 57.2:F 63 
United States. Soil Conservation Service. 

Flexible cropping systems an innovative solution to old 
problems. — Bozeman, Mont. : Dept. of Agriculture, Soil 
Conservation Service, [1980] 

[8] p. : ill. ; 14x 23 cm. 

Issued Apr. 1980. 

@ltem 120 

pbk. 

1. Field crops— Montana. 2. Rotation of crops. I. Title. 
OCLC 6202036 


Government Publications — June 1980 


80-11395 


A 57.2:Or 3/4 


United States. Soil Conservation Service. 


Soil and water resources conservation act : briefing pack- 
age for organizations and individuals interested in soil and 
water conservation. — [Washington] : Dept. of Agriculture, 
[Soil Conservation Service], 1979. 

20250 

i, 25 p. ; 26 cm. 

Issued Nov. 27, 1979. 

@ltem 120 

pbk. 

1. Soil conservation — United States. 2. Water conserva- 
tion — United States. I. Title. II. Title: Briefing package 
for organizations and individuals interested in soil and water 
conservation. 

OCLC 6159394 


80-11396 


A 57.2:P 18/3 


United States. Soil Conservation Service. 


Erosion in the Palouse : a summary of the Palouse River 
basin study. — [Washington] : Dept. of Agriculture, Soil Con- 
servation Service, [1979] 

20250 

15 p. : ill. ; 15 x 23 cm. 

Prepared in cooperation with USDA Forest Service, and 
USDA Economics, Statistics, and Cooperatives Service. 

Issued Feb. 1979. 

@ltem 120 

pbk. 

1. Soil conservation— Washington (State) I. United 
States. Forest Service. II. United States. Dept. of Agricul- 
ture. Economics, Statistics, and Cooperatives Service. III. 
Title. 

OCLC 5215596 


80-11397 


A 57.2:P 39 


United States. Soil Conservation Service. 


People and resources : the resource conservation and devel- 
opment program. — St. Paul, Minn. : Dept. of Agriculture, 
Soil Conservation Service, [1978] 

55108 

15 p. : col. ill., col. map ; 26 cm. 

@ltem 120 

pbk. 

1. Conservation of natural resources — Minnesota. 2. Nat- 
ural resources — Minnesota. I. Title. II. Title: Resource 
conservation and development program. 

OCLC 6159535 


80-11398 


A 57.2:V 52/3 


Sharp, W. Curtis. 


Vegetation for tidal shoreline stabilization in the mid-Atlan- 
tic States / W. Curtis Sharp, Cluster R. Belcher, and John 
Oyler. — Broomall, Pa. : Dept. of Agriculture, Soil Conserva- 
tion Service ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., [1980] 

20402 

19 p. : ill., maps ; 26 cm. 

Bibliography: p. 18-19. 

@ltem 120 

S/N 001-007-00906-5 

pbk. : $1.50 

1. Shore protection — Atlantic States. 2. Tide-waters. I. 
Belcher, Cluster R., joint author. II. Oyler, John, joint 
author. III. United States. Soil Conservation Service. IV. 
Title. 

OCLC 6172229 
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Soil Conservation Service — Agriculture Dept. 


80-11399 
A 57.2:W 53 
Gaskins, Ed. 

Wetland types in Missouri / prepared by Ed Gaskins, Pat 
Graham. — Columbia, Mo. : Dept. of Agriculture, Soil Con- 
servation Service, [1978] 

[29] p. : ill. ; 26 cm. 

@ltem 120 

pbk. 

1. Wetlands — Missouri. I. Graham, Pat, joint author. II. 
United States. Soil Conservation Service. III. Titie. 

OCLC 4708243 


80-11400 
A 57.38:Ad 1/8 
Sherwood, Max A. 

Soil survey of Adair County, Iowa / by Max A. Sher- 
wood. — [Washington] : Dept. of Agriculture, Soil Conserva- 
tion Service, [1980] 

20250 

ix, 146 p., 70 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Iowa Agriculture and Home 
Economics Experiment Station, Cooperative Extension Serv- 
ice, Iowa State University, and Dept. of Soil Conservation, 
State of Iowa. 

Issued Jan. 1980. 

Bibliography: p. 86-88. 

@ltem 102-B-15 

pbk. 

1. Soils—Iowa— Adair County— Maps. I. United 
States. Soil Conservation Service. II. lowa. Agricultural and 
Home Economics Experiment Station, Ames. III. Iowa. Co- 
operative Extension Service. IV. Iowa. Dept. of Soil Con- 
servation. V. Title. 

OCLC 6119055 


80-11401 
A 57.38:B 48/3 
Candland, David M. 

Soil survey of Big Smoky Valley area, Nevada : part of 
Nye County / by David M. Candland. — [Washington] : 
Dept. of Agriculture, Soil Conservation Service, [1980] 

20250 

iii, 140 p., 21 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with U.S. Dept. of the Interior, 
Bureau of Land Management, and University of Nevada, Ag- 
ricultural Experiment Station. 

Issued Feb. 1980. 

Bibliography: p. 137. 

@ltem 102-B-28 

pbk. 

1. Soils— Nevada—Nye County—Maps. I. United 
States. Soil Conservation Service. II. United States. Bureau 
of Land Management. III. Nevada. Agricultural Experiment 
Station, Reno. IV. Title. 

OCLC 6103505 


80-11402 
A 57.38:C 13/3 
Otter, Augustine J. 

Soil survey of Calumet and Manitowoc Counties, Wiscon- 
sin / by Augustine J. Otter. — [Washington] : Dept. of Agri- 
culture, Soil Conservation Service, [1980] 

20250 

vii, 176 p., 123 fold. p. of plates : ill, maps ; 29 cm. 

Prepared in cooperation with the Research Division of the 
College of Agricultural and Life Sciences, University of Wis- 
consin. 

Issued Feb. 1980. 

Bibliography: p. 102. 


Page 26 


@ltem 102-B-50 

pbk. 

1. Soils — Wisconsin— Calumet County — Maps. 2. 
Soils — Wisconsin — Manitowoc County — Maps. I. United 
States. Soil Conservation Service. II. Wisconsin. University. 
College of Agricultural and Life Sciences. III. Title. 

OCLC 6132654 


80-11403 
A 57.38:C 85/6 
Garner, Billy A. 

Soil survey of Crawford County, Arkansas / by B. A. 
Garner and J. B. Cox. — [Washington] : Dept. of Agriculture, 
Soil Conservation Service, [1979] 

20250 

viii, 91 p., 38 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Arkansas Agricultural Ex- 
periment Station. 

Issued Sept. 1979. 

Bibliography: p. 39. 

@ltem 102-B-4 

pbk. 

1. Soils — Arkansas — Crawford County — Maps. I. Cox, 
John B., joint author. II. United States. Soil Conservation 
Service. III. Arkansas. Agricultural Experiment Station, 
Fayetteville. IV. Title. 

OCLC 6118794 


80-11404 
A 57.38:D 16/3 
Coffee, Daniel R., 1919- . 

Soil survey of Dallas County, Texas / by Daniel R. Coffee, 
Ralph H. Hill, and Dennis D. Ressel. — [Washington] : Dept. 
of Agriculture, Soil Conservation Service, [1980] 

20250 

vii, 153 p., 70 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Texas Agricultural Experi- 
ment Station. 

Issued Feb. 1980. 

Bibliography: p. 69-70. 

@ltem 102-B-44 

pbk. 

1. Soils — Texas — Dallas County — Maps. I. Hill, Ralph 
H., joint author. II. Ressel, Dennis, joint author. III. 
United States. Soil Conservation Service. IV. Texas. Agri- 
cultural Experiment Station, College Station. V. Title. 
OCLC 6123470 


80-11405 
A 57.38:D 43/2 
Ford, Alan. 
Soil survey of Denton County, Texas / by Alan Ford and 
Ed Pauls. — [Washington] : Dept. of Agriculture, Soil Con- 
servation Service, [1980] 
20250 
vii, 160 p., 50 fold. p. of plates : ill., maps ; 29 cm. 
Prepared in cooperation with Texas Agricultural Experi- 
ment Station. 
Issued Jan. 1980. 
Bibliography: p. 81-82. 
@ltem 102-B-44 
pbk. 
1. Soils — Texas — Denton County — Maps. I. Pauls, Ed, 
joint author. II. United States. Soil Conservation Service. 


III. Texas. Agricultural Experiment Station, College Station. 
IV. Title. 


OCLC 6118891 





80-11406 
A 57.38:D 66/2 
Fox, Robert E. 

Soil survey of Dodge County, Wisconsin / by Robert E. 
Fox and Gerhardt (sic) B. Lee. — [Washington] : Dept. of 
Agriculture, Soil Conservation Service, [1980] 

20250 

ix, 201 p., 135 fold. p. of plates : ill, maps ; 29 cm. 

Prepared in cooperation with Research Division of the 
College of Agricultural and Life Sciences, University of Wis- 
consin. 

Issued Feb. 1980. 

Bibliography: p. 127. 

@ltem 102-B-50 

pbk. 

1. Soils — Wisconsin— Dodge County — Maps. I. Lee, 
Gerhard Bjarne, 1917- , joint author. II. United States. Soil 
Conservation Service. III. Wisconsin. University. College of 
Agricultural and Life Sciences. IV. Title. 

OCLC 6166977 


80-11407 
A 57.38:D 71 
Williams, Jack C. 

Soil survey of Donley County, Texas / by Jack C. Williams 
and Jerald O. Crump. — [Washington] : Dept. of Agriculture, 
Soil Conservation Service, [1980] 

20250 

vii, 127 p., 50 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Texas Agricultural Experi- 
ment Station. 

Issued Feb. 1980. 

Bibliography: p. 76. 

@ltem 102-B-44 

pbk. 

1. Soils —Texas— Donley County — Maps. I. 
Jerald O., joint author. II. United States. Soil Conservation 
Service. III. Texas. Agricultural Experiment Station, Col- 
lege Station. IV. Title. 

OCLC 6103446 


80-11408 


Crump, 


A 57.38:G 59 
Nicholson, John C. 

Soil survey of Goochland County, Virginia / by John C. 
Nicholson, Thomas R. Burruss, and David L. Jones. — 
[Washington] : Dept. of Agriculture, Soil Conservation Serv- 
ice, [1980] 

20250 

ix, 137 p., 41 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Virginia Polytechnic Institute 
and State University. 

Issued Feb. 1980. 

Bibliography: p. 74. 

@ltem 102-B-47 

pbk. 

1. Soils — Virginia — Goochland County — Maps. 
russ, Thomas R., joint author. II. Jones, David L., joint 
author. III. United States. Soil Conservation Service. IV. 
Virginia Polytechnic Institute and State University. V. Title. 
OCLC 6103279 


80-11409 


I. Bur- 


A 57.38:H 94 
Linsemier, Lyle H. 

Soil survey of Huron County, Michigan / by Lyle H. 
Linsemier. — [Washington] : Dept. of Agriculture, Soil Con- 
servation Service, [1980] 

20250 

vii, 145 p., 71 fold. p. of plates : ill., maps ; 29 cm. 


Government Publications — June 1980 


Prepared in cooperation with Michigan Agricultural Ex- 
periment Station. 

Issued Jan. 1980. 

Bibliography: p. 99-100. 

@ltem 102-B-22 

pbk. 

1. Soils — Michigan — Huron County — Maps. 
States. Soil Conservation Service. 
Experiment Station, East Lansing. 
OCLC 6132478 


I. United 
II. Michigan. Agricultural 
III. Title. 


80-11410 
A 57.38:3 63/5 
Simmons, George T. 

Soil survey of Johnson County, Missouri / by George T. 
Simmons. — [Washington] : Dept. of Agriculture, Soil Con- 
servation Service, [1980] 

20250 

vii, 116 p., 65 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Missouri Agricultural Experi- 
ment Station. 

Issued Feb. 1980. 

Bibliography: p. 71. 

@ltem 102-B-25 

pbk. 

1. Soils — Missouri— Johnson County — Maps. I. United 
States. Soil Conservation Service. II. Missouri. Agricultural 
Experiment Station, Columbia. _ III. Title. 

OCLC 6190077 


80-11411 
A 57.38:L 89 a 
Leifer, Lewis. 

Soil survey of Los Angeles County, California, west San 
Fernando Valley area / by Lewis Leifer and Daniel F. 
Rabey. — [Washington] : Dept. of Agriculture, Soil Conserva- 
tion Service, [1980] 

20250 

viii, 107 p., 5 fold. leaves of plates : ill., maps ; 29 cm. 

Prepared in cooperation with West Los Angeles County 
Resource Conservation District, and University of California 
Agricultural Experiment Station. 

Issued Jan. 1980. 

Bibliography: p. 64. 

@ltem 102-B-5 

pbk. 

1. Soils — California— Los Angeles County — Maps. I. 
Rabey, Daniel F., joint author. II. United States. Soil Con- 
servation Service. III. California. Agricultural Experiment 
Station, Berkeley. IV. Title. 

OCLC 6162263 


80-11412 
A 57.38:M 33/7 
Russell, Robert Cone, 1917- . 

Soil survey of Marion County, Iowa / by Robert C. Russell 
and L. Dale Lockridge. — [Washington] : Dept. of Agricul- 
ture, Soil Conservation Service, [1980] 

20250 

ix, 183 p., 70 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Iowa Agriculture and Home 
Economics Experiment Station, Cooperative Extension Serv- 
ice, Iowa State University, and Dept. of Soil Conservation, 
State of Iowa. 

Issued Jan. 1980. 

Bibliography: p. 99-100. 

@ltem 102-B-15 

pbk. 





Soil Conservation Service — Agriculture Dept. 


1. Soils — Iowa — Marion County — Maps. I. Lockridge, 
L. Dale, joint author. II. United States. Soil Conservation 
Service. III. Iowa. Agricultural and Home Economics Ex- 
periment Station, Ames. IV. Iowa. Cooperative Extension 
Service. V. Iowa. Dept. of Soil Conservation. VI. Title. 
OCLC 6123570 


80-11413 
A 57.38:M 58/10 
Reynolds, Charles Arthur, 1937- . 

Soil survey of Middlesex County, Connecticut / by Charles 
A. Reynolds. — [Washington] : Dept. of Agriculture, Soil 
Conservation Service, [1979] 

20250 

ix, 155 p., 49 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Connecticut Agricultural Ex- 
periment Station, and Storrs Agricultural Experiment Station. 

Issued Feb. 1979. 

Bibliography: p. 73. 

@ltem 102-B-7 

pbk. 

1. Soils — Connecticut — Middlesex County — Maps. I. 
United States. Soil Conservation Service. II. Connecticut 
Agricultural Experiment Station, New Haven, Conn. III. 
Storrs Agricultural Experiment Station. IV. Title. 

OCLC 6103123 


80-11414 
A 57.38:N 11 
Dolezel, Raymond. 

Soil survey of Nacogdoches County, Texas / by Raymond 
Dolezel. — [Washington] : Dept. of Agriculture, Soil Conser- 
vation Service, [1980] 

20250 

vii, 146 p., 53 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Texas Agricultural Experi- 
ment Station. 

Issued Feb. 1980. 

Bibliography: p. 78. 

@ltem 102-B-44 

pbk. 

1. Soils — Texas — Nacogdoches County — Maps. I. 
United States. Soil Conservation Service. II. Texas. Agricul- 
tural Experiment Station, College Station. III. Title. 

OCLC 6132582 


80-11415 
A 57.38:P 58/2 
Kerr, James W. 

Soil survey of Pickaway County, Ohio / by J. W. Kerr and 
R. L. Christman. — [Washington] : Dept. of Agriculture, Soil 
Conservation Service, [1980] 

20250 

vii, 172 p., 66 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Ohio Dept. of Natural Re- 
sources, Division of Lands and Soil, and Ohio Agricultural 
Research and Development Center. 

Issued Feb. 1980. 

Bibliography: p. 98. 

@ltem 102-B-35 

pbk. 

1. Soils — Ohio — Pickaway County — Maps. I. Christ- 
man, Richard L., joint author. II. United States. Soil Con- 
servation Service. III. Ohio. Agricultural Research and De- 
velopment Center. IV. Ohio. Division of Lands and Soil. 
V. Title. 

OCLC 6167064 
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80-11416 
A 57.38:Sa 8 
Gundlach, Howard F. 

Soil survey of Sauk County, Wisconsin / by Howard F. 
Gundlach. — [Washington] : Dept. of Agriculture, Soil Con- 
servation Service, [1980] 

20250 

ix, 248 p., 131 fold. p. of plates : ill, maps ; 29 cm. 

Prepared in cooperation with Research Division of the 
College of Agricultural and Life Sciences, University of Wis- 
consin. 

Issued Mar. 1980. 

Bibliography: p. 158-159. 

@ltem 102-B-50 

pbk. 

1. Soils — Wisconsin — Sauk County — Maps. I. United 
States. Soil Conservation Service. II. Wisconsin. University. 
College of Agricultural and Life Sciences. III. Title. 

OCLC 6205079 


80-11417 
A 57.38:Sh 4/3 
United States. Soil Conservation Service. 

Soil survey of Shelby County, Kentucky / by Carl W. Hail 
... [et al.]. — [Washington] : Dept. of Agriculture, Soil Con- 
servation Service, [1980] 

20250 

vii, 84 p., 33 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Kentucky Agricultural Ex- 
periment Station, and Kentucky Dept. for Natural Resources 
and Environmental Protection. 

Issued Feb. 1980. 

Bibliography: p. 50. 

@ltem 102-B-17 

pbk. 

1. Soils — Kentucky — Shelby County — Maps. 
Carl W. II. Kentucky. Agricultural Experiment Station, 
Lexington. III. Kentucky. Dept. for Natural Resources and 
Environmental Protection. IV. Title. 

OCLC 6184986 


I. Hail, 


80-11418 
A 57.38:V 88 
United States. Soil Conservation Service. 

Soil survey of Volusia County, Florida / by Robert Bald- 
win ... [et al.].— [Washington] : Dept. of Agriculture, Soil 
Conservation Service, [1980] 

20250 

ix, 207 p., 103 fold. p. of plates : ill, maps ; 29 cm. 

Prepared in cooperation with the University of Florida 
Institute of Food and Agricultural Sciences, Agricultural Ex- 
periment Stations, and Soil Science Dept. 

Issued Feb. 1980. 

Bibliography: p. 105-106. 

@ltem 102-B-9 

pbk. 

1. Soils — Florida — Volusia County — Maps. I. Baldwin, 
Robert, 1944- II. United States. Soil Conservation Service. 
III. Florida. Agricultural Experiment Station, Gainesville. 
IV. Florida. University, Gainesville. Dept. of Soil Science. 
V. Florida. University, Gainesville. Institute of Food and 
Agricultural Sciences. VI. Baldwin, Robert, 1944- . VII. 
Title. 

OCLC 6157640 





FOREIGN AGRICULTURAL SERVICE 
Agriculture Dept. 
Washington, DC 20250 


A 67.26:293 
United States. Foreign Agricultural Service (1953- ) 

A guide for U.S. exporters of fresh and processed fruits and 
vegetables to Japan. — [Washington] : Dept. of Agriculture, 
Foreign Agricultural Service, [1980] 

20250 

iii, 70 p. : ill. ; 26 cm. — (FAS M; 293) 

Issued Mar. 1980. 

@ltem 76-G 

pbk. 

1. Fruit— United States— Marketing. 2. Vegetables — 
United States— Marketing. I. Title. II. Series: United 
States. Foreign Agricultural Service (1953- ) FAS M ; 293. 
OCLC 6124994 


80-11419 


RURAL ELECTRIFICATION 
ADMINISTRATION 
Agriculture Dept. 
Washington, DC 20250 
80-11420 
A 68.2:C 76/12 
United States. Rural Electrification Administration. 

Specifications and drawings for construction of direct 
buried plant. — [Washington] : Dept. of Agriculture, Rural 
Electrification Administration : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979. 

20402 

53 p. : ill. ; 26 cm. 

REA form 515a, dated 9-79. 

S/N 001-010-00073-5 

pbk. : $2.50 

1. Telephone — United States — Apparatus and supplies — 
Design and construction. 2. Telephone cables. 3. Tele- 
phone lines — Underground. I. Title. 
OCLC 6128549 


80-11421 
A 68.2:T 23/2/9719 
United States. Rural Electrification Administration. 
Telephone system construction contract : labor & materi- 
— [Washington] : Dept. of Agriculture, Rural Electrifica- 
tion Administration : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 
20402 
iv, 82 p. : ill. ; 26 cm. 
REA form 515, dated 9-79. 
S/N 001-010-00072-7 
pbk. : $5.00 
1. Telephone—Contracts and _ specifications — United 
States. 2. Telephone lines — Construction. I. Title. 
OCLC 6128585 


80-11422 
A 68,3:20-21:320-21 
United States. Rural Electrification Administration. 

Revision of REA bulletin 20-21:320-21 : part one. — [Wash- 
ington] : Dept. of Agriculture, Rural Electrification Adminis- 
tration, [1980] 

20250 

[118] p. ; 26 cm. — (REA bulletin ; 20-21:320-21) 

Supersedes National environmental policy act, REA bulle- 
tin 20-21:320-21, issued May 20, 1974. 

@ltem 116 

pbk. 


Government Publications — June 1980 


1. Environmental law — United States. I. Title. II. Title: 
National environmental policy act. III. Series: United States. 
Rural Electrification Administration. REA bulletin ; 20- 
21:320-21. 

OCLC 6128406 


80-11423 
A 68.3:345-52 
United States. Rural Electrification Administration. 
Specifications for service entrance and station protector 
installations. — [Washington] : Dept. of Agriculture, Rural 
Electrification Administration, 1979. 
20250 
77 p. : ill. ; 26 cm. — (REA bulletin ; 345-52) 
“PC-5A.” 
Issued Dec. 1979. 
@ltem 116 
pbk. 
1. Telephone — United States— Apparatus and supplies. 
I. Title. II. Title: REA telephone specifications for service 
entrance and station protector installations. III. Series: 
United States. Rural Electrification Administration. REA bul- 
letin ; 345-52. 
OCLC 6128476 


80-11424 
A 68.6/4:451 
A 68.6/4:690 
A 68.6/4:910 
United States. Rural Electrification Administration. 

Telephone engineering and construction manual. — [Wash- 
ington : Dept. of Agriculture], Rural Electrification Adminis- 
tration, 1976- 

20250 

v. : ill. ; 26 cm. 

Caption title. 

Contents: Section 451. Telephone noise measurement and 
mitigation, issued no. 2.—Section 690. Joint use of poles, 
issued no. 1.—Section 910. Subscriber carrier equipment, issue 
no. 1. 

@ltem 116-A 

pbk. 

1. Telephone — United States — Apparatus and supplies — 
Handbooks, manuals, etc. 2. Telephone — United States — 
Handbooks, manuals, etc. 3. Telephone lines — Construc- 
tion — Handbooks, manuals, etc. I. Title. II. Title: Tele- 
phone noise measurement and mitigation. III. Title: Joint use 
of poles. IV. Title: Subscriber carrier equipment. 

OCLC 6128189 


80-11425 
A 68.6/4:817 
United States. Rural Electrification Administration. 

Telephone engineering and construction manual. — [Wash- 
ington : Dept. of Agriculture], Rural Electrification Adminis- 
tration : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1976- 

20402 

v. : ill. ; 26 cm. 

Caption title. 

Contents: Section 817. Electrical protection by effective 
gounding of cable shields, issue no. 1. 

@ltem 116-A 

S/N 001-010-00077-8 

pbk. : $2.00 

1. Electric cables. 2. Electric currents — Grounding — 
Handbooks, manuals, etc. I. Title. II. Title: Electrical pro- 
tection by effective grounding of cable shields. 

OCLC 6172275 
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Agricultural Marketing Service — Agriculture Dept. 


AGRICULTURAL MARKETING SERVICE 
Agriculture Dept. 
Washington, DC 20250 


80-11426 
A 88.40:551/2 
Federal-State market news reports; a directory of services avail- 
able. [Washington], Dept. of Agriculture, Agricultural Mar- 
keting Service. 

20250 

map 24 cm. (AMS ; 551) 

Vols. for 1966-70 issued by Consumer and Marketing Serv- 
ice; 1975- by the Agricultural Marketing Service. 

Revised Dec. 1979. 

@ltem 19-A 

ISSN 0363-2288 

Main series: United States. Agricultural Marketing Service. 
AMS 

1. Produce trade — Information services — United States — 
Directories. I. United States. Agricultural Marketing Serv- 
ice. II. United States. Consumer and Marketing Service. 

Key Title: Federal-State market news reports III. Series: 
United States. Agricultural Marketing Service. AMS ; 551. 
HD9003.F43 

70-610025 //r76 
[HD1751.A91845] 
016.3801/41/072073 
OCLC 2438419 


ANIMAL AND PLANT HEALTH 
INSPECTION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


80-11427 
A 101.2:V 64/2/980 
United States. Animal and Plant Health Inspection Service. Vet- 
erinary Services. 

Veterinary Services. — [Washington] : Dept. of Agricul- 
ture, Animal and Plant Health Inspection Service, Veterinary 
Services, 1980. 

20250 

28 p. : map ; 26 cm. 

Issued Mar. 1980. 

@ltem 30-A-5 

pbk. 

1. United States. Animal and Plant Health Inspection Serv- 
ice. Veterinary Services. I. Title. 

OCLC 6167113 


80-11428 
A 101.6:B 53 
United States. Animal and Plant Health Inspection Service. Vet- 
erinary Services. 

Worth repeating : special rules for bringing pet birds into 
the United States. — [Washington] : Dept. of Agriculture, 
Animal and Plant Health Inspection Service, Veterinary Serv- 
ices, [1980] 

20250 

1 sheet : col. ill. ; 41 x 23 cm. fold. to 11 x 23 cm. 

Rules effective Jan. 15, 1980. 

Issued Jan. 1980. 

@ltem 107-B 

1. Birds — United States. 2. Birds — United States — Dis- 
eases. I. Title. II. Title: Special rules for bringing pet birds 
into the United States. 

OCLC 6098418 
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80-11429 
A 101.10/2:91-40 
United States. Animal and Plant Health Inspection Service. Vet- 
The National Poultry Improvement Plan and auxiliary pro- 
visions. — Beltsville, Md. : Dept. of Agriculture, Animal and 
Plant Health Inspection Service, Veterinary Services, 1980. 
20705 
52 p. : ill. ; 24cm. — (APHIS ; 91-40) 
Issued Mar. 1980. 
@ltem 31-A-1 
S/N 001-000-04125-8 
pbk. : $2.75 
1. National Poultry Improvement plan. I. Title. II. 
Series: United States. Animal and Plant Health Inspection 
Service. APHIS ; 91-40. 
OCLC 6128658 


FOOD SAFETY AND QUALITY SERVICE 
Agriculture Dept. 
Washington, DC 20250 


80-11430 
A 103.2:P 76 
United States. Food Safety and Quality Service. 

Report on the PCB incident in the western United 
States. — [Washington] : Dept. of Agriculture, Food Safety 
and Quality Service, 1980. 

20250 


[258] p. : ill. ; 26 cm. 

Issued Jan. 1980. 

Includes bibliographical references. 

@ltem 31-C 

pbk. 

1. Polychlorinated biphenyls. 
OCLC 6123740 


IL. Title. 


80-11431 
A 103.8:V 82/no.1 
United States. Food Safety and Quality Service. 

Visual aids for inspection of metal containers. — [Washing- 
ton] : Dept. of Agriculture, Food Safety and Quality Service, 
1978. 

20250 

ii, 45 leaves : ill. ; 26 cm. 

Visual aid 1. 

Issued June 1978. 

pbk. 

1. Containers — Inspection— United States. 2. 
products — Inspection — United States. I. Title. 
OCLC 6162396 


Metal 


80-11432 
A 103.8:V 82/no.2 
United States. Food Safety and Quality Service. 

Visual aids for inspection of rigid and semirigid contain- 
ers. — [Washington] : Dept. of Agriculture, Food Safety and 
Quality Service, 1978. 

20250 

ii, 27 leaves : ill. ; 26 cm. 

Visual aid 2. 

Issued Sept. 1978. 

@ltem 32-A-3 

pbk. 

1. Containers — Inspection — United States. 2. Boxes — 
Inspection — United States. I. Title. 

OCLC 6162445 





80-11433 


A 103.9:979 
Meat and poultry inspection directory. Washington, Dept. of 
Agriculture, Food Safety and Quality Service, Meat and 
Poultry Inspection Program; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

27 cm. 

July/Dec. 1977- 

Cover title. 

Jan. 1979. 

Semiannual. 

@ltem 32-A 

S/N 001-016-72002-7 

Supersedes: United States. Animal and Plant Health Inspec- 
tion Service. APHIS program services directory Jan./June 
1977 

1. Meat inspection — United States — Directories. 2. Poul- 
try inspection— United States— Directories. I. United 
States. Meat and Poultry Inspection Program. 
OCLC 3260420 


Government Publications — June 1980 


80-11436 


A 105.19/2:84/supp.1 


United States. Dept. of Agriculture. Economics, Statistics, and 


Cooperatives Service. National Economics Division. 

Farm real estate market developments. Washington, Dept. 
of Agriculture, Economics, Statistics, and Cooperatives Serv- 
ice, [National Economics Division]. 

20250 

maps 27 cm. 

CD 84- Aug. 1979- 

Supplement no. 1 to CD 84 Mar. 1980. 

Has occasional supplements. 

@ltem 42-A 

Continues: United States. Dept. of Agriculture. Economics, 
Statistics, and Cooperatives Service. National Economic 
Analysis Division. Farm real estate market developments 

1. Farms — Prices — United States — Periodicals. 2. Real 
property — Prices — United States — Statistics — Periodicals. 
I. Title. 

OCLC 5301035 


80-11437 
80-11434 A 105.20/4:35 
United States. Dept. of Agriculture. Economics, Statistics, and 


Cooperatives Service. 


A 103.9:980 
Meat and poultry inspection directory. Washington, Dept. of 


Agriculture, Food Safety and Quality Service, Meat and 
Poultry Inspection Program; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

27 cm. 

$4.75 

July/Dec. 1977- 

Jan. 1980. 

Semiannual. 

@ltem 32-A 

S/N 001-029-72010-2 

Supersedes: United States. Animal and Plant Health Inspec- 
tion Service. APHIS program services directory Jan./June 
1977 

1. Meat inspection — United States — Directories. 2. Poul- 
try inspection— United States— Directories. I. United 
States. Meat and Poultry Inspection Program. 
OCLC 3260420 


ECONOMICS, STATISTICS, AND 
COOPERATIVES SERVICE 
Agriculture Dept. 
Washington, DC 20250 


80-11435 


A 105.12/3-2:978-79 
United States. Crop Reporting Board. 

Hatchery production. Washington, Dept. of Agriculture, 
Economics, Statistics, and Cooperatives Service, Crop Re- 
porting Board. 

20250 

26 cm. (Pou 2-3 (80)) 

1978-79. 

Issues prior to 1977-78 were classed: A 92.2/16. 

Annual. 

@ltem 21-F 

Main series: United States. Crop Reporting Board. Pou 

1. Poultry hatcheries— United States — States — Statis- 
tics — Periodicals. I. Title. 

OCLC 3744755 


Rice situation. [Washington] Dept. of Agriculture, Eco- 
nomics, Statistics, and Cooperatives Service. 

20250 

graphs 26 cm. 

“RS-35.” 

Mar. 1980. 

Continues: Rice situation (Washington), ISSN 0501-915X, 
issued by United States. Dept. of Agriculture. Economics 
Research Service. 

Semiannual. 

@ltem 21-P 

ISSN 0501-915X 

1. Rice trade — Statistics — Periodicals. 2. Rice trade — 
United States — Statistics — Periodicals. 

Key Title: Rice situation (Washington) I. Title. 
HD9066.A1U45 


338.1/7/31805 
OCLC 4168459 


80-11438 


A 105.22:156 


Jabara, Cathy L. 


Variable levies : barriers to grain imports in France, the 
Netherlands, Federal Republic of Germany, and United King- 
dom / Cathy L. Jabara, Alan S. Brigida. — [Washington] : 
Dept. of Agriculture, Economics, Statistics, and Cooperatives 
Service, [1980] 

20250 

v, 16 p. : ill. ; 24 cm.— (Foreign agricultural economic 
report ; no. 156) 

Issued Mar. 1980. 

Bibliography: p. 14-15. 

@ltem 42-B 

pbk. 

1. Grain. I. Brigida, Alan S., joint author. II. United 
States. Dept. of Agriculture. Economics, Statistics, and Coop- 
eratives Service. III. Title. IV. Series: United States. Dept. 
of Agriculture. Economics, Statistics, and Cooperatives Serv- 
ice. Foreign agricultural economic report ; no. 156. 

OCLC 6185595 
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Economics, Statistics, and Cooperatives Service — Agriculture Dept. 


80-11439 


A 105.23/4-2:979 
Livestock slaughter, annual summary. Washington, Dept. of 
Agriculture, Economics, Statistics, and Cooperatives Service, 
Crop Reporting Board. 

20250 

26 cm. (MtAn 1-2-1 (80)) 

1972- 

Vols. prior to 1977 were issued by the Board subordinate to 
the Statistical Reporting Service and were classed: A 92-18: 

1979. 

@ltem 24-J 

Main series: United States. Crop Reporting Board. MtAn 

1. Livestock — United States — Marketing — Statistics — 
Periodicals. 2. Meat industry and trade — United States — 
Statistics — Periodicals. I. United States. Crop Reporting 
Board. 
OCLC 4008720 


80-11442 


A 105.25:80 


Baker, Allen J. 


Patterns of meat distribution : a case study of St. Louis / 
Allen J. Baker. — [Washington] : Dept. of Agriculture, Eco- 
nomics, Statistics, and Cooperatives Service ; Springfield, Va. 
: for sale by the National Technical Information Service, 
[1980] 

22161 

ii, 38 p. : ill. ; 26 cm. — (ESCS ; 80) 

Issued Mar. 1980. 

@liem 21-N-2 

pbk. 

1. Beef. 2. Meat industry and trade — Missouri — St. 
Louis. 3. Pork. I. United States. Dept. of Agriculture. Eco- 
nomics, Statistics, and Cooperatives Service. II. Title. III. 
Series: United States. Dept. of Agriculture. Economics, Statis- 
tics, and Cooperatives Service. ESCS ; 80. 


LC 6125764 
80-11440 es 


A 105.23/6:978-79 
United States. Crop Reporting Board. 
Meat animals, production, disposition, income. Washington, 


80-11443 
A 105.38:16 
Smith, Art. 


Dept. of Agriculture, Economics, Statistics, and Cooperatives 
Service, Crop Reporting Board. 

20250 

26 cm. (MtAn 1-1 (80)) 

Title varies slightly. 

Vols. for 19 -75/76 were issued by the Board under the 
Statistical Reporting Service and were classed A 92.17. 

1978-79. 

@ltem 24-H 

ISSN 0094-7385 

Main series: United States. Crop Reporting Board. MtAn 

Continues: United States. Crop Reporting Board. Meat ani- 
mals, farm production, disposition, and income by States; re- 
vised estimates 

1. Animal industry — United States — Statistics — Periodi- 
cals. 

Key Title: Meat animals I. Title. 
HD9414.U53a 

74-645096 //r78 

[HA1751.A5] 
338.1/7/608830973 
OCLC 1794264 


80-11441 


A 105,25:61 
United States. Dept. of Agriculture. Economics, Statistics, and 
Cooperatives Service. 

Report assessing global food production and needs. Wash- 
ington, Dept. of Agriculture, Economics, Statistics, and Co- 
operatives Service. 

20250 

ill. 26 cm. (ESCS ; 61) 

April 1979. 

Report year ends Apr. 15. 

@ltem 21-N-2 

Main series: United States. Dept. of Agriculture. Econom- 
ics, Statistics, and Cooperatives Service. ESCS. 

1. Underdeveloped areas — Agriculture — Periodicals. 2. 
Underdeveloped areas—Food supply — Periodicals. I. 
Title. II. Series: United States. Dept. of Agriculture. Eco- 
nomics, Statistics, and Cooperatives Service. ESCS ; 61. 
OCLC 6162036 
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Future role of cooperatives in marketing beans, peas, and 
lentils / Art Smith. — [Washington] : Dept. of Agriculture, 
Economics, Statistics, and Cooperatives Service : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., [1980] 

20402 

ii, 46 p. : ill. ; 26 cm.— (Farmer cooperative research 
report ; no. 16) 

Issued Mar. 1980. 

@ltem 64-A 

S/N 001-000-04117-7 

pbk. : $2.50 

1. Agriculture, Cooperative — United States. 2. Beans — 
United States— Marketing. 3. Lentils — Marketing. 4. 
Peas — United States — Marketing. I. United States. Dept. 
of Agriculture. Economics, Statistics, and Cooperatives Serv- 
ice. II. Title. III. Series: United States. Dept. of Agricul- 
ture. Economics, Statistics, and Cooperatives Service. Farmer 
cooperative research report ; no. 16. 

OCLC 6105066 


80-11444 


A 105.38:17 


United States. Dept. of Agriculture. Economics, Statistics, and 


Cooperatives Service. 

The changing financial structure of farmer cooperatives / 
Nelda Griffin ... [et al.].— [Washington] : Dept. of Agricul- 
ture, Economics, Statistics, and Cooperatives Service : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., [1980] 

20402 

iv, 172 p. : ill. ; 26 cm.— (Farmer cooperative research 
report ; no. 17) 

Issued Mar. 1980. 

@ltem 64-A 

S/N 001-000-04132-1 

pbk. : $5.50 

1. Agriculture, Cooperative — United States — Finance. I. 
Griffin, Nelda, 1925- , joint author. II. Title. III. Series: 
United States. Dept. of Agriculture. Economics, Statistics, 
and Cooperatives Service. Farmer cooperative research 
report ; no. 17. 

OCLC 6172351 





80-11445 


A 105.40:20 


Stam, Jerome M. 


Coordinating Federal programs : the case of Office of Man- 
agement and Budget circular A-95 / Jerome M. Stam. — 
[Washington] : Dept. of Agriculture, Economics, Statistics, 
and Cooperatives Service : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., [1980] 

20402 

iv, 21 p. ; 26 cm.— (Rural development research report ; 
no. 20) 

Issued Mar. 1980. 

Bibliography: p. 17-21. 

@ltem 24-G-2 

S/N 001-000-041 18-5 

pbk. : $1.75 

1. United States. Office of Management and Budget. I. 
United States. Dept. of Agriculture. Economics, Statistics, 
and Cooperatives Service. II. Title. III. Series: United 
States. Dept. of Agriculture. Economics, Statistics, and Coop- 
eratives Service. Rural development research report ; no. 20. 
OCLC 6123975 


SCIENCE AND EDUCATION 
ADMINISTRATION 
Agriculture Dept. 
Washington, DC 20250 


80-11446 


A 106.2:Ec 7 


United States. Science and Education Administration. 


Evaluation of economic and social consequences of cooper- 
ative extension programs. — Washington : Dept. of Agricul- 
ture, Science and Education Administration : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

xiii, 188 p. : ill. ; 26 cm. 

Issued Jan. 1980. 

@ltem 22-A-3 

S/N 001-000-041 16-9 

pbk. : $6.00 

1. United States. Dept. of Agriculture. 2. United States. 
Extension Service (1970- ) 3. 4-H clubs — United States. I. 
Title. 

OCLC 6124125 


ACTION 
Washington, DC 20525 


80-11447 


AA 1,11:4200.36 
Wolfskill, Lyle A. 

Handbook for building homes of earth / prepared for the 
Agency for International Development [by Lyle A. Wolfskill, 
Wayne A. Dunlap and Bob M. Gallaway of the Texas Trans- 
portation Institute]. — [Washington] ACTION (Service 
Corps), Peace Corps ; [Springfield, Va. : for sale by the 
National Technical Information Service, 1980]. 

22161 

159 columns : : ill. ; 27 cm. — (P&T information collection 
& exchange reprint series ; no. R-34) 

On cover: Appropriate technologies for development. 

Originally issued by Dept. of Housing and Urban Develop- 
ment, Office of International Affairs. 

@ltem 30-A-2 

pbk. 


Government Publications — June 1980 


1. Adobe houses. 2. Dwellings. 3. Earth houses. I. 
Dunlop, Wayne A., joint author. II. Callaway, Bob M.., joint 
author. III. Texas Transportation Institute, College Station. 
IV. United States. Dept. of Housing and Urban Development. 
Office of International Affairs. V. United States. Peace 
Corps. VI. Title. VII. Series: United States. Peace Corps. 
P&T information collection & exchange reprint series ; no. R- 
34. 

OCLC 6109407 


COMMERCE DEPARTMENT 
Washington, DC 20230 


80-11448 


C 1.2:J 57 


United States. Commerce Technical Advisory Board. 


Recommendations for creating jobs through the success of 
small, innovative businesses : a report / of the Commerce 
Technical Advisory Board to Jordan J. Baruch, Assistant 
Secretary for Science and Technology. — Washington : Dept. 
of Commerce, 1978. 

20230 

vii, 24 p. : graphs, ; 27 cm. 

Dec. 1978. 

Includes bibliographical references. 

@ltem 128 

pbk. 

1. New business enterprises. 2. Small business. 3. Em- 
ployment (Economic theory) I. United States. Dept. of 
Commerce. II. Title. 

OCLC 5975769 


80-11449 


C 1,2:O0c 2/2 


Armstrong, John Morrison, 1937- 


Ocean mnagement : seeking a new perspective / prepred 
under contract AO-A01-78-00-1307 by the Traverse Group, 
inc. ; John M. Armstrong, Peter C. Ryner. — Washington : 
Dept. of Commerce, Office of Ocean, Resource, and Scientif- 
ic Policy Coordination : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980. 

20402 

viii, 100 p. : ill. ; 27 cm. 

Includes bibliographical references. 

@ltem 128 

S/N 003-000-00557-7 

pbk. : $4.25 

1. Marine resources conservation. 2. Ocean bottom (Mari- 
time law) I. Ryner, Peter C., joint author. II. United 
States. Dept. of Commerce. Office of Ocean, Resource, and 
Scientific Policy Coordination. III. Traverse Group. IV. 
Title. 

OCLC 6098267 


80-11450 


C 1.70:4 


United States. Federal Committee on Statistical Methodology. 


Subcommittee on Nonsampling Errors. Glossary Task Force. 

Glossary of nonsampling error terms : an illustration of a 
semantic problem in statistics / prepared by Richard E. 
Deighton ... et al. , Subcommittee on Nonsampling Errors, 
Federal Committee on Statistical Methodology, [Glossary 
Task Force]. — [Washington] : Dept. of Commerce, Office of 
Federal Statistical Policy and Standards, 1978. 

20230 

vi, 13 p. ; 27 cm. — (Statistical policy working paper ; 4) 

Issued Dec. 1978. 

Information incorrect in publication as to sale by Supt. of 
Docs. 
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Census Bureau — Commerce Dept. 


Bibliography: p. 12-13. 

@ltem 126-D-7 

pbk. 

1. Statistics — Terminology. I. Deighton, Richard E. II. 
United States. Office of Federal Statistical Policy and Stand- 
ards. III. Title. IV. Series: United States. Office of Federal 
Statistical Policy and Standards. Statistical policy working 
paper ; 4. 

OCLC 4652551 


80-11451 
C 1,75:979 
Federal statistical directory. [Washington] Dept. of Commerce, 
Office of Federal Statistical Policy and Standards; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

25 cm. 

$5.00 

8th- ed.; 1944- 

Issuing body varies: 8th-14th, 1940-51, Bureau of the 
Budget, Division of Statistical Standards; 15th-21st, 1952-67, 
Bureau’s Office of Statistical Standards; 22nd, 1970, Office of 
Management and Budget Statistical Policy and Management 
Information Systems Division; 23rd-25th, 1972-76, Office’s 
Statistical Policy Division; 26th- 1979- Dept. of Commerce, 
Office of Federal Statistical Policy and Standards. 

26th ed., 1979. 

Issues prior to 1979 were classed: PrEx 2.10. 

Includes index. 

@ltem 853-A 

S/N 003-005-00184-1 

Continues: Directory of Federal statistical agencies Nov. 
1935-43 

1. Statisticians — Directories. 2. United States — Officials 
and employees — Directories. 3. United States — Executive 
departments — Directories. I. United States. Office of Feder- 
al Statistical Policy and Standards. II. United States. Office 
of Management and Budget. Statistical Policy Division. 
OCLC 1207757 


CENSUS BUREAU 
Commerce Dept. 
Suitland, MD 20233 


80-11452 
C 3.6:F 76/2/976/amdt.4 
United States. Bureau of the Census. 
Foreign trade statistics : regulations [amendment]. — Wash- 
ington : Dept of Commerce, Bureau of the Census, 1976. 
20233 
p. 5-16, 19-20, 27-33 ; 28 cm. 
Amendment No. 4, issued Jan. 1979. 
Qltem 147 (Rev.) 
pbk. 
1. Commercial statistics. 2. United States — Commerce. 
I. Title. 
OCLC 4089160 


80-11453 
C 3.24/4:MC 77-1-35 A 
United States. Bureau of the Census. 

[Census of manufactures (1977)] 

1977 census of manufactures : industry series, engines and 
turbines and farm machinery and equipment : 3511, turbines 
and turbines generator sets : 3519, internal combustion en- 
gines, N.E.C. : 3523, farm machinery and equipment : 3524, 
lawn and garden equipment. — Washington : Dept. of Com- 
merce, Bureau of the Census : for sale by Supt. of Docs., U.S. 
Govt. Print. Off., 1980. 

20402 

54 p. in various pagings ; 28 cm.— (MC 77-I ; 35 A) 

Issued Feb. 1980. 

@ltem 136 

S/N 003-024-02235-4 

pbk. : $3.50 

1. United States — Manufactures — Statistics. 2. Tur- 
bines — Statistics. 3. Gas and oil engines — Statistics. 4. 
Agricultural machinery — Statistics. I. Title. II. Title: In- 
dustry series, engines and turbines and farm machinery and 
equipment. III. Title: Engines and turbines and farm machin- 
ery and equipment. 

OCLC 6151456 


80-11454 
C 3.31/7:AC 78-P-10-000 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Delaware. — 
Washington : Dept. of Commerce, Bureau of the Census : for 
sale by Subscribers Services Section (Publications), Bureau of 
the Census, 1979. 

20233 

[4] p. ; 28 cm. — (AC 78-P ; 10-1000) 

Issued Dec. 1979. 

@ltem 152-B-9 

pbk. 

1. Agriculture — Delaware — Statistics. 
OCLC 6107728 


80-11455 


I. Title. 


C 3.31/7:AC 78-P-10-001 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Kent 
County, Del. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 : 

[4] p. ; 28 cm. — (AC 78-P ; 10-001) 

Issued Dec. 1979. 

@ltem 152-B-9 

pbk. 

1. Agriculture — Delaware — Kent County — Statistics. I. 
Title. 

OCLC 6107750 


80-11456 
C 3.31/7:AC 78-P-10-003 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, New Castle 
County, Del. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

[4] p. ; 28 cm. — (AC 78-P ; 10-1003) 

Issued Dec. 1979. 

@ltem 152-B-9 

pbk. 





1. Agriculture — Delaware — New Castle County — Statis- 
tics. I. Title. 
OCLC 6108808 


80-11457 
C 3.31/7:AC 78-P-24-001 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Allegany 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

[4] p. ; 28 cm. — (AC 78-P ; 24-001) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Allegany County — Statistics. 
I. Title. 
OCLC 6109028 


80-11458 
C 3.31/7:AC 78-P-24-003 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Anne Arun- 
del County, Md. — Washington : Dept. of Commerce, Bureau 
of the Census : for sale by Subscribers Services Section (Pub- 
lications), Bureau of the Census, 1979. 

20233 

4 p. ; 28 cm. — (AC 78-P ; 24-003) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Anne Arundel County — Sta- 
tistics. I. Title. 

OCLC 6103880 


80-11459 
C 3.31/7:AC 78-P-24-005 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Baltimore 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

4 p. ; 28 cm. — (AC 78-P ; 24-005) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Baltimore County — Statis- 
tics. I. Title. 

OCLC 6100413 


80-11460 
C 3.31/7:AC 78-P-24-009 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Calvert 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

4 p. ; 28 cm. — (AC 78-P ; 24-009) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Calvert County — Statistics. 
I. Title. 

OCLC 6103468 


Government Publications — June 1980 


80-11461 
C 3.31/7:AC 78-P-24-011 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Caroline 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

[4] p. ; 28 cm. — (AC 78-P ; 24-011) 

Issued Oct. 1979. 

@item 152-B-21 

pbk. 

1. Agriculture — Maryland — Caroline County — Statistics. 
I. Title. 

OCLC 6107739 


80-11462 
C 3.31/7:AC 78-P-24-013 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Carroll 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
ticas), Bureau of the Census, 1979. 

20233 

4 p. ; 28 cm. — (AC 78-P ; 24-013) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Carroll County — Statistics. 
I. Title. 

OCLC 6108999 


80-11463 
C 3.31/7:AC 78-P-24-015 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Cecil 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

[4] p. ; 28 cm. — (AC 78-P ; 24-015) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Cecil County — Statistics. I. 
Title. 

OCLC 6107717 


80-11464 
C 3.31/7:AC 78-P-24-017 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Charles 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

4 p. ; 28 cm. — (AC 78-P ; 24-017) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Charles County — Statistics. 
I. Title. 

OCLC 6108932 
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Census Bureau — Commerce Dept. 


80-11465 
C 3.31/7:AC 78-P-24-019 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Dorchester 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

[4] p. ; 28 cm. — (AC 78-P ; 24-019) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Dorchester County — Statis- 
tics. I. Title. 

OCLC 6103918 


80-11466 
C 3.31/7:AC 78-P-24-023 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Garrett 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

[4] p. ; 28 cm. — (AC 78-P ; 24-023) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Garrett County — Statistics. 
I. Title. 

OCLC 6108865 


80-11467 
C 3.31/7:AC 78-P-24-025 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Harford 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 


[4] p. ; 28 cm. — (AC 78-P ; 24-025) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Harford County — Statistics. 
I. Title. 
OCLC 6109218 


80-11468 
C 3.31/7:AC 78-P-24-027 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Howard 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

4 p. ; 28 cm. — (AC 78-P ; 24-127) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Howard County — Statistics. 
I. Title. 

OCLC 6139972 
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80-11469 
C 3.31/7:AC 78-P-24-029 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Kent 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

4p. ; 28 cm. — (AC 78-P ; 24-029) 

Issued Cct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Kent County — Statistics. I. 
Title. 

OCLC 6103438 


80-11470 
C 3.31/7:AC 78-P-24-031 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Montgomery 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

[4] p. ; 28 cm. — (AC 78-P ; 24-031) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Montgomery County — Sta- 
tistics. I. Title. 

OCLC 6101124 


80-11471 
C 3.31/7:AC 78-P-24-033 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Prince 
Georges County, Md. — Washington : Dept. of Commerce, 
Bureau of the Census : for sale by Subscribers Services Sec- 
tion (Publications), Bureau of the Census, 1979. 

20233 

4 p. ; 28 cm. — (AC 78-P ; 24-033) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Prince Georges County — 
Statistics. I. Title. 

OCLC 6103819 


80-11472 
C 3.31/7:AC 78-P-24-035 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Queen 
Annes County, Md.— Washington : Dept. of Commerce, 
Bureau of the Census : for sale by Subscribers Services Sec- 
tion (Publications), Bureau of the Census, 1979. 

20233 

[4] p. ; 28 cm. — (AC 78-P ; 24-035) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Queen Anne’s County — Sta- 
tistics. I. Title. 

OCLC 6162012 





80-11473 
C 3.31/7:AC 78-P-24-039 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Somerset 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

4 p. ; 28 cm. — (AC 78-P ; 24-039) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Somerset County — Statistics. 
I. Title. 

OCLC 6100797 


80-11474 
C 3.31/7:AC 78-P-24-041 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Talbot 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

[4] p. ; 28 cm. — (AC 78-P ; 24-041) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Talbot County — Statistics. 
I. Title. 

OCLC 6108842 


80-11475 
C 3.31/7:AC 78-P-24-045 
United States. Bureau of the Census. 

[Census of agriculture (1978)] 

1978 census of agriculture, preliminary report, Wicomico 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

4 p. ; 28 cm. — (AC 78-P ; 24-045) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Wicomico County — Statis- 
tics. I. Title. 

OCLC 6108961 


80-11476 
C 3.31/7:AC 78-P-24-047 
United States. Bureau of the Census. 

[Census of agriculture (1978)]} 

1978 census of agriculture, preliminary report, Worcester 
County, Md. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscribers Services Section (Publica- 
tions), Bureau of the Census, 1979. 

20233 

[4] p. ; 28 cm. — (AC 78-P ; 24-047) 

Issued Oct. 1979. 

@ltem 152-B-21 

pbk. 

1. Agriculture — Maryland — Worcester County — Statis- 
tics. I. Title. 

OCLC 6100571 


Government Publications — June 1980 


80-11477 
C 3.134/a:So 1/979 
United States. Bureau of the Census. 

Recent social and economic trends; a reprint from Statisti- 
cal abstract of the United States. [Washington] Dept. of Com- 
merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

24 cm. 

$1.25 

1975- 

1979. 

Included in Statistical abstract of the United States, 1969- 

Annual. 

S/N 003-024-02168-4 

1. United States — Statistics — Periodicals. 
OCLC 2961918 


I. Title. 


80-11478 
C 3.158:M 26 A (78)-13 
United States. Bureau of the Census. 

Pulp, paper, and board. Washington, Dept. of Commerce, 
Bureau of the Census, Industry Division; for sale by the 
Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

28 cm. (Current industrial reports ; ser. M 26 A (78)-13) 

Monthly with annual summary 

Prior to 1960 issued in the Bureau’s Facts for industry 
series 

Summary for 1978. 

@ltem 142-A 

ISSN 0146-3527 

Main series: Current industrial reports 

1. Wood-pulp industry — United States — Statistics — Per- 
iodicals. 2. Paper making and trade — United States — Sta- 
tistics — Periodicals. 

Key Title: Pulp, paper, and board (Bureau of the Census) 
I. Title. II. Series. 


sc-79002886 
OCLC 2545220 


80-11479 
C 3.158:M 32 D (78)-13 
United States. Bureau of the Census. 

Clay construction products. Washington, Dept. of Com- 
merce, Bureau of the Census, Industry Division; for sale by 
the Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

28 cm. (Current industrial reports ; ser. M 32 D (78)-13) 

Monthly with annual summary 

Prior to 1960 issued in the Bureau’s Facts for industry 
series 

Summary for 1978. 

@ltem 142-A 

ISSN 0364-2720 : CODEN: CCCPDS 

Main series: Current industrial reports 

1. Clay industries— United States — Statistics — Periodi- 
cals. 2. Building materials industry — United States — Statis- 
tics. I. Title. II. Series. 


sc-78002397 
OCLC 2549892 
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Census Bureau — Commerce Dept. 


80-11480 80-11483 


C 3.158:M 33 A (78)-13 


C 3.158:MA-23 A (78)-1 
Iron and steel foundries and steel ingot producers. Washington, 


Apparel. Washington, Dept. of Commerce, Bureau of the 


Dept. of Commerce, Bureau of the Census, Industry Division; 
for sale by the Subscriber Services Section (Publications), 
Bureau of the Census. 

20233 

ill. 27 cm. (Current industrial reports ; ser. M 33 A (78)-13) 

Monthly with annual summary 

Summary for 1978. 

Summarizes data contained in the monthly publication Iron 
and steel castings. 

@ltem 142-A 

Main series: Current industrial reports 

1. Iron industry and trade — United States — Statistics — 
Periodicals. 2. Steel industry and trade — United States — 
Statistics — Periodicals. 3. Metal castings — Statistics — Per- 
iodicals. 4. Steel ingots — Statistics — Periodicals. I. United 
States. Bureau of the Census. II. Series. 
OCLC 3092328 


80-11481 


C 3.158:M 33-2 (79)-13/prelim. 
United States. Bureau of the Census. 

Aluminum ingot and mill products. Washington, Dept. of 
Commerce, Bureau of the Census, Industry Division; for sale 
by the Subscriber Services Section (Publications), Bureau of 
the Census. 

20233 

28 cm. (Current industrial reports ; ser. M 33-2 (79)-13) 

Monthly with annual summary 

Summary for 1979, preliminary. 

@ltem 142-A 

ISSN 0364-2739 : CODEN: CIAPDQ 

Main series: Current industrial reports 

1. Aluminum industry and trade — United States — Statis- 
tics — Periodicals. I. United States. Bureau of the Census. 
II. Title. III. Series. 


sc-78002398 
OCLC 2549883 


80-11482 


C 3.158:M 34 K (78)-13 
United States. Bureau of the Census. 

Steel shipping drums and pails. Washington, Dept. of Com- 
merce, Bureau of the Census, Industry Division; for sale by 
the Subscriber Services Section (Publication), Bureau of the 
Census. 

20233 

28 cm. (Current industrial reports ; ser. M 34 K (78)-13) 

Monthly with annual summary 

Prior to 1960 issued in the Bureau’s Facts for industry 
series. 

Summary for 1978. 

@ltem 142-A 

ISSN 0145-4986 

Main series: Current industrial reports 

Continues: Steel barrels and drums 

1. Steel industry and trade — United States — Statistics — 
Periodicals. 2. Drums (Containers) — Statistics — Periodi- 
cals. I. Title. II. Series. 

HD9529.B3U33 

47-033687 
338.47672 
OCLC 2564084 
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Census, Industry Division; for sale by the Subscriber Services 
Section (Publications), Bureau of the Census. 

20233 

28 cm. (Current industrial reports ; ser. MA-23 A (78)-1) 

1978. 

Annual. 

@ltem 142-A 

Main series: Current industrial reports 

1. Clothing trade— United States — Statistics — Periodi- 
cals. I. United States. Bureau of the Census. II. Series. 
OCLC 3091801 


80-11484 


C 3.158:MA-24 T (78)-1 


Lumber production and mill stocks. Washington, Dept. of Com- 


merce, Bureau of the Census, Industry Division; for sale by 
the Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

28 cm. (Current industrial reports ; ser. MA-24 T (78)-1) 

1978. 

Annual. 

@ltem 142-A 

Main series: Current industrial reports 

1. Lumber trade — United States — Statistics — Periodicals. 
I. United States. Bureau of the Census. II. Series. 
OCLC 3054373 


80-11485 


C 3.158:MA-34 N (78)-1/ch. 


Selected heating equipment. Washington, Dept. of Commerce, 


Bureau of the Census, Industry Division; for sale by the 
Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

27 cm. (Current industrial reports ; ser. MA-34 N (78)-1) 

1978, change sheet. 

@ltem 142-A 

Main series: Current industrial reports 

1. Heating and ventilation industry — United States — Sta- 
tistics — Periodicals. I. United States. Bureau of the Census. 
II. Series. 
OCLC 3057346 


80-11486 


C 3.158:MA-35 L (78)-1/rev. 


Internal combustion engines. Washington, Dept. of Commerce, 


Bureau of the Census, Industry Division; for sale by the 
Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

27 cm. (Current industrial reports ; ser. MA-35 L (78)-1) 

1943- 

1978, revised Feb. 1980. 

Prior to 1960 issued in the Bureau’s Facts for industry 
series. 

@ltem 142-A 

Main series: Current industrial reports 

1. Internal combustion engines — Statistics — Periodicals. 
I. United States. Bureau of the Census. II. Series. 
OCLC 3093578 





80-11487 
C 3.158:MA-35 R (78)-1 
Computers and office and accounting machines. Washington, 
Dept. of Commerce, Bureau of the Census, Industry Division; 
for sale by the Subscriber Services Section (Publications), 
Bureau of the Census. 

20233 

28 cm. (Current industrial reports ; ser. MA-35 R (78)-1) 

1978- 

1978. 

@ltem 142-A 

Main series: Current industrial reports 

Continues: Office, computing, and accounting machines. 

1. Electronic office machines — Statistics — Periodicals. 2. 
Computers — Statistics — Periodicals. 3. Accounting ma- 
chines — Statistics — Periodicals. I. United States. Bureau of 
the Census. II. Series. 

OCLC 6176663 


80-11488 
C 3.158:MA-36 L (78)-1/ch. 

Electric lighting fixtures. Washington, Dept. of Commerce, 
Bureau of the Census, Industry Division; for sale by the 
Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

28 cm. (Current industrial reports ; ser. MA-36 L (78)-1) 

1978, change sheet. 

@ltem 142-A 

Main series: Current industrial reports. 

1. Electric light fixtures — Statistics — Periodicals. I. 
United States. Bureau of the Census. II. Series. 
OCLC 3145803 


80-11489 
C 3.158:MA-36 N (78)-1/ch. 

Selected electronic and associated products, including telephone 
and telegraph apparatus. Washington, Dept. of Commerce, 
Bureau of the Census, Industry Division; for sale by the 
Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

27 cm. (Current industrial reports ; ser. MA-36 N (78)-1) 

1978, change sheet. 

@ltem 142-A 

Main series: Current industrial reports 

1. Electronic instruments — Statistics —- Periodicals. 2. 
Telegraph — United States — Apparatus and supplies — Sta- 
tistics — Periodicals. 3. Telephone — United States — Appa- 
ratus and supplies — Statistics — Periodicals. I. United 
States. Bureau of the Census. II. Series. 
OCLC 3054257 


80-11490 
C 3.158:MA-38 B (78)-1 
Selected instruments and related products. Washington, Dept. of 
Commerce, Bureau of the Census, Industry Division; for sale 
by the Subscriber Services Section (Publications), Bureau of 
the Census. 
20233 
28 cm. (Current industrial reports ; ser. MA-38 B (78)-1) 
1978. 
@ltem 142-A 
Main series: Current industrial reports 
1. Scientific apparatus and instruments — Statistics — Perio- 
dicals. I. United States. Bureau of the Census. II. Series. 
OCLC 3054635 


Government Publications — June 1980 


80-11491 
C 3.158:MQ-26 F (78)-5 
United States. Bureau of the Census. 

Converted flexible packaging products. Washington, Dept. 
of Commerce, Bureau of the Census, Industry Division; for 
sale by the Subscriber Services Section (Publications), Bureau 
of the Census. 

20233 

28 cm. (Current industrial reports ; ser. MQ-26 F (78)-5) 

Quarterly with annual summary 

Summary for 1978. 

@ltem 142-A 

ISSN 0364-1783 

Main series: Current industrial reports 

1. Packaging — Statistics — Periodicals. 
Bureau of the Census. II. Title. 


I. United States. 
III. Series. 


sc-78002406 
OCLC 2547109 


80-11492 
C 3.158:MQ-35 W (78)-5 
United States. Bureau of the Census. 

Metalworking machinery. Washington, Dept. of Com- 
merce, Bureau of the Census, Industry Division; for sale by 
the Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

ill. 28 cm. (Current industrial reports ; ser. MQ-35 W (78)- 
5) 

Quarterly with annual summary 

Summary for 1978. 

@ltem 142-A 

Main series: Current industrial reports 

1. Metal-working machinery — Statistics — Periodicals. 2. 
Machine-tools — Statistics — Periodicals. I. Title. II. 
Series. 


sc-78001902 
OCLC 2713453 


80-11493 
C 3.163/6:Ag 8 
United States. Bureau of the Census. 

Agricultural statistics data finder. — Washington : Dept. of 
Commerce, Bureau of the Census : for sale by Subscriber 
Services (Publications), [19797] 

20233 

12 p. ; 21 x 28 cm. 

Cover title. 

@ltem 131-G (microfiche) 

pbk. 

1. Agriculture — United States — Statistics — Bibliography. 
I. Title. 

OCLC 4062898 


80-11494 
C 3.163/6:C 76 
United States. Bureau of the Census. 

Construction statistics data finder. — [Washington] : Dept. 
of Commerce, Bureau of the Census : for sale by Subscriber 
Services (Publications), [19787] 

20233 

[12] p. ; 22 x 28 cm. 

@ltem 131-G 

pbk. 

1. Construction industry — United States — Bibliography. 
I. Title. 

OCLC 3955534 
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80-11495 
C 3.163/6:En 2 
United States. Bureau of the Census. 

Energy statistics data finder.— Washington : Dept. of 
Commerce, Bureau of the Census : for sale by Subscriber 
Services (Publications), [19797] 

20233 

i, 32 p. ; 21 x 28 cm. 

@ltem 131-G (microfiche) 

pbk. 

1. Energy consumption — United States — Statistics — Bib- 
liography. 2. Power resources— United States — Statis- 
tics — Bibliography. I. Title. 

OCLC 4062918 


80-11496 
C 3.163/6:F 76 
United States. Bureau of the Census. 

Foreign trade statistics data finder. — Washington : Dept. 
of Commerce, Bureau of the Census : for sale by Subscriber 
Services (Publications), Bureau of the Census, 1979? 

20233 

[9] p. ; 21 x 28 cm. 

@ltem 131-G (microfiche) 

1. United States — Commerce — Statistics — Bibliography. 
I. Title. 

OCLC 4096778 


80-11497 
C 3.163/6:G 74 
United States. Bureau of the Census. 

Government statistics data finder. — Washington : Dept. of 
Commerce, Bureau of the Census : for sale by Subscriber 
Services (Publications), [19797] 

20233 

7 p. ; 21 x 28 cm. 

@ltem 131-G (microfiche) 

pbk. 

1. Local government — United States — Statistics — Bib- 
liography. 2. State governments— United States — Statis- 
tics — Bibliography. 3. United States — Administrative and 
political divisions — Statistics — Bibliography. I. Title. 
OCLC 3988103 

80-11498 
C 3.163/6:In 2 
United States. Bureau of the Census. 

Industrial statistics data finder.— Washington : Dept. of 
Commerce, Bureau of the Census : for sale by Subscriber 
Service (Publications), [19797] 

20233 

22 p. ; 21 x 28 cm. 

@ltem 131-G (microfiche) 

pbk. 

1. Industrial statistics — Bibliography. 
OCLC 3955594 


80-11499 


I. Title. 


C 3.164:210/978 
United States. Bureau of the Census. 

U.S. imports. Consumption and general, SIC-based prod- 
ucts by world areas. Washington, Dept. of Commerce, 
Bureau of the Census, Foreign Trade Division; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (FT-210) 

$8.00 


1972- 


Cover title: U.S. imports SIC-based products 
1978. 


Annual. 
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@ltem 144-A-5 

S/N 003-024-02260-5 

ISSN 0095-5485 

Main series: United States. Bureau of the Census. FT 

Continues: U.S. imports for consumption &general imports; 
SIC-based product classification by area. 

Continues: U.S. imports for consumption & general imports; 
SIC-based product classification by area 

1. United States — Commerce — Periodicals. 
cial products — Classification — Periodicals. 
Bureau of the Census. II. Title. 
Bureau of the Census. FT-210. 
HF105.C1372 


2. Commer- 
I. United States 
III. Series: United States. 


75-640421 
382/.5/0973 
OCLC 1037363 


80-11500 
C 3.186:P-20/349 
United States. Bureau of the Census. 

Population characteristics. Washington, Dept. of Com- 
merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

ill. 28 cm. (Current population reports 
349) 

$3.75 

Caption title: Marital status and living arrangements: March 
1979 

@ltem 142-C 

S/N 003-001-90746-1 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Marital 
status— United States— Statistics. I. Title. II. Series: 
United States. Bureau of the Census. Current population re- 
ports : Series P-20 ; no. 349. 

HA195.A53 


: Series P-20 ; no. 


52-002169 //r58 
312.9 


OCLC 1768314 


80-11501 
C 3.186:P-23/100 
United States. Bureau of the Census. 

Special studies. Washington, Dept. of Commerce, Bureau of 
the Census; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

ill. 28 cm. (Current population reports 
100) 

$5.50 

Distinctive title: Statistical portrait of women in the United 
States: 1978 

@ltem 142-C 

S/N 003-001-91513-8 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 
United States — Statistics. 3. Women— United States — 
Social conditions. I. Title. II. Series: United States. Bureau 
of the Census. Current population reports : Series P-23 ; no. 
100. 


: Series P-23 ; no. 


2. Women — 


sc-78001410 
OCLC 1774175 





80-11502 
C 3.186:P-25/873 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 873) 

$4.00 

Caption title: Estimates of the population of counties and 
metropolitan areas: July 1, 1977 and 1978 

@ltem 142-C 

S/N 003-001-91369-1 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics — Periodicals. 
2. Population forecasting — United States — Statistics — Per- 
iodicals. I. Title. II. Series: United States. Bureau of the 
Census. Current population reports : Series P-25 ; no. 873. 
HA195.A533 

75-648347 
312/.0973 
OCLC 2244269 


80-11503 
C 3.186:P-25/876 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 876) 

$1.25 

Caption title: Annual estimates of the population of states: 
July 1, 1970 to 1979 

@ltem 142-C 

S/N 003-001-91372-1 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics — Periodicals. 
2. Population forecasting — United States — Statistics — Per- 
iodicals. I. Title. II. Series: United States. Bureau of the 
Census. Current population reports : Series P-25 ; no. 876. 
HA195.A533 

75-648347 
312/.0973 
OCLC 2244269 


80-11504 
C 3,186:P-25/878 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-25 ; no. 878) 

$0.75 

@ltem 142-C 

S/N 003-001-91374-7 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics — Periodicals. 
2. Population forecasting — United States — Statistics — Per- 
iodicals. I. Title. II. Series: United States. Bureau of the 
Census. Current population reports : Series P-25 ; no. 878. 
HA195.A533 

75-648347 
312/.0973 
OCLC 2244269 
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80-11505 
C 3.186:P-60/121 
United States. Bureau of the Census. 

Consumer income. Washington, Dept. of Commerce, 
Bureau of the Census, Population Division; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Current population reports : Series P-60 ; no. 121) 

$4.25 

S/N 003-001-90704-6 

Main series: United States. Bureau of the Census. Current 
population reports 

1. Income — United States. 2. Consumers — United States. 
I. Title. II. Series: United States. Bureau of the Census. 
Current population reports : Series P-60 ; no. 121. 
HC110.15A53 

52-002108 
339.41 
[339.2] 
OCLC 1779114 


80-11506 
C 3.191/2:978/10 
Finances of public school systems. Washington, Dept. of Com- 
merce, Bureau of the Census; for sale by the Subscriber Serv- 
ices Section (Publications), Bureau of the Census. 
20233 
26 cm. (Government finances ; GF 78 no. 10) 
1977/78. 
@ltem 146-E 
Main series: United States. Bureau of the Census. Govern- 
ment finances 
1. Education — United States — Finance — Statistics — Per- 
iodicals. I. United States. Bureau of the Census. II. Title. 
III. Series. 
OCLC 6166834 


80-11507 
C 3.204:78-4 
United States. Bureau of the Census. 

County business patterns. [Washington] Dept. of Com- 
merce, Bureau of the Census for saleby the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

28 cm. 

$3.50 

1949- 

Issued in cooperation with the Bureau of Old-Age and 
Survivors Insurance, 1949-59; with the Social Security Ad- 
ministration, 1962- 

“CBP-78-4.” 

1978. 

“Employment and payrolls, number and employment, size 
of establishments by detailed industry.” 

CONTENTS: Arizona. 

@ltem 133-A-4 

S/N 003-024-02266-4 

Continues: Business establishments, employment and taxable 
payrolls, by industry groups, under old-age and survivors 
insurance program 

1. United States — Industries. 2. Arizona — Industries. I. 
Title. 

HC101.A184 
49-045747 //r2 
OCLC 2475762 


Page 41 





Census Bureau — Commerce Dept. 


80-11508 
C 3.204:78-7 
United States. Bureau of the Census. 

County business patterns. [Washington] Dept. of Com- 
merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

ill. 28 cm. 

$4.00 

1949. 

Issued in cooperation with the Bureau of Old-Age and 
Survivors Insurance, 1949-59; with the Social Security Ad- 
ministration, 1962- 

“CBP-78-7.” 

1978. 

Chiefly tables. 

“Employment and payrolls, number and employment, size 
of establishments by detailed industry.” 

CONTENTS: Colorado. 

@ltem 133-A-7 

S/N 003-024-02269-9 

Continues: Business establishments, employment and taxable 
payrolls, by industry groups, under old-age and survivors 
insurance program 

1. United States — Industries. 2. Colorado — Industries. 
I. United States. Social Security Administration. II. Title. 
OCLC 2475762 


80-11509 
C 3.204:78-14 
United States. Bureau of the Census. 

County business patterns. [Washington] Dept. of Com- 
merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

28 cm. 

$3.50 

1949- 

Issued in cooperation with the Bureau of Old-Age and 
Survivors Insurance, 1949-59; with the Social Security Ad- 
ministration, 1962- 

“CBP-78-14.” 

1978. 

“Employment and payrolls, number and emloyment, size of 
establishments by detailed industry.” 

CONTENTS: Idaho. 

@ltem 133-A-49 

S/N 003-024-02276-1 

Continues: United States. Bureau of the-Census. Business 
establishments, employment and taxable payrolls, by industry 
groups, under old-age and survivors insurance program 

1. United States — Industries. 2. Idaho — Industries. I. 
Title. 

49-045747 //r2 
OCLC 2475762 


80-11510 
C 3.204:78-33 
United States. Bureau of the Census. 

County business patterns. [Washington] Dept. of Com- 
merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

ill. 28 cm. 

$3.50 

1949- 

Issued in cooperation with the Bureau of Old-Age and 
Survivors Insurance, 1949-59; with the Social Security Ad- 
ministration, 1962- 
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“CBP-78-33.” 

1978. 

Chiefly tables. 

“Employment and payrolls, number and employment, size 
of establishments by detailed industry.” 

CONTENTS: New Mexico. 

@ltem 133-A-33 

S/N 003-024-02295-8 

Continues: Business establishments, employment and taxable 
payrolls, by industry groups, under old-age and survivors 
insurance program 

1. United States — Industries. 2. New Mexico — Indus- 
tries. I. United States. Social Security Administration. II. 
Title. 
OCLC 2475762 


80-11511 
C 3.204:78-52 
United States. Bureau of the Census. 

County business patterns. [Washington] Dept. of Com- 
merce, Bureau of the Census for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

28 cm. 

$3.25 

1949. 

Issued ind cooperation with the Bureau of Old-Age and 
Survivors Insurance, 1949-59; with the Social Security Ad- 
ministration, 1962- 

“CBP-78-52.” 

“Employment and payrolls, number and employment, size 
of establishments by detailed industry.” 

CONTENTS: Wyoming. 

@ltem 133-A-52 

S/N 003-024-02314-8 

Continues: Business establishments, employment and taxable 
payrolls, by industry groups, under old-age and survivors 
insurance program 

1. United States — Industries. 2. Wyoming — Industries. 
I. Title. 

HC101.A184 
49-045747 //r2 
OCLC 2475762 


80-11512 
C 3.223:P 96/4/980 
United States. Bureau of the Census. 

1980 census of population and housing : tentative publica- 
tion and computer tape program. — Washington : Dept. of 
Commerce, Bureau of the Census, 1979. 

20233 

folder (5 p.) ; 28 cm. 

Aug. 1979. 

@ltem 154 

pbk. 

1. United States — Census, 20th, 1980. 
OCLC 6095633 


80-11513 


I. Title. 


C 3,245/3:CC 77-I-7 
United States. Bureau of the Census. 

[Census of construction industries (1977)] 

1977 census of construction industries : industry series, 
bridge, tunnel, and elevated highway construction contrac- 
tors, SIC code 1622.— Washington : Dept. of Commerce, 
Bureau of the Census : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980. 

20402 

29 p. in various pagings : graphs ; 28 cm.— (CC 77-1 ; 7) 





Issued Mar. 1980. 

@ltem 133-D-2 

S/N 003-024-02012-2 

pbk. : $2.00 

1. Construction industry — United States — Statistics. I. 
Title. II. Title: Industry series, bridge, tunnel, and elevated 
highway construction contractors, SIC code 1622. III. Title: 
Bridge, tunnel, and elevated highway construction contrac- 
tors, SIC code 1622. 
OCLC 6213035 


80-11514 


C 3.252:8/3 


United States. Bureau of the Census. 


Factfinder for the nation : geographic tools. — Washington 
: Dept. of Commerce, Bureau of the Census : for sale by 
Subscriber Services (Publications), Bureau of the Census, 
1980. 

20233 

[4] p. : ill. ; 28 cm. — (CFF; no. 8 (rev.)) 

Issued Feb. 1980 

@ltem 131-F 

pbk. 

1. United States. Bureau of the Census. 2. Census dis- 
tricts — United States. I. Title. 
OCLC 6095893 


80-11515 


C 3.255/5:RC 77-C-4 


United States. Bureau of the Census. 


[Census of retail trade (1977)]} 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, Arkansas. — Washington : Dept. 
of Commerce, Bureau of the Census : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1980. 

20402 

64 p. in various pagings : maps ; 28 cm.— (RC 77-C ; 4) 

Issued Feb. 1980. 

@ltem 132-A-5 

S/N 003-024-01960-4 

pbk. : $3.50 

1. Retail trade — Arkansas — Statistics. I. Title. II. Title: 
Major retail centers in standard metropolitan statistical areas, 
Arkansas. 

OCLC 6166742 


80-11516 


C 3.255/5:RC 77-C-6 
United States. Bureau of the Census. 

[Census of retail trade (1977)] 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, Colorado. — Washington : Dept. 
of Commerce, Bureau of the Census : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1980. 

20402 

82 p. in various pagings : maps ; 28 cm. — (RC 77-C ; 6) 

Issued Feb. 1980. 

@ltem 132-A-7 

S/N 003-024-01962-1 

pbk. : $3.75 

1. Retail trade — Colorado — Statistics. I. Title. II. Title: 
Major retail centers in standard metropolitan statistical areas, 
Colorado. 

OCLC 6135034 
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80-11517 


C 3.255/5:RC 77-C-7 . 


United States. Bureau of the Census. 


[Census of retail trade (1977)] 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, Connecticut.— Washington : 
Dept. of Commerce, Bureau of the Census : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

124 p. in various pagings : maps ; 28 cm. — (RC 77-C ; 7) 

Issued Feb. 1980. 

@ltem 132-A-8 

S/N 003-024-01963-9 

pbk. : $4.25 

1. Retail trade — Connecticut — Statistics. I. Title. II. 
Title: Major retail centers in standard metropolitan statistical 
areas, Connecticut. 

OCLC 6103750 


80-11518 


C 3.255/5:RC 77-C-9 


United States. Bureau of the Census. 


[Census of retail trade (1977)] 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, District of Columbia. — Wash- 
ington : Dept. of Commerce, Bureau of the Census : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

53 p. in various pagings : maps ; 28 cm.— (RC 77-C ; 9) 

Issued Feb. 1980. 

@ltem 132-A-10 

S/N 003-024-01965-5 

pbk. : $3.50 

1. Retail trade— District of Columbia — Statistics. I. 
Title. II. Title: Major retail centers in standard metropolitan 
Statistical areas, District of Columbia. 

OCLC 6191265 


80-11519 


C 3.255/5:RC 77-C-12 


United States. Bureau of the Census. 


[Census cf retail trade (1977)] 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, Hawaii.— Washington : Dept. 
of Commerce, Bureau of the Census : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1980. 

20402 

36 p. in various pagings : maps ; 28 cm. — (RC 77-C ; 12) 

Issued Feb. 1980. 

@ltem 132-A-14 

S/N 003-024-01968-0 

pbk : $2.25 

1. Retail trade — Hawaii — Statistics. I. Title. II. Title: 
Major retail centers in standard metropolitan statistical areas, 
Hawaii. 

OCLC 6172823 


80-11520 


C 3.255/5:RC 77-C-14 


United States. Bureau of the Census. 


[Census of retail trade (1977)]} 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, Illinois. —- Washington : Dept. 
of Commerce, Bureau of the Census : for sale by the Supt. of 
Does., U.S. Govt. Print. Off., 1980. 

20402 

126 p. in various pagings : maps ; 28 cm. — (RC 77-C ; 14) 

Issued Feb. 1980. 

@ltem 132-A-16 

S/N 003-024-01970-1 

pbk. : $4.25 
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1. Retail trade — Illinois — Statistics. I. Title. II. Title: 
Major retail centers in standard metropolitan statistical areas, 
Illinois. 

OCLC 6192448 


80-11521 
C 3.255/5:RC 77-C-19 
United States. Bureau of the Census. 

[Census of retail trade (1977)] 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, Louisiana. — Washington 
Dept. of Commerce, Bureau of the Census : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

90 p. in various pagings : maps ; 28 cm. — (RC 77-C ; 19) 

Issued Feb. 1980. 

@ltem 132-A-21 

S/N 003-024-01975-2 

pbk. : $3.75 

1. Retail trade — Louisiana — Statistics. I. Title. II. Title: 
Major retail centers in standard metropolitan statistical areas, 
Louisiana. 

OCLC 5509277 


80-11522 
C 3.255/5:RC 77-C-25 
United States. Bureau of the Census. 

[Census of retail trade (1977)] 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, Mississippi. — Washington 
Dept. of Commerce, Bureau of the Census : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

52 p. in various pagings : maps ; 28 cm. — (RC 77-C ; 25) 

Issued Feb. 1980. 

@ltem 132-A-27 

S/N 003-024-01981-7 

pbk. : $3.50 

1. Retail trade — Mississippi — Statistics. I. Title. II. 
Title: Major retail centers in standard metropolitan statistical 
areas, Mississippi. 

OCLC 6209468 


80-11523 
C 3,255/5:RC 77-C-31 
United States. Bureau of the Census. 

[Census of retail trade (1977)]} 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, New Jersey. — Washington : 
Dept. of Commerce, Bureau of the Census : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

128 p. in various pagings : 29 maps ; 28 cm. — (RC 77-C; 
31) 

Issued Mar. 1980. 

@ltem 132-A-33 

S/N 003-024-01987-6 

pbk. : $4.25 

1. Retail trade— New Jersey — Statistics. I. Title. II. 
Title: Major retail centers in standard metropolitan statistical 
areas, New Jersey. 

OCLC 6190000 
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80-11524 


C 3.255/5:RC 77-C-34 


United States. Bureau of the Census. 


[Census of retail trade (1977)] 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, North Carolina. — Washington : 
Dept. of Commerce, Bureau of the Census : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

120 p. in various pagings : maps ; 28 cm. — (RC 77-C ; 34) 

Issued Feb. 1980. 

@ltem 132-A-36 

S/N 003-024-01990-6 

pbk. : $4.25 

1. Retail trade — North Carolina — Statistics. I. Title. II. 
Title: Major retail centers in standard metropolitan statistical 
areas, North Dakota. 

OCLC 6151268 


80-11525 


C 3.255/5:RC 77-C-37 


United States. Bureau of the Census. 


[Census of retail trade (1977)] 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, Oklahoma. — Washington 
Dept. of Commerce, Bureau of the Census : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

56 p. in various pagings : maps ; 28 cm. — (RC 77-C ; 37) 

Issued Feb. 1980. 

@ltem 132-A-39 

S/N 003-024-01993-1 

pbk : $3.50 

1. Retail trade — Oklahoma — Statistics. I. Title. II. 
Title: Major retail centers in standard metropolitan statistical 
areas, Okahoma. 

OCLC 6165306 


80-11526 


C 3,.255/5:RC 77-C-38 


United States. Bureau of the Census. 


[Census of retail trade (1977)] 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, Oregon. — Washington : Dept. 
of Commerce, Bureau of the Census : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1980. 

20402 

62 p. in various pagings : maps ; 28 cm. — (RC 77-A ; 38) 

Issued Feb. 1980. 

@ltem 132-A-40 

S/N 003-024-01994-9 

pbk. : $3.50 

1. Retail trade — Oregon — Statistics. I. Title. II. Title: 
Major retail centers in standard metropolitan statistical areas, 
Oregon. 

OCLC 6137122 


80-11527 


C 3.255/5:RC 77-C-41 


United States. Bureau of the Census. 


[Census of retail trade (1977)] 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, South Carolina. — Washington : 
Dept. of Commerce, Bureau of the Census : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

58 p. in various pagings : maps ; 28 cm. — (RC 77-C ; 41) 

Issued Feb. 1979. 

@ltem 132-A-43 

S/N 003-024-01997-3 

pbk : $3.50 





1. Retail trade — South Carolina — Statistics. I. Title. II. 


Title: Major retail centers in standard metropolitan statistical 
areas. 
OCLC 6137330 


80-11528 
C 3.255/5:RC 77-C-46 
United States. Bureau of the Census. 

[Census of retail trade (1977)] 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, Virginia. — Washington : Dept. 
of Commerce, Bureau of the Census : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1980. 

20402 

91 p. in various pagings : maps ; 28 cm.— (RC 77-C ; 46) 

Issued Feb. 1980. 

@ltem 132-A-50 

S/N 003-024-02002-5 

pbk. : $3.75 

1. Retail trade — Virginia — Statistics. I. Title. II. Title: 
Major retail centers in standard metropolitan statistical areas, 
Virginia. 

OCLC 6191296 


80-11529 
C 3.255/5:RC 77-C-48 
United States. Bureau of the Census. 

[Census of retail trade (1977)]} 

1977 census of retail trade : major retail centers in standard 
metropolitan statistical areas, West Virginia. — Washington : 
Dept. of Commerce, Bureau of the Census : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

65 p. in various pagings : maps ; 28 cm. — (RC 77-C ; 48) 

Issued Jan. 1980. 

@ltem 132-A-52 

S/N 003-024-02004-1 

pbk. : $3.75 

1. Retail trade — Nebraska — Statistics. I. Title. II. Title: 
Major retail centers in standard metropolitan statistical areas, 
West Virginia. 

OCLC 6151493 


80-11530 
C 3,256/2:WC 77-A-20/rev. 
United States. Bureau of the Census. 

1977 census of wholesale trade : geographic area series, 
Maine. — Washington : Dept. of Commerce, Bureau of the 
Census, for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
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ogy) (NBS special publication ; 500-56) dispersive electron probe X-ray analysis / R. L. Myklebust, 
Issued Feb. 1980. C. E. Fiori, and K. F. J. Heinrich, National Measurement 
Bibliography: p. 22. Laboratory, National Bureau of Standards. — Washington : 
CODEN: XNBSAV. Dept. of Commerce, National Bureau of Standards : for sale 
@ltem 247 by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 
S/N 003-003-02159-8 20402 
pbk. : $1.75 v, 105 p. : ill. ; 26 cm.— (NBS technical note ; 1106) 
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80-11565 
C 13.46:1106 





Issued Sept. 1979. 

Includes bibliographical references. 

CODEN: NBTNAE. 

@ltem 249-A 

S/N 003-003-02113-0 

pbk. : $4.00 

1. Electron probe microanalysis — Computer programs. I. 
Fiori, C. E., joint author. II. Heinrich, Kurt F. J., joint 
author. III. National Measurement Laboratory (U.S.) IV. 
Title. V. Title: Compact procedure for quantitative energy- 
dispersive electron probe X-ray analysis. VI. Series: United 
States. National Bureau of Standards. Technical note ; 1106. 
OCLC 6021755 


80-11566 


C 13.46:1106/errata 
Myklebust, R. L. 

Frame C : a compact procedure for quantitative energy- 
dispersive electron probe X-ray analysis [errata] / R. L. Myk- 
lebust, C. E. Fiori, and K. F. J. Heinrich, National Measure- 
ment Laboratory, National Bureau of Standards. — [Washing- 
ton : Dept. of Commerce, National Bureau of Standards], 
1979. 

20234 

[20] p. ; 28 cm. — (NBS technical note ; 1106) 

Sept. 1979. 

Errata replaces pages 87-105 in the text. 

@ltem 249-A 

pbk. 

1. Electron probe microanalysis — Computer programs. I. 
Fiori, C. E., joint author. II. Heinrich, Kurt F. J., joint 
author. III. National Measurement Laboratory (U.S.) IV. 


Title. V. Title: Compact procedure for quantitative energy- 
dispersive electron probe X-ray analysis. VI. Series: United 
States. National Bureau of Standards. Technical note ; 1106. 
OCLC 6021755 


80-11567 


C 13.52:6-3 
United States. National Bureau of Standards. 

Counties and county equivalents of the States of the United 
States and the District of Columbia. — [Washington] : Dept. 
of Commerce, National Bureau of Standards ; Springfield, Va. 
: for sale by the National Technical Information Service, 1979 
i.e. 1980. 

22161 

39 p. ; 28 cm. — (Federal information processing standards 
publication, FIPS pub ; 6-3) 

Supersedes FIPS PUB 6-2, Sept. 15, 1973. 

“Federal general data standard, representations and codes.” 

“Approved as American National Standard X3.31-1973.” 

Dec. 15, 1979. 

CODEN:FIPPAT. 

@ltem 248-D 

pbk. 

1. Information storage and retrieval systems — Names, Geo- 
graphical — Code numbers. 2. County government — United 
States — Code numbers. I. Title. II. Series: United States. 
National Bureau of Standards. Federal information processing 
standards publication, FIPS pub ; 6-3. 

OCLC 6108647 


Government Publications — June 1980 


80-11568 


C 13.52:61 


United States. National Bureau of Standards. 


Channel level power control interface. — [Washington] : 
Dept. of Commerce, National Bureau of Standards ; Spring- 
field, Va. : for sale by the National Technical Information 
Service, 1979 i.e. 1980. 

22161 

17 p. : ill. ; 28 cm.— (Federal information processing 
standards publication, FIPS pub ; 61) 

Category: Hardware standard. 

Subcategory: Interface. 

Feb. 16, 1979. 

CODEN: FIPPAT. 

@ltem 248-D 

pbk. 

1. Computer interfaces. I. Title. II. Series: United States. 
National Bureau of Standards. Federal information processing 
standards publication, FIPS pub ; 61. 

OCLC 6158138 


80-11569 


C 13.52:62 


United States. National Bureau of Standards. 


Operational specifications for magnetic tape subsystems. — 
[Washington] : Dept. of Commerce, National Bureau of 
Standards ; Springfield, Va. : for sale by the National Techni- 
cal Information Service, 1979 i.e. 1980. 

22161 

39 p. : ill. ; 28 cm.— (Federal information processing 
standards publication, FIPS pub ; 62) 

Category: Interface standard. 

Feb. 16, 1979. 

CODEN: FIPPAT. 

@ltem 248-D 

pbk. 

1. Computer input-output equipment. 2. Computer storage 
devices. 3. Magnetic tapes. I. Title. II. Series: United 
States. National Bureau of Standards. Federal information 
processing standards publication, FIPS pub ; 62. 

OCLC 6109421 


80-11570 


C 13.52:64 


United States. National Bureau of Standards. 


Guidelines for documentation of computer programs and 
automated data systems for the initiation phase. — [Washing- 
ton] : Dept. of Commerce, National Bureau of Standards ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1979. 

22161 

49 p. : ill. ; 28 cm.— (Federal information processing 
standards publication, FIPS pub ; 64) 

Category: Software. 

Subcategory: Documentation. 

Aug. 1, 1979. 

CODEN: FIPPAT. 

@ltem 248-D 

pbk. 

1. Electronic data processing documentation. 2. Computer 
programs. I. Title. II. Series: United States. National 
Bureau of Standards. Federal information processing stand- 
ards publication, FIPS pub ; 64. 

OCLC 6108139 
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80-11571 
C 13.52:65 
United States. National Bureau of Standards. 

Guideline for automatic data processing risk analysis. — 
[Washington] : Dept. of Commerce, National Bureau of 
Standards ; Springfield, Va. : for sale by the National Techni- 
cal Information Service, 1979. 

22161 

27 p. ; 28 cm. — (Federal information processing standards 
publication, FIPS pub ; 65) 

Category: ADP operations. 

Subcategory: Computer security. 

Aug. 1, 1979. 

Bibliography: p. 27. 

CODEN: FIPPAT. 

@ltem 248-D 

pbk. 

1. Computers— Access control. I. Title. II. Series: 
United States. National Bureau of Standards. Federal informa- 
tion processing standards publication, FIPS pub ; 65. 

OCLC 5664923 


80-11572 
C 13.52:66 
United States. National Bureau of Standards. 

Standard industrial classification (SIC) codes. — [Washing- 
ton] : Dept. of Commerce, National Bureau of Standards ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1979. 

22161 

23 p. ; 28 cm. — (Federal information processing standards 
publication, FIPS pub ; 66) 

Cover title. 

“Federal general data standard, representations and codes.” 

Aug. 15, 1979. 

CODEN: FIPPAT. 

@ltem 248-D 

pbk. 

1. Industry — Code numbers. I. Title. II. Series: United 
States. National Bureau of Standards. Federal information 
processing standards publication, FIPS pub ; 66. 

OCLC 5462304 


80-11573 
C 13.52:67 
United States. National Bureau of Standards. 

Guideline for selection of data entry equipment. — [Wash- 
ington] : Dept. of Commerce, National Bureau of Standards ; 
Springfield : for sale by the National Technical Information 
Service, 1979 i.e. 1980. 

22161 

23 p. : ill. ; 28 cm.— (Federal information processing 
standards publication, FIPS pub ; 67) 

Category: Hardware. 

Subcategory: Data entry equipment. 

Sept. 30, 1979. 

Bibliography: p. 23. 

CODEN: FIPPAT. 

@ltem 248-D 

pbk. 

1. Computer input-output equipment. I. Title. II. Series: 
United States. National Bureau of Standards. Federal informa- 
tion processing standards publication, FIPS pub ; 67. 

OCLC 6104991 
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80-11574 


C 13.58:75-923 


Brown, Paul Wencil. 


Corrosion of metallic pipes on military bases : a survey / 
Paul Wencil Brown and James R. Clifton. — Washington : 
Dept. of Commerce, National Bureau of Standards, Institute 
for Applied Technology ; Springfield, Va. : for sale by the 
National Technical Information Service, 1975. 

22161 

iv, 16 p. : map ; 27 cm. — (NBSIR : 75-923) 

Nov. 1975. 

Prepared for Office of the Chief of Engineers, U.S. Army, 
Directorate of Civil Engineering, U.S. Air Force, Naval 
Facilities Engineering Command. 

Includes bibliographical references. 

pbk. 

1. Pipe— Corrosion. 2. Pipe lines— Corrosion. 3. Mili- 
tary bases — United States. I. Clifton, James R., joint author. 
II. United States. Institute for Applied Technology. III. 
United States. Army. Corps of Engineers. Office of the Chief 
of Engineers. IV. United States. Air Force. Directorate of 
Civil Engineering. V. United States. Naval Facilities Engi- 
neering Command. VI. Title. VII. Series: United States. 
National Bureau of Standards. NBSIR ; 75-923. 

OCLC 6099388 


80-11575 


C 13.58:79-1948 


National Engineering Laboratory (U.S.). Center for Building 


Technology. 

Optimizing weatherization investments in low-income hous- 
ing : economic guidelines and forecasts / Robert E. Chapman 
... [et al.], Center for Building Technology, National Engi- 
neering Laboratory, National Bureau of Standards. — Wash- 
ington : Dept. of Commerce, National Bureau of Standards, 
1980. 

20234 

xiii, 141 p. : ill. ; 28 cm. — (NBSIR ; 79-1948) 

Sponsored by the Community Services Administration. 

Feb. 1980. 

Bibliography: p. 52-54. 

@ltem 247-D 

pbk. 

1. Dwellings—Energy conservation. 2. Housing. 3. 
Economic forecasting. I. Chapman, Robert E. II. United 
States. Community Services Administration. III. Title. IV. 
Series: United States. National Bureau of Standards. NBSIR ; 
79-1948. 

OCLC 6155030 


PATENT AND TRADEMARK OFFICE 
Commerce Dept. 
Washington, DC 20231 


80-11576 


C 21.2:P 27/17 


United States. Patent and Trademark Office. 


Patent and trademark forms booklet. — Washington : Com- 
merce Dept., Patent and Trademark Office : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979 i.e. 1980. 

20402 

ca. 350 leaves ; 28 cm. 

Oct. 1979. 

@ltem 254 

S/N 003-004-00569-6 

pbk. : $12.00 

1. Patents— United States— Forms. 2. Trade-marks — 
United States — Forms. I. Title. 

OCLC 6133975 





MARITIME ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 
80-11577 


C 39.206/3:Sh 6/980 
Service guide ’80 : ship your cargo on U.S. flag ships. — [Wash- 
ington] : Dept. of Commerce, Martime Administration, 1980. 
20230 


folder (8 p.) ; 22 x 10 cm. 

Feb. 1979. 

@ltem 235-B 

pbk. 

1. Steamboat lines — United States. I. United States. Mari- 
time Administration. II. Title: Ship your cargo on U.S. flag 
ships. 

OCLC 6209455 


NATIONAL TECHNICAL INFORMATION 
SERVICE 
Commerce Dept. 
Springfield, VA 22161 


80-11578 
C 51.2:P 81 
Now, a special report from National Technical Information 
Service lets you zero in on population and income changes in 
the Washington, D.C., metro area. — Springfield, Va. : Dept. 
of Commerce, National Technical Information Service, 1975. 
22161 
[4] p. ; 27 cm. 
Announcement and order form. 
pbk. 
1. Market survey— Washington metropolitan area. I. 
United States. National Technical Information Service. 
OCLC 6095967 


80-11579 
C §1.2:T 22 
United States. National Technical Information Service. 

Appropriate technology information for developing coun- 
tries : selected abstracts from the NTIS data file / prepared 
by the U.S. Department of Commerce, National Technical 
Information Service in collaboration with the Volunteers in 
Technical Assistance, inc. ; editor, Paul L. Bundick. — 2d ed., 
Nov. 1979. — Springfield, Va. : Dept. of Commerce, National 
Technical Information Service : for sale by the Service, 1979. 

22161 

xxiv, 384 p. ; 28 cm. 

“International Technical Information Network, a project of 
the U.S. Agency for Inter-National Development.” 

@ltem 271 

pbk. 

1. Technology — Abstracts. 2. Underdeveloped areas — 
Technology. I. Bundick, Paul L. II. United States. 
Agency for International Development. III. Volunteers in 
Technical Assistance. IV. Title. 

OCLC 6140110 


80-11580 
C 51.11/2:980 
A directory of computer software & related technical reports. 
Springfield, Va., Dept. of Commerce, National Technical In- 
formation Service. 
5285 Port Royal Rd., 22161 
28 cm. 
1980. 
@ltem 188-A-3 


Government Publications — June 1980 


1. Computer program — Bibliography. 2. Technical re- 
ports — Bibliography. I. United States. National Technical 
Information Service. 

OCLC 6208084 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 
Commerce Dept. 
Rockville, Md. 20852 


80-11581 


C 55.2:Oc 2/2/980 


United States. National Oceanic and Atmospheric Administra- 


tion. 

Welcome aboard! : NOAA ship Oceanographer. — [Rock- 
ville, Md.] : Dept. of Commerce, National Oceanic and At- 
mospheric Administration, 1980. 

6010 Executive Blvd., 20852 

[8] p. : ill. ; 13 x 21 cm.— (NOAA/PA ; 80001) 

Feb. 1980. 

@ltem 250-E-2 

pbk. 

1. Oceanographic research ships. 2. Oceanographer (Ship) 
I. Title. 

OCLC 6215249 


80-11582 


C 55.13:NMFS CIRC 430 


Richardson, Sally L. 


Guide to identification of some sculpin (Cottidae) larvae 
from marine and brackish waters off Oregon, and adjacent 
areas in the Northeast Pacific / Sally L. Richardson and 
Betsy B. Washington. — Washington : Dept. of Commerce, 
National Oceanic and Atmospheric Administration, National 
Marine Fisheries Service : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980. 

20402 

iv, 56 p. : ill. ; 26 cm.— (NOAA technical report ; NMFS 
CIRC-430) 

Jan. 1980. 

Bibliography: p. 55-56. 

@ltem 208-C-4 

S/N 003-017-00472-4 

pbk. : $3.50 

1. Sculpin. 2. Larvae— Fishes. 3. Fishes— Oregon. I. 
Washington, Betsy B., joint author. II. United States. Na- 
tional Marine Fisheries Service. III. Title. IV. Series: 
United States. National Oceanic and Atmospheric Administra- 
tion. NOAA technical report ; NMFS CIRC-430. 

OCLC 6206054 


80-11583 


C 55.13: NWS-24 


Myers, Vance A. 


A methodology for point-to-area rainfall frequency ratios / 
Vance A. Myers and Raymond M. Zehr, Office of Hydrol- 
Ogy, in cooperation with Engineering Division, Soil Conser- 
vation Service, U.S. Department of Agriculture. — [Silver 
Spring, Md.] : Dept. of Commerce, National Oceanic and 
Atmospheric Administration, National Weather Service, 1980. 

8060 13th St., 20910 

ca. 200 p. : ill., maps ; 26 cm. — (NOAA technical report ; 
NWS 24) 

Feb. 1980. 

Bibliography: p. R1-R3. 

@ltem 208-C-6 

pbk. 
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1. Rainfall intensity duration frequencies. I. Zehr, Ray- 
mond M., joint author. II. United States. National Weather 
Service. III. United States. Office of Hydrology. IV. 
United States. Soil Conservation Service. Engineering Divi- 
sion. V. Title. VI. Series: United States. National Oceanic 
and Atmospheric Administration. NOAA technical report ; 
NWS 24. 

OCLC 6202450 


ENVIRONMENTAL DATA AND 
INFORMATION SERVICE 
Commerce Dept. 
Washington, DC 20235 
80-11584 
C 55.214/2:84/13 

Climatological data, annual summary. Alabama. Asheville, N.C., 

[Dept. of Commerce], National Oceanic and Atmospheric 

Administration, Environmental Data and Information Service, 

National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 84, 1978. 

Issued as no. 13 of: Climatalogical data, Alabama, ISSN 
0145-0050. 

1. Meteorology — Alabama — Statistics — Periodicals. 2. 
Alabama — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6158665 


80-11585 
C 55.214/3:64/13 
Climatological data, annual summary. Alaska. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bidg., 28801 

28 cm. 

Vol. 64, 1978. 

Issued as no. 13 of: Climatalogical data, Alaska, ISSN 0364- 
5762. 

i‘. Meteorology — Alaska — Statistics — Periodicals. 2. 
Alaska — Climate — Statistics — Periodicals. I. National Cli- 
matic Center. 

OCLC 6171854 


80-11586 
C 55.214/4:82/13 
Climatological data, annual summary. Arizona. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 82, 1978. 

Issued as no. 13 of: Climatalogical data, Arizona, ISSN 
0145-0387. 

1. Meteorology — Arizona — Statistics — Periodicals. 2. 
Arizona — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6171756 


80-11587 
C 55.214/5:83/13 
Climatological data, annual summary. Arkansas. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 
Federal Bldg., 28801 
28 cm. 
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Vol. 83, 1978. 

Issued as no. 13 of: Climatalogical data, Arkansas, ISSN 
0364-605x. 

1. Meteorology — Arkansas — Statistics — Periodicals. 2. 
Arkansas — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6128423 


80-11588 
C 55.214/7:82/13 
Climatological data, annual summary. Colorado. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 82, 1978. 

Issued as no. 13 of: Climatalogical data, Colorado, ISSN 
0145-0506. 

1. Meteorology — Colorado — Statistics — Periodicals. 2. 
Colorado — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6157449 


80-11589 
C 55.214/8:82/13 
Climatological data, annual summary. Florida. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 82, 1978. 

Issued as no. 13 of: Climatalogical data, Florida, ISSN 
0145-0484. 

1. Meteorology — Florida — Statistics — Periodicals. 2. 
Florida — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6157498 


80-11590 
C 55.214/9:82/13 
Climatological data, annual summary. Georgia. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 82, 1978. 

Issued as no. 13 of: Climatalogical data, Georgia, ISSN 
0145-0492. 

1. Meteorology — Georgia — Statistics — Periodicals. 2. 
Georgia — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6157531 


80-11591 
C 55.214/10:74/13 
Climatological data, annual summary. Hawaii & Pacific. Ashe- 
ville, N.C., [Dept. of Commerce], National Oceanic and At- 
mospheric Administration, Environmental Data and Informa- 
tion Service, National Climatic Center. 
Federal Bldg., 28801 
28 cm. 
Vol. 74, 1978. 
Issued as no. 13 of: Climatalogical data, Hawaii & Pacific, 
ISSN 0095-4373. 





1. Meteorology — Hawaii — Statistics — Periodicals. 2. 
Meteorology — Islands of the Pacific — Statistics — Periodi- 
cals. 3. Hawaii — Climate — Statistics -—— Periodicals. 4. Is- 
lands of the Pacific — Climate — Statistics — Periodicals. I. 
National Climatic Center. 

OCLC 6171830 


80-11592 
C §5.214/11:81/13 
Climatological data, annual summary. Idaho. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 83, 1978. 

Issued as no. 13 of: Climatalogical data, Idaho ISSN 0145- 
0514. 

L Meteorology — Idaho — Statistics — Periodicals. 2. 
Idaho — Climate — Statistics — Periodicals. I. National Cli- 
matic Center. 

OCLC 6128711 


80-11593 
C 55.214/12:83/13 
Climatological data, annual summary. Illinois. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 83, 1978. 

Issued as no. 13 of: Climatalogical data, Illinois, ISSN 0145- 
0522. 

1. Meteorology — Illinois — Statistics — Periodicals. 2. Il- 
linois — Climate — Statistics — Periodicals. I. National Cli- 
matic Center. 

OCLC 6158041 


80-11594 
C 55.214/13:83/13 
Climatological data, annual summary. Indiana. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 83, 1978. 

Issued as no. 13 of: Climatalogical data, Indiana, ISSN 
0145-0530. 

1. Meteorology — Indiana — Statistics — Periodicals. 2. 
Indiana — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6158183 


80-11595 
C 55.214/14:89/13 
Climatological data, annual summary. Iowa. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 89, 1978. 

Issued as no. 13 of: Climatalogical data, lowa, ISSN 0145- 
0468. 

1. Meteorology — Wyoming — Statistics — Periodicals. 2. 
Iowa — Climate — Statistics — Periodicals. I. National Clli- 
matic Center. 

OCLC 6128384 


Government Publications — June 1980 


80-11596 
C 55.214/15:92/13 
Climatological data, annual summary. Kansas. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 92, 1978. 

Issued as no. 13 of: Climatalogical data, Kansas, ISSN 0145- 
0417. 

1. Meteorology — Kansas — Statistics — Periodicals. 2. 
Kansas — Climate — Statistics — Periodicals. I. National Cli- 
matic Center. 

OCLC 6128285 


80-11597 
C 55.214/17:83/13 
Climatological data, annual summary. Louisiana. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 83, 1978. 

Issued as no. 13 of: Climatalogical data, Louisiana, ISSN 
0145-0409. 

1. Meteorology — Louisiana — Statistics — Periodicals. 2. 
Louisiana — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6128693 


80-11598 
C 55.214/18:82/13 
Climatological data, annual summary. Maryland & Delaware. 
Asheville, N.C., [Dept. of Commerce], National Oceanic and 
Atmospheric Administration, Environmental Data and Infor- 
mation Service, National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 82, 1978. 

Issued as no. 13 of: Climatalogical data, Maryland & Dela- 
ware, ISSN 0145-0549. 

1. Meteorology — Maryland — Statistics — Periodicals. 2. 
Meteorology — Delaware — Statistics — Periodicals. 3. 
Maryland — Climate — Statistics — Periodicals. 4. 
ware — Climate — Statistics — Periodicals. I. 
matic Center. 

OCLC 6157587 


Dela- 
National Cli- 


80-11599 
C 55.214/19:93/13 
Climatological data, annual summary. Michigan. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 
Federal Bldg., 28801 
28 cm. 
Vol. 93, 1978. 
Issued as no. 13 of: Climatalogical data, Michigan, ISSN 
0145-045X 
1. Meteorology — Michigan — Statistics — Periodicals. 2. 
Michigan — Climate — Statistics — Periodicals. I. National 
Climatic Center. 
OCLC 6128254 
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80-11600 
C 55.214/20:84/13 
Climatological data, annual summary. Minnesota. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 84, 1978. 

Issued as no. 13 of: Climatalogical data, Minnesota, ISSN 
0145-0476. 

1. Meteorology — Minnesota — Statistics — Periodicals. 2. 
Minnesota — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6158751 


80-11601 
C 55.214/21:83/13 
Climatological data, annual summary. Mississippi. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 83, 1978. 

Issued as no. 13 of: Climatalogical data, Mississippi, ISSN 
0145-0425. 

1. Meteorology — Mississippi — Statistics — Periodicals. 2. 
Mississippi — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6128530 


80-11602 
C 55.214/22:82/13 
Climatological data, annual summary. Missouri. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 82, 1978. 

Issued as no. 13 of: Climatalogical data, Missouri, ISSN 
0364-6068. 

1. Meteorology — Missouri — Statistics — Periodicals. 2. 
Missouri — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6157752 


80-11603 
C 55.214/23:81/13 
Climatological data, annual summary. Montana. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 81, 1978. 

Issued as no. 13 of: Climatalogical data, Montana, ISSN 
0145-0395. 

1. Meteorology — Montana — Statistics — Periodicals. 2. 
Montana — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6166974 
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80-11604 
C 55.214/24:83/13 
Climatological data, annual summary. Nebraska. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 83, 1978. 

Issued as no. 13 of: Climatalogical data, Nebraska, ISSN 
0145-0441. 

1. Meteorology — Nebraska — Statistics — Periodicals. 2. 
Nebraska — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6128504 


80-11605 
C 55.214/25:93/13 
Climatological data, annual summary. Nevada. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 93, 1978. 

Issued as no. 13 of: Climatalogical data, Nevada, ISSN 
0364-5312. 

1. Meteorology — Nevada — Statistics — Periodicals. 2. 
Nevada — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6128317 


80-11606 
C 55.214/26:90/13 
Climatological data, annual summary. New England. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 
Federal Bldg., 28801 
28 cm. 
Vol. 90, 1978. 
Issued as no. 13 of: Climatalogical data, New England, 
ISSN 0364-5339. 
1. Meteorology — New England — Statistics — Periodicals. 
2. New England — Climate — Statistics — Periodicals. I. Na- 
tional Climatic Center. 
OCLC 6128067 


80-11607 
C 55.214/27:83/13 
Climatological data, annual summary. New Jersey. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 
Federal Bldg., 28801 
28 cm. 
Vol. 83, 1978. 
Issued as no. 13 of: Climatalogical data, New Jersey, ISSN 
0364-5614. 
1. Metecrology— New Jersey — Statistics — Periodicals. 
2. New Jersey — Climate — Statistics — Periodicals. I. Na- 
tional Climatic Center. 
OCLC 6128440 





80-11608 
C 55.214/28:82/13 
Climatological data, annual summary. New Mexico. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 
Federal Bldg., 28801 
28 cm. 
Vol. 82, 1978. 
Issued as no. 13 of: Climatalogical data, New Mexico, ISSN 
0364-5622. 
1. Meteorology —New Mexico — Statistics — Periodicals. 
2. New Mexico — Climate — Statistics — Periodicals. I. Na- 
tional Climatic Center. 
OCLC 6157929 


80-11609 
C 55.214/29:90/13 
Climatological data, annual summary. New York. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 90, 1978. 

Issued as no. 13 of: Climatalogical data, New York, ISSN 
0364-5606. 

1. Meteorology — New York (State) — Statistics — Periodi- 
cals. 2. New York (State) — Climate — Statistics — Periodi- 
cals. I. National Climatic Center. 

OCLC 6128795 


80-11610 
C 55.214/30:83/13 
Climatological data, annual summary. North Carolina. Ashe- 
ville, N.C., [Dept. of Commerce], National Oceanic and At- 
mospheric Administration, Environmental Data and Informa- 
tion Service, National Climatic Center. 
Federal Bldg., 28801 
28 cm. 
Vo. 83, 1978. 
Issued as no. 13 of: Climatalogical data, North Carolina, 
ISSN 0145-0794. 
1. Meteorology — North Carolina — Statistics — Periodi- 
cals. 2. North Carolina — Climate — Statistics — Periodicals. 
I. National Climatic Center. 
OCLC 6128747 


80-11611 
C 55.214/31:87/13 
Climatological data, annual summary. North Dakota. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 
Federal Bldg., 28801 
28 cm. 
Vol. 87, 1978. 
Issued as no. 13 of: Climatalogical data, North Dakota, 
ISSN 0364-5029. 
1. Meteorology — North Dakota — Statistics — Periodicals. 
2. North Dakota — Climate — Statistics — Periodicals. I. 
National Climatic Center. 
OCLC 6158902 


Government Publications — June 1980 


80-11612 
C 55.214/32:83/13 
Climatological data, annual summary. Ohio. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 83, 1978. 

Issued as no. 13 of: Climatalogical data, Ohio, ISSN 0364- 
5584. 

1. Meteorology — Ohio — Statistics — Periodicals. 2. 
Ohio — Climate — Statistics — Periodicals. I. National Cli- 
matic Center. 

OCLC 6128584 


80-11613 
C §5.214/33:87/13 
Climatological data, annual summary. Oklahoma. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 
Federal Bldg., 28801 
28 cm. 
Vol. 87, 1978. 
Issued as no. 13 of: Climatalogical data, Oklahoma, ISSN 
0364-4960 
1. Meteorology — Oklahoma — Statistics — Periodicals. 2. 
Oklahoma — Climate — Statistics — Periodicals. I. National 
Climatic Center. 
OCLC 6128349 


80-11614 
C 55.214/34:84/13 
Climatological data, annual summary. Oregon. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 84, 1978. 

Issued as no. 13 of: Climatalogical data, Oregon, ISSN 
0364-5851. 

. Meteorology — Oregon — Statistics — Periodicals. 2. 
Oregon — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6158816 


80-11615 
C 55.214/36:83/13 
Climatological data, annual summary. Pennsylvania. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 
Federal Bldg., 28801 
28 cm. 
Vol. 83, 1978. 
Issued as no. 13 of: Climatalogical data, Pennyslvania, 
ISSN 0364-5843. 
1. Meteorology — Pennsylvania — Statistics — Periodicals. 
2. Pennsylvania — Climate — Statistics — Periodicals. I. Na- 
tional Climatic Center. 
OCLC 6158242 





Environmental Data and Information Service — Commerce Dept. 


80-11616 
C 55.214/38:82/13 
Climatological data, annual summary. South Carolina. Asheviile, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 
Federal Bldg., 28801 
28 cm. 
Vol. 82, 1978. 
Issued as no. 13 of: Climatalogical data, South Carolina, 
ISSN 0364-5037. 
1. Meteorology — South Carolina — Statistics — Periodi- 
cals. 2. South Carolina — Climate — Statistics — Periodicals. 
I. National Climatic Center. 
OCLC 6171717 


80-11617 
C 55.214/39:83/13 
Climatological data, annual summary. South Dakota. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 
Federal Bldg., 28801 
28 cm. 
Vol. 83, 1978. 
Issued as no. 13 of: Climatalogical data, South Dakota, 
ISSN 0364-5045. 
1. Meteorology — South Dakota — Statistics — Periodicals. 
2. South Dakota — Climate — Statistics — Periodicals. I. Na- 
tional Climatic Center. 
OCLC 6158312 


80-11618 
C 55.214/40:83/13 
Climatological data, annual summary. Tennessee. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 83, 1978. 

Issued as no. 13 of: Climatalogical data, Tennessee, ISSN 
0364-5010. 

1. Meteorology — Tennessee — Statistics — Periodicals. 2. 
Tennessee — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6158376 


80-11619 
C 55.214/41:83/13 
Climatological data, annual summary. Texas. Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 83, 1978. 

Issued as no. 13 of: Climatalogical data, Texas, ISSN 0364- 
6041. 

1; Meteorology — Texas — Statistics — Periodicals. 2. 
Texas — Climate — Statistics — Periodicals. I. National Cli- 
matic Center. 

OCLC 6158516 
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80-11620 
C 55.214/42:80/13 
Climatological data, annual summary. Utah Asheville, N.C., 
[Dept. of Commerce], National Oceanic and Atmospheric 
Administration, Environmental Data and Information Service, 
National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 80, 1978. 

Issued as no. 13 of: Climatalogical data, Utah, ISSN 0364- 
5592. 

1. Meteorology — Utah — Statistics — Periodicals. 2. 
Utah — Climate — Statistics — Periodicals. I. National Cli- 
matic Center. 

OCLC 6128208 


80-11621 
C 55.214/44:82/13 
Climatological data, annual summary. Washington. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 82, 1978. 

Issued as no. 13 of: Climatalogical data, Washington, ISSN 
0364-5320. 

1. Meteorology — Washington (State) — Statistics — Perio- 
dicals. 2. Washington (State) — Climate — Statistics — Perio- 
dicals. I. National Climatic Center. 

OCLC 6158004 


80-11622 


C 55.214/45:86/13 
Climatological data, annual summary. West Virginia. Asheville, 

N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 86, 1978. 

Issued as no. 13 of: Climatalogical data, West Virginia, 
ISSN 0364-5371. 

1. Meteorology — West Virginia — Statistics — Periodicals. 
2. West Virginia — Climate — Statistics — Periodicals. I. Na- 
tional Climatic Center. 
OCLC 6158857 


80-11623 
C 55.214/46:83/13 
Climatological data, annual summary. Wisconsin. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 83, 1978. 

Issued as no. 13 of: Climatalogical data, Wisconsin, ISSN 
0364-5304. 

1. Meteorology — Wisconsin — Statistics — Periodicals. 2. 
Wisconsin — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6158565 





80-11624 


C 55.214/47:87/13 

Climatological data, annual summary. Wyoming. Asheville, 
N.C., [Dept. of Commerce], National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center. 

Federal Bldg., 28801 

28 cm. 

Vol. 87, 1978. 

Issued as no. 13 of: Climatalogical data, Wyoming, ISSN 
0364-5002. 

1. Meteorology — Wyoming — Statistics — Periodicals. 2. 
Wyoming — Climate — Statistics — Periodicals. I. National 
Climatic Center. 

OCLC 6128813 


NATIONAL MARINE FISHERIES SERVICE 
Commerce Dept. 
Washington, DC 20235 


80-11625 


C 55.309/2:7803 
United States. National Marine Fisheries Service. 

Processed fishery products, annual summary. Washington, 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Marine Fisheries Service. 

20235 

27 cm. (Current fisheries statistics ; no. 7803) 

“MF-4.” 

1978. 

@ltem 610-A 

ISSN 0148-5296 

Main series: Current fisheries statistics 

1. Fishery products — United States — Statistics — Periodi- 
cals. I. Title. 


sc-78001290 
OCLC 3259889 


80-11626 


C 55.309/2:8004 
Fish sticks, fish portions, and breaded shrimp, annual summary. 
Washington, Dept. of Commerce, National Oceanic and At- 
mospheric Administration, National Marine Fisheries Service. 

20235 

27 cm. (Current fisheries statistics ; no. 8004) 

Caption title. 

“MF-5” 

1979. 

@ltem 610-A 

ISSN 0162-6116 

Main series: Current fisheries statistics 

1. Fishery products — United States — Statistics — Periodi- 
cals. I. United States. National Marine Fisheries Service. 


sc-790028 13 
OCLC 4008262 


Government Publications — June 1980 


1. Squids— North Atlantic. I. United States. National 
Marine Fisheries Service. Northeast Regional Office. II. 
Title. 

OCLC 6166785 


NATIONAL ENVIRONMENTAL SATELLITE 
SYSTEM 
Commerce Dept. 
Washington, DC 20233 


80-11628 


C 55.509:977 


Frain, Catherine M. 


Bibliography of National Environmental Satellite Service 
publications / compiled by Catherine M. Frain. — Washing- 
ton : Dept. of Commerce, National Oceanic and Atmospheric 
Administration, National Environmental Satellite Service, 
1977. 

20230 

ii, 40 p. ; 27 cm. 

Apr. 1977. 

pbk. 

1. Oceanography — Bibliography. 2. Space  environ- 
ment — Bibliography. 3. Meteorology — Bibliography. I. 
United States. National Environmental Satellite Service. II. 
Title. 

OCLC 3466492 


ENVIRONMENTAL RESEARCH 
LABORATORIES 
Commerce Dept. 

Boulder, CO 80302 


80-11629 


C 55.602:G 79/980 


Great Lakes Environmental Research Laboratory. 


Detailed technical plan for the Great Lakes Environmental 
Research Laboratory. Ann Arbor, Mich. Dept. of Commerce, 
National Oceanic and Atmospheric Administration, Office of 
Research and Development, Envionmental Research Labora- 
tories, Great Lakes Environmental Research Laboratory. 

2300 Washtenaw Ave., 48104 

ill. 28 cm. 

Spine title: Detailed technical plan for GLERL 1980- 

Jan. 1980. 

The Detailed technical plan is issued for the use of the 
GLERL staff. Another publication: Technical plan for the 
Great Lakes Environmental Research Laboratory is issued for 
the use of the general public. 

Annual. 

@ltem 207-C-1 

1. Great Lakes Environmental Research Laboratory. 2. 
Hydrology — Research — Great Lakes region — Collected 
works. 3. Limnology — Research — Great Lakes region — 
Collected works. I. Title. 


80-11627 OCLC 6162126 


C 55.310/a:Sq 4 80-11630 


Rathjen, Warren F. C 55.602:Se 8/2 


Northwest Atlantic squids / Warren F. Rathjen; Northeast 
Regional Office, National Marine Fisheries Service, 
NOAA. — Washington : [Dept. of Commerce, National Oce- 
anic and Atmospheric Administration], National Marine Fish- 
eries Service, 1975 

20235 

p. 20-26 : ill. ; 28 cm. — (MFR paper ; 1023) 

From marine Fisheries Review, v. 35, no. 12., Dec. 1973. 

Bibliography: p. 26. 

pbk. 


Environmental Research Laboratories. 


Project Severe Environmental Storms and Mesoscale Ex- 
periment (SESAME) / Environmental Research Laborato- 
ries. — Boulder, Colo. : Dept. of Commerce, National Ocean- 
ic and Atmospheric Administration, Environmental Research 
Laboratories, 1974. 

80002 

77 p. ; 27 cm. 

June 1974. 

At head of title: Project development plan. 





Industry and Trade Administration — Commerce Dept. 


1. SESAME Project. 2. Storms—United States. 3. 
Boundary layer (Meteorology) _I. Title. 
OCLC 6096309 


80-11631 
C 55.619:209 
Joselyn, J.A. 

Ion cyclotron wave growth calculated from satellite obser- 
vations of the proton ring current during storm recovery / by 
J.A. Joselyn and L.R. Lyons, Space Environment Labora- 
tory, National Oceanic and Atmospheric Administration, En- 
vironmental Research Laboratories. — Boulder, Col. : [Dept. 
of Commerce], National Oceanic and Atmopspheric Adminis- 
tration, Environment! Research Laboratories, Space Environ- 
ment Laboratory, 1979. 

89302 

21, [7] p. : ill. ; 27 cm. — (SEL preprint ; no. 209) 

Aug. 26, 1975. 

“Manuscript No. IPA-75-13.” 

pbk. 

1. Ion cyclotron resonance spectrometry. 2. Magnetic 
storms — 1971 (December) I. Lyons, L. R., joint author. 
II. Space Environment Laboratory. III. Title. IV. Series: 
Space Environment Laboratory. SEL preprint ; no. 209. 
OCLC 6140076 


INDUSTRY AND TRADE ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


80-11632 
C 57.30:978-2 
United States. Industry and Trade Administration. 
Export administration report. [Washington] Dept. of Com- 
merce, Industry and Trade Administration. 
20230 
24 cm. 
116th- Apr./Sept. 1977- 
“Report on U.S. export controls to the President and the 
Congress.” 
Semiannual. 
@ltem 130 
Continues: United States. Bureau of East-West Trade. 
Export administration report 
1. Export controls — United States — Periodicals. 
PAR 


I. Title. 


80-643321 
OCLC 5962936 


80-11633 
C 57.30:979 
United States. Industry and Trade Administration. 
Export administration report. [Washington] Dept. of Com- 
merce, Industry and Trade Administration. 
20230 
24 cm. 
116th- Apr./Sept. 1977- 
“Report on U.S. export controls to the President and the 
Congress.” 
120th, April 1979/Sept. 1979. 
Semiannual. 
@ltem 130 
Continues: United States. Bureau of East-West Trade. 
Export administration report 
1. Export controls — United States — Periodicals. 
OCLC 5962936 
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I. Title. 


EXPORT DEVELOPMENT BUREAU 
Commerce Dept. 
Washington, DC 20230 


80-11634 
C 57.117/2:El 2 
United States. Bureau of International Commerce. 

Electronic components 77 exhibition : U.S. Trade Center, 
London, England, November 7-11, 1977.— Washington : 
Dept. of Commerce, Domestic and International Business Ad- 
ministration, Bureau of International Commerce, 1977. 

20230 

13 p. ; 26 cm.— (International marketing events, IME) 

“International marketing information series.” 

At head of title: Market research summary. 

pbk. 

1. Electronic apparatus and appliances — Exhibitions. 2. 
London, Eng. — Exhibitions. I. Title. II. Series. 

OCLC 6094445 


80-11635 
C 57.117/2:H 79 
United States. Bureau of International Commerce. 

Market research summary : “Hospital and medical equip- 
ment” exhibition : U.S. Trade Center, Taipei, Taiwan, Nov. 
28-Dec. 2, 1977. — Washington : Dept. Commerce, Domestic 
and International Business Administration, Bureau of Interna- 
tional Commerce, 1977. 

20230 

19 p. ; 26 cm.— (International marketing events, IME) 

“International marketing information series.” 

pbk. 

1. Medical instruments and apparatus — Exhibitions. 2. 
Tai-pei, Taiwan — Exhibitions. I. United States. Bureau of 
International Commerce. II. Title. III. Title: Hospital and 
medical equipment exhibition. IV. Series. 

OCLC 6105777 


INTERNATIONAL TRADE ADMINISTRATION 
Dept. of Commerce 
Washington, DC 20230 


80-11636 
C 61.8:As 7 
United States. International Trade Administration. Office of 
Country Marketing. 

A business guide to the Association of Southeast Asian 
Nations. — Washington : Dept. of Commerce, International 
Trade Administration, Office of Country Marketing : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

58 p. ; 24 cm. 

Mar. 1980. 

Includes bibliographical references. 

@ltem 231-B-5 

S/N 003-009-00331-8 

pbk. : $3.00 

1. Association of South East Asian Nations — Handbooks, 
manuals, etc. 2. United States — Commerce — Asia, South- 
eastern. 3. Asia, Southeastern — Commerce — United States. 
I. Title. 

OCLC 6176070 





80-11637 
C 61.9:80-808 
United States. International Trade Administration. 

Global market research, Japan ; the apparel market. — 
Washington ; Dept. of Commerce, International Trade Ad- 
ministration, 1980. 

20230 

60 p. ; 28 cm.— (Country market survey, CMS ; 80-808) 
(Global market survey, textiles and apparel) 

“International marketing information series.” 

Apr. 1980. 

@ltem 231-G-1 

pbk. 

1. Clothing trade—Japan. I. Title. II. 
Series. 

OCLC 6212962 


Series. III. 


80-11638 
C 61.9:80-809 
United States. International Trade Administration. 
Apparel, Taiwan. — [Washington] : Dept. of Commerce, 
International Trade Administration, 1980. 
20230 
33 p. ; 28 cm.— (Country market survey, CMS ; 80-809) 
(Global market survey, textiles and apparel) 
“International marketing information series.” 
Jan. 1980. 
@ltem 231-G-1 
pbk. 
1. Clothing trade-— Taiwan. I. Title. II. 
Series. 
OCLC 6094232 


Series. III. 


80-11639 
C 61.9:80-913 
United States. International Trade Administration. 
Textiles, Korea. — [Washington] : Dept. of Commerce, In- 
ternational Trade Administration, 1980. 
20230 
46 p. ; 28 cm.— (Country market survey, CMS ; 80-913) 
(Global market survey, textiles and apparel) 
“International marketing information series.” 
Jan. 1980. 
@ltem 231-G-1 
pbk. 
1. Textile industry — Korea. 2. Textile fabrics — Korea. 
I. Title. II. Series. III. Series. 
OCLC 6094120 


80-11640 
C 61.9/2:Eu 7 
United States. International Trade Administration. 
European market. — Washington : Dept. of Commerce, In- 
ternational Trade Administration, 1980. 
Market Research Division, Room 1009, 20230 
39 p. ; 28 cm. 
Global market survey 
Caption title: Global market survey, apparel, the European 
market. 
Mar. 1980. 
@ltem 231-G-1 
pbk. 
1. Clothing trade— Europe. I. Title. II. Title: Global 
market survey, apparel, the European market. 
OCLC 6209447 


Government Publications — June 1980 


80-11641 
C 61.12:80-02 
United States. International Trade Administration. 

Overseas business reports. Marketing in Greece. Washing- 
ton, Dept. of Commerce, International Trade Administration; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1980- 

20402 

26 cm. 

$1.25 

“International marketing information series.” 

“OBR 80-02.” 

Feb. 1980. 

@ltem 231-B 

S/N 003-000-90683-3 

Continues: United States. Industry and Trade Administra- 
tion. Overseas business reports. Marketing in Greece 

1. Commerce — Collected works. 2. Greece — Commerce. 
3. Marketing — Greece. I. Title. 

OCLC 6108700 


80-11642 
C 61.12:80-03 
United States. International Trade Administration. 

Overseas business reports. Marketing in the Dominican Re- 
public. Washington, Dept. of Commerce, International Trade 
Administration; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1980- 

20402 

26 cm. 

$1.25 

“International marketing information series.” 

“OBR 80-03.” 

Mar. 1980. 

@ltem 231-B 

S/N 003-000-90684-1 

Continues: United States. Industry and Trade Administra- 
tion. Overseas business reports. Marketing in the Dominican 
Republic 

1. Commerce — Collected works. 2. Marketing — Domini- 
can Republic. 3. Dominican Republic—Commerce. I. 
Title. 

OCLC 6108700 


80-11643 
C 61.12:80-06 
United States. International Trade Administration. 

Overseas business reports. A business guide to the Europe- 
an Common Market Washington, Dept. of Commerce, Inter- 
national Trade Administration; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1980- 

20402 

26 cm. 

$1.25 

“International marketing information series.” 

“OBR 80-06.” 

April 1980. 

@ltem 231-B 

S/N 003-000-90687-6 

Continues: United States. Industry and Trade Administra- 
tion. Overseas business reports. A business guide to the Euro- 
pean Common Market 

1. Commerce — Collected works. 2. Business enter- 
prises — European Economic Community countries. 3. Mar- 
kets — European Economic Community countries. 4. Euro- 
pean Economic Community countries — Commerce. _I. Title. 
OCLC 6108700 


Page 61 





International Trade Administration — Dept. of Commerce 


80-11644 
C 61.12:80-07 
United States. International Trade Administration. 
Overseas business reports. Investing in Panama. Washing- 
ton, Dept. of Commerce, International Trade Administration; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1980- 


“International marketing information series.” 

“OBR 80-07.” 

April 1980. 

@ltem 231-B 

S/N 003-000-90688-4 

Continues: United States. Industry and Trade Administra- 
tion. Overseas business reports. Investing in Panama 

1. Commerce — Collected works. 2. Investments, For- 
eign — Panama. I. Title. 
OCLC 6108700 


80-11647 


C 61.12:80-10 


United States. International Trade Administration. 


Overseas business reports. World trade outlook for the Far 
East and South Asia. Washington, Dept. of Commerce, Inter- 
national Trade Administration; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1980- 

20402 

26 cm. 

$1.25 

“International marketing information series.” 

“OBR 80-10.” 

April 1980. 

@ltem 231-B 

S/N 003-000-9069 1-4 

Continues: United States. Industry and Trade Administra- 
tion. Overseas business reports. World trade outlook for the 
Far East and South Asia 

1. Commerce — Collected works. 2. East Asia —Com- 
merce. 3. South Asia— Commerce. I. Title. 


80-11645 OCLC 6108700 
C 61.12:80-08 
United States. International Trade Administration. 


Overseas business reports. World trade outlook for Near 


80-11648 
C 61.12:80-11 
United States. International Trade Administration. 


East and North Africa. Washington, Dept. of Commerce, 
International Trade Administration; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1980- 

20402 

26 cm. 

$1.25 

“International marketing information series.” 

“OBR 80-08.” 

April 1980. 

@ltem 231-B 

S/N 003-000-90689-2 

Continues: United States. Industry and Trade Administra- 
tion. Overseas business reports. World trade outlook for Near 
East and North Africa 

1. Commerce — Collected works. 2. Near East — Com- 
merce. 3. Africa, North— Commerce. I. Title. 
OCLC 6108700 


80-11646 
C 61.12:80-09 
United States. International Trade Administration. 

Overseas business reports. World trade outlook for Western 
Europe and Canada. Washington, Dept. of Commerce, Inter- 
national Trade Administration; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1980- 

20402 

26 cm. 

$1.25 

“International marketing information series.” 

“OBR 80-08.” 

April 1980. 

@ltem 231-B 

S/N 003-000-90690-6 

Continues: United States. Industry and Trade Administra- 
tion. Overseas business reports. World trade outlook for 
Western Europe and Canada 

1. Commerce — Collected works. 2. Europe —Com- 
merce. 3. Canada—Commerce. I. Title. 

OCLC 6108700 
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Overseas business reports. World trade outlook for Latin 
America. Washington, Dept. of Commerce, International 
Trade Administration; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980- 

20402 

26 cm. 

$1.25 

“International marketing information series.” 

“OBR 80-11.” 

April 1980. 

@ltem 231-B 

S/N 003-000-90692-2 

Continues: United States. Industry and Trade Administra- 
tion. Overseas business reports. World trade outlook for Latin 
America 

1. Commerce — Periodicals. 2. Latin America—Com- 
merce — United States. 3. United States — Commerce — 
Latin America. I. Title. 

OCLC 6108700 


80-11649 


C 61.12:80-12 


United States. International Trade Administration. 


Overseas business reports. World trade outlook for Africa. 
Washington, Dept. of Commerce, International Trade Admin- 
istration; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$1.25 

“International marketing information series.” 

“OBR 80-12.” 

April 1980. 

@ltem 231-B 

S/N 003-000-90693-1 

Continues: United States. Industry and Trade Administra- 
tion. Overseas business reports. World trade outlook for 
Africa 

1. Commerce — Collected works. 2. Africa — Commerce. 
I. Title. 

OCLC 6108700 





FEDERAL COMMUNICATIONS 
COMMISSION 
Washington, DC 20554 


80-11650 
CC 1.2:B 78/29 
United States. Federal Communications Commission. EE0-Mi- 
nority Enterprise Division. 

Minority ownership of broadcast facilities : a report. — 
Washington : Federal Communications Commission, Office of 
Public Affairs, EEO-Minority Enterprise Division, 1980. 

20554 

64 p. ; 18 x 23 cm. 

Dec. 1979. 

Bibliography: p. 63-64. 

@ltem 285 

pbk. 

1. Broadcasting — United States. 2. Minority business en- 
terprises — United States. 3. Minorities in the television in- 
dustry. I. Title. 

OCLC 6158594 


80-11651 
CC 1.12/2:70 
United States. Federal Communications Commission. 

Federal Communications Commission reports; decisions and 
reports of the Federal Communication Commission of the 
United States. Second series. Washington, Federal Communi- 
cations Commission; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

24 cm. 

$26.00 

v. 1- July/Dec. 1965 

Subtitle varies. 

Vol. 70, 2d series, Jan. 5, 1979-Mar. 28, 1979. 

“Digests have been added for convenience, but are not part 
of the decisions or reports.” 

@ltem 284 

S/N 004-000-00368-3 

1. United States. Federal Communications Commission — 
Periodicals. 2. | Telecommunication— United States — 
Cases — Periodicals. I. Title. 

OCLC 1768392 


CIVIL RIGHTS COMMISSION 
Washington, DC 20425 


80-11652 
CR 1.8:As 4/3 
United States. Commission on Civil Rights. New York Commit- 
tee. 

Asian Americans; an agenda for action : a conference sum- 
mary / a summary report prepared by the New York State 
Advisory Committee to the United States Commission on 
Civil Rights. — [Washington] : Commission on Civil Rights : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

ix, 53 p. : ill. ; 26 cm. 

Feb. 1980. 

Includes bibliographical references. 

@item 288-A-1 

S/N 005-000-00233-8 

pbk. : $3.75 

1. Asian Americans — New York (State) 2. New York 
(State) — Race relations. I. Title. 

OCLC 6124477 


Government Publications — June 1980 


CIVIL SERVICE COMMISSION 
Washington, DC 20415 


80-11653 
CS 1.41/4:990-3/2 
Federal personnel manual system. FPM supplement 990-3. Na- 

tional emergency standby regulations (personnel and man- 
power). [Washington] Civil Service Commission; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26-27 cm. 

$7.50 (U.S., includes basic manual and supplementary mate- 
rial for an indefinite period) $9.40 (foreign) 

Title varies slightly. 

Loose-leaf for updating. 

Revised May 1970. 

Updated by continuing supplements (bulletins, installments, 
letters) and cumulated irregularly. 

@ltem 294 

S/N 006-000-8 1023-3 

1. United States — Officials and employees. 2. Civil serv- 
ice — United States. I. United States. Civil Service Commis- 
sion. 
OCLC 2782888 


DEFENSE DEPARTMENT 
Washington, DC 20301 


80-11654 
D 1.2:F 76/975 
United States. Defense Security Assistance Agency. 

Foreign military sales and military assistance facts. [Wash- 
ington] [Dept. of Defense], Defense Security Assistance 
Agency, Data Management Division. 

20301 

26 cm. 

1975. 

ISSN 0362-577X 

Continues: Military assistance and foreign military sales 
facts 

1. Military assistance, American — Statistics — Yearbooks. 
2. Munitions— United States — Statistics — Yearbooks. I. 
Title. 

UA12.U4613 

76-643111 
355.03/2/0973 
OCLC 3460887 


80-11655 
D 1.6:C 49/ch.1 
United States. Dept. of Defense. Office of the Assistant Secre- 
tary (Health Affairs). 

Civilian Health and Medical Program of the Uniformed 
Services (CHAMPUS). — Washington : Dept. of Defense, 
Office of the Assistant Secretary (Health Affairs) : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1977- 

20402 

1 v.: 27 cm. — (DoD ; 6010.8-R) 

Change 1, Mar. 28, 1979. 

@ltem 309 

S/N 008-001-00108-8 

pbk. : $1.00 

1. CHAMPUS. 
OCLC 3086530 


I. Title. 





American Forces Press Service — Defense Dept. 


80-11656 
D 1.6:C 49/ch.2 
United States. Dept. of Defense. Office of the Assistant Secre- 
tary (Health Affairs). 

Civilian Health and Medical Program of the Uniformed 
Services (CHAMPUS). — Washington : Dept. of Defense, 
Office of the Assistant Secretary (Health Affairs) : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1977- 

20402 

1 v.: 27cm. — (DoD ; 6010.8-R) 

Change 2, Aug. 31, 1979. 

Stock no. incorrect in publication. 

@ltem 309 

S/N 008-001-00111-8 

pbk. : $1.75 

1. CHAMPUS. I. Title. 

OCLC 3086530 


80-11657 
D 1.6:C 49/ch.3 
United States. Dept. of Defense. Office of the Assistant Secre- 
tary (Health Affairs). 

Civilian Health and Medical Program of the Uniformed 
Services (CHAMPUS). — Washington : Dept. of Defense, 
Office of the Assistant Secretary (Health Affairs) : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1977- 

20402 

1 v. : 27 cm.— (DoD ; 6010.8-R) 

Change 3, Feb. 15, 1980. 

@ltem 309 

S/N 008-001-001 13-4 

pbk. : $1.75 

1. CHAMPUS. I. Title. 

OCLC 3086530 


80-11658 
D 1.6:M 59/979/v.1/ch.1 
United States. Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics) 

MILSTAMP : military standard transportation and move- 
ment procedures. — [Washington] : Dept. of Defense, Office 
of the Assistant Secretary of Defense (Manpower, Reserve 
Affairs, and Logistics) : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979- 

20402 

1 v. : ill. ; 27 cm. — (DoD ; 4500.32-R, vol.I) 

Change 1, Feb. 21, 1980. 

“Defense Logistics Agency.” 

@ltem 309 

S/N 008-007-03130-9 

pbk. : $3.50 

1. United States. Army — Supplies and stores. 2. Trans- 
portation, Military. I. United States. Defense Logistics 
Agency. II. Title. III. Title: Military standard transporta- 
tion and movement procedures. 

OCLC 5795375 


80-11659 
D 1.6:M 59/979/v.2/ch.1 
United States. Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics) 

MILSTAMP : transportation account codes : TACs. — 
[Washington] : Dept. of Defense, Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Logis- 
tics), 1979. 

20301 

1 v. ; 27 cm. — (DoD ; 4500.32-R, vol. II) 

Change 1, Dec. 20, 1979. 

“Defense Logistics Agency.” 

@ltem 309 

pbk. 


Page 64 


1. United States. Army — Supplies and stores. 2. Trans- 
portation, Military. I. United States. Defense Logistics 
Agency. II. Title. 

OCLC 5794433 


AMERICAN FORCES PRESS SERVICE 
Defense Dept. 
Washington, DC 20301 


80-11660 


D 2.14:GEN-6 H 


United States. Dept. of Defense. 


Voting assistance guide, 1980 / [prepared by the staff of the 
Federal Voting Assistance Program, Office of the Secretary 
of Defense]. — [Washington : Dept. of Defense] : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

vi, 272 p. : ill, maps ; 27 cm.— (DoD GEN ; 6 H) (DA 
pam 360 ; 503) (NAVEDTRA ; 46007 C) (Pamphlet ; AFP 
211-4) (NAVMC ; 1174 (Rev.80)) (CG ; 292) 

“This pamphlet supersedes DoD GEN-6G/DA Pam 360- 
503/NAVEDTRA 46007B/AFP 211-4/ and NAVMC 1174 
(Rev. 78), dated 1978.” 

@ltem 312-A 

S/N 008-001-00112-6 

pbk. : $5.00 

1. Voting, Absent — United States. I. Title. II. Series: 
United States. Dept. of the Army. DA pam 360 ; 503. III. 
Series: United States. Dept. of the Air Force. Pamphlet ; 
AFP 211-4. 

OCLC 5921432 


80-11661 


D 3.6/3:Se 2/977/ch.2 


United States. Defense Logistics Agency. 


Industrial security manual for safeguarding classified infor- 
mation. — Revised edition. — Alexandria, Va. : Dept. of De- 
fense, [Office of the Assistant Secretary of Defense (Manpow- 
er, Reserve Affairs, and Logistics)], Defense Logistics 
Agency, ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1977- 

20402 

1 v. ; 27 cm. — (DoD ; 5220.22-M) 

Change 2, Apr. 5, 1979. 

@ltem 319 

S/N 008-007-03050-7 

pbk. : $3.00 

1. Defense information, Classified — United States — Hand- 
books, manuals, etc. 2. Industrial security program (United 
States) — Handbooks, manuals, etc. I. Title. 

OCLC 3522720 


80-11662 


D 4.11/2:28 


Nardone, John. 


Review of plastic flooring for explosive/propellant process- 
ing areas of Army ammunition plants / by John Nardone for 
the Office of the Project manager for Munitions Production 
Base Modernization and Expansion. — Dover, N.J. : Dept. of 
Defense, [Dept. of the Army], Picatinny Arsenal, Plastic 
Technical Evaluation Center ; Springfield, Va. : for sele by 
the National Technical Information Service, 1976. 

22161 

ili, 45 p. : ill. ; 27 cm. — (PLASTEC note ; N 28) 

Mar. 1976. 

Includes bibliographical references. 

pbk. 





1. Flooring, Plastic— Evaluation. 2. United States. 
Army — Ordinance facilities— Standards. 3. United States. 
Army Materiel Development and Readiness Command. Office 
of the Project Manager for Munitions Production Base Mod- 
ernization and Expansion. I. United States. Plastics Techni- 
cal Evaluation Center, Dover, N.J. II. Title. III. Series: 
United States. Plastics Technical Evaluation Center. PLAS- 
TEC note ; N 28. 

OCLC 6138067 


80-11663 


D 4.11/2:31 


Nardone, John. 


Computerized material property data information system : 
by John Nardone. — Dover, N.J. : Dept. of Defense, [Dept. 
of the Army], Picatinny Arsenal, Plastics Technical Evalua- 
tion Center ; Springfield, Va. : for sale by the National Tech- 
nical Information Service, 1976. 

22161 

iii, 19 p. : ill. ; 27 cm. — (PLASTEC note ; N 31) 

June 1976. 

Includes bibliographical references. 

pbk. 

1. Plastics. 2. Information storage and retrieval systems — 
Polymers and polymerization. 3. Information storage and 
retrieval systems— Materials. I. United States. Plastics 
Technical Evaluation Center, Dover, N.J. Il. Title. III. 
Series: United States. Plastics Technical Evaluation Center. 
PLASTEC note ; N 31. 

OCLC 6109350 


DEFENSE MAPPING AGENCY 
Defense Dept. 
Washington, DC 20305 


80-11664 


D 5.317:144/ch.1 
Defense Mapping Agency. Hydrographic/Topographic Center. 

Sailing directions (enroute) for the Caribbean Sea. — Ist. 
ed., 1976.— Washington : Dept. of Defense, Defense Map- 
ping Agency, Hydrographic/Topographic Center : for sale by 
authorized sales agents of the Defense Mapping Agency 
Office of Distribution Services, 1976- 

20315 

1 v. : ill, maps ; 26 cm.— (Pubflication] - Defense Map- 
ping Agency, Hydrographic/Topographic Center ; 144) 

Earlier basic volume issued by the Defense Mapping 
Agency, Hydrographic Center. 

Change no. 1, Mar. 8, 1980. 

DMA S/N SDPUB144CHI1. 

@ltem 378-E 

pbk. 

1. Pilot guides— Caribbean Sea. I. Defense Mapping 
Agency. Hydrographic Center. II. Title. III. Series: De- 
fense Mapping Agency. Hydrographic/Topographic Center. 
Publication ; 144. 

OCLC 2786690 


80-11665 


D 5.317:152/ch.3 
Defense Mapping Agency. Hydrographic/Topographic Center. 

Sailing directions (planning guide) for the North Pacific 
Ocean. — Ist ed. — [Washington : Dept. of Defense], Defense 
Mapping Agency, Hydrographic/Topographic Center : for 
sale by authorized sales agents of the Defense Mapping 
Agency Office of Distribution Services, 1972- 

20315 

1 v. : ill. (some col.), maps ; 27 cm.— (Pubflication] - 
Defense Mapping Agency, Hydrographic/Topographic 
Center ; 152) 


Government Publications — June 1980 


Earlier basic volume and changes issued by Defense Map- 
ping Agency, Hydrographic Center. 

DMA S/N SDPUB152CH3. 

Change 3, Feb. 16, 1980. 

Includes bibliographical references and index. 

@ltem 378-E 

pbk. 

1. Pilot guides— North Pacific Ocean. I. Defense Map- 
ping Agency. Hydrographic Center. II. Title. III. Series: 
Defense Mapping Agency. Hydrographic/Topographic 
Center. Publication ; 152. 

VK917.D43 1972 

73-602013 
623.89/29/1644 
OCLC 0746787 


80-11666 


D 5.317:157/ch.2 


Defense Mapping Agency. Hydrographic/Topographic Center. 


Sailing directions (enroute) for the coasts of Korea and 
China. — Ist ed. — [Washington : Dept. of Defense], Defense 
Mapping Agency, Hydrographic/Topographic Center : for 
sale by authorized sales agents of the Defense Mapping 
Agency Office of Distribution Services, 1972- 

20315 

1 v. : ill., maps ; 26 cm.— (Pubflication] - Defense Map- 
ping Agency, Hydrographic/Topographic Center ; 157) 

Earlier basic and change issued by the Center under its 
former name, Hydrographic Center. 

DMA S/N SDPUB157CH2. 

Change 2, Jan. 12, 1980. 

@ltem 378-E 

pbk. 

1. Pilot guides — China. 2. Pilot guides— Korea. 3. Pilot 
guides— Taiwan. I. Defense Mapping Agency. Hydro- 
graphic Center. II. Title. III. Series: Defense Mapping 
Agency. Hydrographic/Topographic Center. Publication ; 
157. 

VK905.D43 1972 

73-602201 
623.89/29/51 
OCLC 0726350 


80-11667 


D 5.317:224 (113) D-G 


Defense Mapping Agency. Hydrographic/Topographic Center. 


Omega table : area 13, Southern Africa, pair D-G (North 
Dakota, U.S.A.-Australia) / prepared and published by the 
Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington : Dept. of Defense, Defense Mapping 
Agency, Hydrographic/Topographic Center : for sale by au- 
thorized sales agents of the Defense Mapping Agency Office 
of Distribution Services, 1980. 

20315 

xi, 122 p. : ill. ; 28 cm. — (Pubflication] - Defense Mapping 
Agency, Hydrographic/Topographic Center ; 224 (113) D-G) 

DMA S/N OMPUB224113PRDG. 

@ltem 378-G 

pbk. 

1. Omega Navigation System — Tables. 2. Navigation — 
Africa, Southern — Tables. I. Title. II. Title: Area 13, 
Southern Africa, pair D-G (North Dakota, U.S.A.-Australia) 
III. Series: Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. Publication ; 224 (113) D-G. 

OCLC 6098160 
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Defense Mapping Agency — Defense Dept. 


80-11668 
D 5.317:224 (114) A-G 
Defense Mapping Agency. Hydrographic/Topographic Center. 
Omega table : area 14, Indian Ocean, pair A-G, (Norway- 
Australia) / prepared and published by the Defense Mapping 
Agency Hydrographic/Topographic Center. — Washington : 
Dept. of Defense, Defense Mapping Agency, Hydrographic/ 


Topographic Center : for sale by authorized sales agents of 


the Defense Mapping Agency, Office of Distribution Serv- 
ices, 1980. 

20315 

xi, 122 p. : ill. ; 28 cm. — (Pub[lication] - Defense Mapping 
Agency, Hydrographic/Topographic Center ; 224 (114) A-G) 

DMA S/N OMPUB224114PRAG. 

@ltem 378-G 

pbk. 

1. Omega Navigation System— Tables. 2. Indian 
Ocean — Navigation — Tables. I. Title. II. Title: Area 14, 
Indian Ocean, pair A-G, (Norway-Australia) III. Series: De- 
fense Mapping Agency. Hydrographic/Topographic Center. 
Publication ; 224 (114) A-G. 

OCLC 6201143 


80-11669 
D 5.317:224 (115) A-G 
Defense Mapping Agency. Hydrographic/Topographic Center. 

Omega table : area 15, Australia, pair A-G, (Norway-Aus- 
tralia) / prepared and published by the Defense Mapping 
Agency Hydrographic/Topographic Center. — Washington : 
Dept. of Defense, Defense Mapping Agency, Hydrographic/ 
Topographic Center : for sale by authorized sales agents of 
the Defense Mapping Agency, Office of Distribution Serv- 
ices, 1980. 

20315 

xi, 120 p. : ill. ; 28 cm. — (Pub[lication] - Defense Mapping 
Agency, Hydrographic/Topographic Center ; 224 (115) A-G) 

DMA S/N OMPUB224115PRAG. 

@ltem 378-G 

pbk. 

1. Omega Navigation System — Tables. 2. Navigation — 
Australia— Tables. I. Title. II. Title: Area 15, Australia, 
pair A-G, (Norway-Australia) III. Series: Defense Mapping 
Agency. Hydrographic/Topographic Center. Publication ; 
224 (115) A-G. 

OCLC 6201586 


80-11670 
D 5.317:224 (115) C-G 
Defense Mapping Agency. Hydrographic/Topographic Center. 

Omega table : area 15, Australia, pair C-G, (Hawaii, 
U.S.A.-Australia) / prepared and published by the Defense 
Mapping Agency Hydrographic/Topographic Center. — 
Washington : Dept. of Defense, Defense Mapping Agency, 
Hydrographic/Topographic Center : for sale by authorized 
sales agents of the Defense Mapping Agency, Office of Distri- 
bution Services, 1980. 

20315 

xi, 105 p. : ill. ; 28 cm. — (Pub[lication] - Defense Mapping 
Agency, Hydrographic/Topographic Center ; 224 (115) C-G) 

DMA S/N OMPUB224115PRCG. 

@ltem 378-G 

pbk. 

1. Omega Navigation System — Tables. 2. Navigation — 
Australia — Tables. I. Title. II. Title: Area 15, Australia, 
pair C-G, (Hawaii, U.S.A.-Australia) III. Series: Defense 
Mapping Agency. Hydrographic/Topographic Center. Publi- 
cation ; 224 (115) C-G. 

OCLC 6202459 
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80-11671 


D 5.317:224 (116) A-G 


Defense Mapping Agency. Hydrographic/Topographic Center. 


Omega table : area 16, South Pacific, pair A-G, (Norway- 
Australia) / prepared and published by the Defense Mapping 
Agency Hydrographic/Topographic Center. — Washington : 
Dept. of Defense, Defense Mapping Agency, Hydrographic/ 
Topographic Center : for sale by authorized sales agents of 
the Defense Mapping Agency, Office of Distribution Serv- 
ices, 1980. 

20315 

xi, 121 p. : ill. ; 28 cm. — (Pubflication] - Defense Mapping 
Agency, Hydrographic/Topographic Center ; 224 (116) A-G) 

DMA S/N OMPUB224116PRAG. 

@ltem 378-G 

pbk. 

1. Omega Navigation System — Tables. 2. South Pacific 
Ocean — Navigation — Tables. I. Title. II. Title: Area 16, 
South Pacific, pair A-G, (Norway-Australia) III. Series: De- 
fense Mapping Agency. Hydrographic/Topographic Center. 
Publication ; 224 (116) A-G. 

OCLC 6128082 


80-11672 


D 5.317:224 (116) D-G 


Defense Mapping Agency. Hydrographic/Topographic Center. 


Omega table : area 16, South Pacific, pair D-G, (North 
Dakota, U.S.A.-Australia) / prepared and published by the 
Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington : Dept. of Defense, Defense Mapping 
Agency, Hydrographic/Topographic Center : for sale by au- 
thorized sales agents of the Defense Mapping Agency, Office 
of Distribution Services, 1980. 

20315 

xi, 120 p. : ill. ; 28 cm. — (Pubflication] - Defense Mapping 
Agency, Hydrographic/Topographic Center ; 224 (116) D-G) 

DMA S/N OMPUB224116PRDG. 

@ltem 378-G 

pbk. 

1. Omega Navigation System — Tables. 2. South Pacific 
Ocean — Navigation — Tables. I. Title. II. Title: Area 16, 
South Pacific, pair D-G, (North Dakota, U.S.A.-Australia) 
III. Series: Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. Publication ; 224 (116) D-G. 

OCLC 6129642 


80-11673 


D 5.317:224 (117) D-G 


Defense Mapping Agency. Hydrographic/Topographic Center. 


Omega table : area 17, east Pacific, pair D-G, (North 
Dakota, U.S.A.-Australia) / prepared and published by the 
Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington : Dept. of Defense, Defense Mapping 
Agency, Hydrographic/Topographic Center : for sale by au- 
thorized sales agents of the Defense Mapping Agency, Office 
of Distribution Services, 1980. 

20315 

xi, 128 p. : ill. ; 28 cm. — (Pubflication] - Defense Mapping 
Agency, Hydrographic/Topographic Center ; 224 (117) D-G) 

DMA S/N OMPUB224117PRDG. 

@ltem 378-G 

pbk. 

1. Omega Navigation System — Tables. 2. Eastern Pacific 
Ocean — Navigation — Tables. I. Title. II. Title: Area 17, 
East Pacific, pair D-G, (North Dakota, U.S.A.-Australia) 
III. Series: Defense Mapping Agency. Hydrographic/Topo- 
graphic Center. Publication ; 224 (117) D-G. 

OCLC 6128565 








NATIONAL DEFENSE UNIVERSITY 
Defense Dept. 
Washington, DC 20319 


80-11674 
D 5.409:77-2 
Hagerty, Herbert G. 

Forward deployment in the 1970’s and 1980’s / by Herbert 
G. Hagerty, Dept. of State. — Washington : [Dept. of De- 
fense], National Defense University, Research Directorate, 
1977. 

20319 

34 p. ; 21 cm. — (National security affairs monograph ; 77- 
2) 

Feb. 1977. 

Includes bibliographical references. 

pbk. 

1. Military bases, America. 2. United States — Military 
policy. I. United States. Dept. of State. II. National De- 
fense University. Research Directorate. III. Title. IV. 
Series. 

OCLC 3176739 
80-11675 
D 5.409:77-3 
Callaway, Jack G. 

Korea : future problems, future policies / by Colonel Jack 
G. Callaway, USA. — Washington : [Dept. of Defense], Na- 
tional Defense University, Research Directorate, 1977. 

20319 


ii, 72 p. ; 21 cm.— (National security affairs monograph ; 
77-3) 


Feb. 1977. 

Includes bibliographical references. 

pbk. 

1. Korea — Politics and government — 1960- 2. Korea — 
Relations (military) with the United States. 3. United 


States — Relations (military) with Korea. I. United States. 
Army. II. National Defense University. Research Director- 
ate. III. Title. IV. Series. 

OCLC 3178960 


DEFENSE LOGISTICS AGENCY 
Cameron Station 
Alexandria, VA 22314 


80-11676 
D 7.6/4:C 83/3/rep.977/ch.4 
United States. Defense Logistics Services Center. 

Miscellaneous covers.— Reprint, Jan. 21, 1977. — Battle 
Creek, Mich. : Dept. of Defense, Defense Logistics Agency, 
Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
237) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 1, Feb. 1, 1980. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 

OCLC 2084799 


Government Publications — June 1980 


80-11677 
D 7.6/4:D 26/v.1/978/ch.5 
United States. Office of the Assistant Secretary of Defense 

(Manpower, Reserve Affairs, and Logistics) 

Defense integrated data system (DIDS) procedures manual 
: general and administrative information. — [Battle Creek, 
Mich.] : Dept. of Defense, [Office of the Assistant Secretary 
of Defense (Manpower, Reserve Affairs, and Logistics), De- 
fense Logistics Agency, Defense Logistics Services Center] ; 
Washington : for sale by the Supt. of Docs., U.S. Govt. Print 
Off., 1978- 

20402 

1 v. ; 27 cm. — (DoD ; 4100.39-M) 

Change 5, May 1, 1979. 

S/N 008-007-03060-4 

pbk. : $2.30 

1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. Inventory control — Handbooks, 
manuals, etc. I. United States. Defense Logistics Services 
Center. II. Title. III. Title: General and administrative in- 
formation. 
OCLC 4512729 


80-11678 
D 7.6/4:D 26/v.1/980/ch.1 
United States. Dept. of Defense. 

Defense integrated data system : DIDS procedures manual : 
general and administrative information / [prepared and main- 
tained by the Defense Logistics Services Center]. — [Battle 
Creek, Mich.] : Dept. of Defense, [Defense Logistics Agency, 
Defense Logistics Services Center] ; Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1980- 

20402 

1 v. ; 27 cm. — (DoD ; 4100.39-M, v.1) 

Change 1, Apr. 1, 1980. 

[1 cd] 

@ltem 314-A 

S/N 008-007-03137-6 

pbk. : $3.50 

1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. United States— Armed Forces — 
Procurement — Handbooks, manuals, etc. 3. Inventory con- 
trol — Handbooks, manuals, etc. I. Title. II. Title: DIDS 
procedures manual. III. Title: General and administrative 
information. 

OCLC 5857286 


80-11679 
D 7.6/4:D 26/v.5/978/ch.4 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures 
manual. — 1978 ed. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center ; Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978- 

20402 

v. : ill. ; 27 cm. — (DoD ; 4100.39-M) 

This quarterly change, in its entirety, supersedes DIDS 
Advance Change Notices 78-12 thru 78-16. 

Change 4, Feb. 1, 1979, to Vol. 5, Data bank interroga- 
tions/search, of the DIDS Procedures Manual. 

S/N 008-007-03033-7 

pbk. : $1.25 

1. United States — Armed Forces — Procurement — Hand- 
books, manuals, etc. 2. Inventory control — Handbooks, 
manuals, etc. I. Title. II. Title: Data bank interrogations/ 
search. 

OCLC 3569247 


Page 67 





Defense Logistics Agency — Cameron Station 


80-11680 
D 7.6/4:D 26/v.8/980 
United States. Dept. of Defense. 

Defense integrated data system : DIDS procedures manual : 
document identifier code input/output formats (fixed length) 
/ [prepared and maintained by the Defense Logistics Services 
Center]. — [Battle Creek, Mich.] : Dept. of Defense, [Defense 
Logistics Agency, Defense Logistics Services Center ; Wash- 
ington : for sale by the Supt. of Docs., U.S. Govt. Print. Off.], 
1980- 

20402 

1 v. ; 27 cm. — (DoD ; 4100.39-M, v.8) 

This document supersedes vol. 8, DoD 4100.38-M, May 1, 
1978, and changes 1 thru 7 therto. 

Apr. 1, 1980. 

@ltem 314-A 

S/N 008-007-03143-1 

pbk. : $12.00 

1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. United States— Armed Forces — 
Procurement — Handbooks, manuals, etc. 3. Inventory con- 
trol — Handbooks, Is, etc. I. United States. Defense 
Logistics Services Center. II. Title. III. Title: DIDS proce- 
dures manual. IV. Title: Document identifier code input/ 
output formats (fixed length) 

OCLC 6137894 





80-11681 
D 7.6/4:D 26/v.9/980 
United States. Dept. of Defense. 

Defense integrated data system : DIDS procedures manual : 
document identifier code input/output formats (variable 
length) / [prepared and maintained by the Defense Logistics 
Services Center]. — [Battle Creek, Mich.] : Dept. of Defense, 
[Defense Logistics Agency, Defense Logistics Services 
Center] ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980- 

20402 

1 v. ; 27 cm. — (DoD ; 4100.39-M, v.9) 

This document supersedes vol. 9, DoD 4100.39-M, May 1, 
1978, and changes 1 thru 7 thereto. 

Apr. 1, 1980. 

@ltem 314-A 

S/N 008-007-03142-2 

pbk. : $8.00 

1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. United States Armed Forces — 
Procurement — Handbooks, manuals, etc. 3. Inventory con- 
trol — Handbooks, manuals, etc. I. United States. Defense 
Logistics Services Center. II. Title. III. Title: DIDS proce- 
dures manual. IV. Title: Document identifier code input/ 
output formats (variable length) 

OCLC 6119228 


80-11682 
D 7.6/4:D 26/v.10/979/ch.2 
United States. Dept. of Defense. 

Defense integrated data system : DIDS procedures manual : 
multiple application references/instructions/tables and grids / 
[prepared and maintained by the Defense Logistics Services 
Center]. — [Battle Creek, Mich.] : Dept. of Defense, [Defense 
Logistics Agency, Defense Logistics Services Center] ; Wash- 


ington : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1979- 


20402 
1 v. ; 27 cm. — (DoD ; 4100.39-M, v.10) 


This quarterly change supersedes DIDS Advance Changes 
79-10-21 thru 79-10-23 and 80-10-1. 
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Change 2, Apr. 1, 1980. 

@ltem 314-A 

S/N 008-007-03138-4 

pbk. : $3.50 

1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. United States— Armed Forces — 
Procurement — Handbooks, manuals, etc. 3. Inventory con- 
trol — Handbooks, manuals, etc. I. United States. Defense 
Logistics Services Center. II. Title. III. Title: DIDS proce- 
dures manual. IV. Title: Multiple application references/ 
instructions/tables and grids. 
OCLC 5794812 


80-11683 


D 7.6/4:D 26/v.12/978/ch.8 


United States. Defense Logistics Services Center. 


Defense integrated data system (DIDS) procedures 
manual. — 1978 ed. — Battle Creek, Mich. : Dept. of Defense, 
[Office of the Assistant Secretary of Defense (Manpower, 
Reserve Affairs, and Logistics)], Defense Logistics Agency, 
Defense Logistics Services Center ; Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1978- 

20402 

v. : ill. ; 27 cm. — (DoD ; 4100.39-M) 

Change 8, Apr. 1, 1980, to Vol. 12, Data element dictionary 
and glossary of terms/acronyms, of the DIDS prcedures 
manual. 

@ltem 314-A 

S/N 008-007-03139-2 

pbk. : $3.25 

1. United States — Armed Forces — Procurement — Hand- 
books, manuals, etc. 2. Inventory control — Handbooks, 
manuals, etc. I. Title. II. Title: Data element dictionary 
and glossary of terms/acronyms. 

OCLC 3569247 


80-11684 


D 7.6/4:D 26/v.13/980 


United States. Dept. of Defense. 


Defense integrated data system : DIDS procedures manual : 
materiel management decision rule tables / [prepared and 
maintained by the Defense Logistics Services Center]. — 
[Battle Creek, Mich.] : Dept. of Defense, [Defense Logistics 
Agency, Defense Logistics Services Center ; Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off.], 1980- 

20402 

1 v. ; 27 cm. — (DoD ; 4100.39-M, v.13) 

This document supersedes vol. 13, DoD 4100.39-M, May 1, 
1979, Change 1; and DIDS Advance Change Notice 80-13-1. 

Apr. 1, 1980. 

@ltem 314-A 

S/N 008-007-03144-9 

pbk. : $6.50 

1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. United States — Armed Forces — 
Procurement — Handbooks, manuals, etc. 3. Inventory con- 
trol — Handbooks, manuals, etc. I. United States. Defense 
Logistics Services Center. II. Title. III. Title: DIDS proce- 
dures manual. IV. Title: Materiel management decision rule 
tables. 


OCLC 6202472 





80-11685 
D 7.6/4:En 3/5/rep.979/ch.2 
United States. Defense Logistics Services Center. 

Miscellaneous engine accessories.— Reprint, June §8, 
1979. — Battle Creek, Mich. : Dept. of Defense, Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN:DLSC-AP, 
49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
135) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 2, Dec. 7, 1979. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 

OCLC 2067591 


80-11686 
D 7.6/4:H 19/4/rep.978/ch.4 
United States. Defense Logistics Services Center. 

Hand tools, powered and non-powered. — Battle Creek, 
Mich. : Dept. of Defense, Defense Logistics Agency, Defense 
Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016. 

v. ; 26 cm.— (Federal item identification guide FIIG ; T 
294) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 4, Apr. 25, 1980. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 

OCLC 3111654 


80-11687 
D 7.6/4:H 79/9/rep.977/ch.4 
United States. Defense Logistics Services Center. 

Hospital and medical bags, cases, covers, and pads. — Re- 
print, Sept. 30, 1977. — Battle Creek, Mich. : Dept. of De- 
fense, Defense Logistics Agency, Defense Logistics Services 
Center, 1971- 

(Price upon application) Federal Center, ATTN:DLSC-AP, 
49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
087) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 4, Feb. 29, 1980. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 

OCLC 2473515 


80-11688 
D 7.6/4:M 59/7/ch.17 
United States. Defense Logistics Agency. 
MILSBILLS : military standard billing system. — Alexan- 
dria, Va. : Dept. of Defense, Defense Logistics Agency, 1973- 
22314 
1 v. ; 26cm.— (DoD ; 4000.25-7-M) 
Change 17, Mar. 28, 1980. 
@ltem 314-A 
pbk. 
1. United States — Armed Forces — Procurement. 
II. Title: Military standard billing system. 
OCLC 2079161 


I. Title. 


Government Publications — June 1980 


80-11689 
D 7.6/4:P 12/rep.978/ch.2 
United States. Defense Logistics Services Center. 

Packing and packing bulk materials.— Reprint, Dec. 8, 
1978. — Battle Creek, Mich. : Dept. of Defense, Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN:DLSC-AP, 
49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; T 
125) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 2, Apr. 25, 1980. 

pbk. 

1. United States— Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 

OCLC 2079596 


80-11690 
D 7.6/4:P 94/5/978/ch.6 
United States. Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs and Logistics) 

Department of Defense provisioning and other preprocure- 
ment screening manual / Department of Defense, Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs & Logistics). — [Washington] : Dept. of Defense, Office 
of the Assistant Secretary of Defense (Manpower, Reserve 
Affairs & Logistics) : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978- 

20402 

v. : ill. ; 26 cm. — (DoD ; 4100.38-M) 

Change 6, Mar.4, 1980. 

“Defense Logistics Agency.” 

@ltem 314-A 

S/N 008-007-03133-3 

pbk. : $1.75 

1. United States— Armed Forces — Procurement — Hand- 
books, manuals, etc. I. United States. Defense Logistics 
Agency. Ii. Title. 

OCLC 4147889 


80-11691 
D 7.6/4:R 52/978/ch.4 
United States. Defense Logistics Services Center. 

Rivets, rivet caps, and collars / Feb. 3, 1978. — Battle 
Creek, Mich. : Dept. of Defense, Defense Logistics Agency, 
Defense Logistics Services Center, 1978- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; A 
040 A) 

Loose-leaf for updating. 

Contents: Change 4, Apr. 25, 1980. 

pbk. 

1. United States ——- Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 

OCLC 4061453 


80-11692 
D 7.6/4:Sh 1/3/979/ch.2 
United States. Defense Logistics Services Center. 

Shafts / July 20, 1979. — Battle Creek, Mich. : Dept. of 
Defense, Defense Logistics Agency, Defense Logistics Serv- 
ices Center, 1979- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. : ill. ; 27 cm. — (Federal item identification guide FIIG ; 
A 232) 

Loose-leaf for updating. 

Contents: Change 2, Apr. 25, 1980. 





Defense Logistics Agency — Cameron Station 


@ltem 314-A 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 
OCLC 5291130 


80-11693 
D 7.6/4:Sh 6/3/ch.4 
United States. Defense Logistics Services Center. 

Shirts and shirt-like garments / Sept. 30, 1977. — Battle 
Greek, Mich. : Dept. of Defense, Defense Logistics Agency, 
Defense Logistics Services Center, 1977- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. : ill. ; 26 cm. — (Federal item identification guide FIIG ; 
A 302) 

Loose-leaf for updating. 

Contents: Change 4, Apr. 25, 1980. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 

OCLC 3569418 


80-11694 
D 7.6/4:St 4/rep./ch.3 
United States. Defense Logistics Services Center. 

Stencils, markers, and related supplies. — Reprint, Feb. 18, 
1977. — Battle Creek, Mich. : Dept. of Defense, Defense Lo- 
gistics Agency, Defense Logistics Services Center, 1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm.— (Federal item identification guide FIIG ; T 
314) 

Loose-leaf for updating. 

INTERIM. 

Contents: Change 3, Feb. 29, 1980. 

pbk. 


1. United States — Armed Forces — Supplies and stores — 
Classification. 2. Stencils and stencil cutting — Equipment 
and supplies. I. Title. II. Series. 

OCLC 2092617 


80-11695 
D 7.6/4:W 23/rep.980 
United States. Defense Logistics Services Center. 

Warheads, rockets, launchers, and components. — Reprint, 
Feb. 29, 1980.— Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center, 
1971- 

(Price upon application) Federal Center, ATTN: DLSC- 
AP, 49016 

v. ; 26 cm. — (Federal item identification guide FIIG ; T 
357) 

Loose-leaf for updating. 

INTERIM. 

This reprint replaces REPRINT INTERIM FIIG 1357 
dated May 30, 1975, incorporates Changes 1-12, and includes 
current changes. 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Classification. I. Title. II. Series. 

OCLC 2551771 


80-11696 
D 7.6/8:8200.2/3/ch.1 
United States. Defense Logistics Agency. 

Procurement quality assurance support manual for Defense 
Contract Administration Services. — Alexandria, Va. : Dept. 
of Defense, Defense Logistics Agency, 1976- 

22314 

1 v. ; 26cm. — (DLAM ; 8200.2) 


Page 70 


This change supersedes DLAM 8240.3, Oct. 11, 1972, and 
Numbered Letters DLA-Q-77-4, DLA-Q-77-11, DLA-Q-77- 
12, DLA-Q-77-14 and DLA-Q-78-1. 

Change 1, July 18, 1978. 

@ltem 314-A 

pbk. 

1. United States — Armed Forces — Procurement. 2. De- 
fense contracts— United States. 3. Quality assurance. I. 
Title. II. Series: United States. Defense Logistics Agency. 
DLAM ; 8200.2. 

OCLC 4784460 


80-11697 
D 7.6/8:8200.2/3/ch.2 
United States. Defense Logistics Agency. 

Procurement quality assurance support manual for Defense 
Contract Administration Services. — Alexandria, Va. : Dept. 
of Defense, Defense Logistics Agency, 1976- 

22314 

1 v. ; 26cm. — (DLAM ; 8200.2) 

Change 2, Oct. 11, 1978. 

@ltem 314-A 

pbk. 

1. United States— Armed Forces— Procurement. 2. De- 
fense contracts — United States. 3. Quality assurance. I. 
Title. II. Series: United States. Defense Logistics Agency. 
DLAM ; 8200.2. 

OCLC 4784460 


80-11698 
D 7.6/8:8200.2/3/ch.3 
United States. Defense Logistics Agency. 

Procurement quality assurance support manual for Defense 
Contract Administration Services. — Alexandria, Va. : Dept. 
of Defense, Defense Logistics Agency, 1976- 

22314 

1 v. ; 26cm.— (DLAM ; 8200.2) 

Change 3, Feb. 27, 1979. 

@ltem 314-A 

pbk. 

1. United States — Armed Forces — Procurement. 2. De- 
fense contracts — United States. 3. Quality assurance. I. 
Title. II. Series: United States. Defense Logistics Agency. 
DLAM ; 8200.2. 

OCLC 4784460 


80-11699 
D 7.6/8:8200.2/3/ch.4 
United States. Defense Logistics Agency. 

Procurement quality assurance support manual for Defense 
Contract Administration Services. — Alexandria, Va. : Dept. 
of Defense, Defense Logistics Agency, 1976- 

22314 

1 v. ; 26cm. — (DLAM ; 8200.2) 

Change 4, Apr. 27, 1979. 

@ltem 314-A 

pbk. 

1. United States— Armed Forces— Procurement. 2. De- 
fense contracts — United States. 3. Quality assurance. I. 
Title. II. Series: United States. Defense Logistics Agency. 
DLAM ; 8200.2. 

OCLC 4784460 


80-11700 
D 7.6/8:8200.2/3/ch.5 
United States. Defense Logistics Agency. 

Procurement quality assurance support manual for Defense 
Contract Administration Services. — Alexandria, Va. : Dept. 
of Defense, Defense Logistics Agency, 1976- 

22314 

1 v. ; 26cm. — (DLAM ; 8200.2) 





Change 5, Feb. 28, 1980. 

@ltem 314-A 

pbk. 

1. United States— Armed Forces — Procurement. 2. De- 
fense contracts— United States. 3. Quality assurance. I. 
Title. II. Series: United States. Defense Logistics Agency. 
DLAM ; 8200.2. 

OCLC 4784460 


80-11701 


D 7.6/16:980/ch.1 
United States. Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics) 

MILSTRIP routing identifier codes. [Washington] Dept. of 
Defense, Office of the Assistant Secretary of Defense (Man- 
power, Reserve Affairs, and Logistics); for sale by the Supt. 
of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (DoD ; 4140.17-M supplement no. 1) 

$1.00 

“Defense Logistics Agency.” 

Change no. 1 to Jan. 1980, basic, dated Feb. 1980. 

Updated by changes and revised annually. 

@ltem 314-A 

S/N 008-007-03127-9 

Main series: United States. Dept. of Defense. DoD 

1. United States — Armed Forces — Procurement — Perio- 
dicals. I. United States. Defense Logistics Agency. II. 
Title. 

OCLC 6012289 


ARMY DEPARTMENT 
Defense Dept. 
Washington, DC 20310 


80-11702 


D 101.20:6-26 B 
United States. Dept. of the Army. 

Weapons support radar repairer / Headquarters, Depart- 
ment of the Army ; [prepared by the US Army Field Arrtil- 
lery School]. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm. — (Field manual ; FM 6-26 B) 

MOS 26B, skill level 1/2. 

Soldier’s manual. 

Jan. 2, 1980. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 


Government Publications — June 1980 


Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Medical supplies — Handbooks, man- 
uals, etc. I. Academy of Health Sciences. II. Title. 

OCLC 6206001 


80-11704 


D 101.20:8-76 J 4/5 


United States. Dept. of the Army. 


Medical supply specialist/ Headquarters, Department of the 
Army ; [prepared by the US Army, Academy of Health 
Sciences]. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 8-76 J 4/5) 

This manual supersedes FM 8-76J4, and FM 8-76J5, Apr. 1, 
1977. 

MOS 76], skill level 4 & 5. 

Soldier’s manual. 

Mar. 10, 1980. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Medical supplies — Handbooks, man- 
uals, etc. I. Academy of Health Sciences. II. Title. 

OCLC 6214635 


80-11705 


D 101.20:9-22 L 


United States. Dept. of the Army. 


Nike test equipment repairer / Headquarters, Department 
of the Army ; [prepared by the US Army Missile and Muni- 
tions Center and School]. — [Washington : Dept. of Defense], 
Dept. of the Army, Headquarters, 1979 i.e. 1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm. — (Field manual ; FM 9-22 L) 

MOS 22L, skill levels 1/2/3. 

Soldier’s manual. 

Dec. 28, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Nike rocket — Maintenance and repair — Handbooks, man- 
uals, etc. I. United States. Army Missile and Munitions 
Center and School, Redstone Arsenal, Ala. II. Title. 

OCLC 6094985 


Radar — Handbooks, manuals, etc. I. United States. Army 
Field Artillery School, Fort Sill, Okla. II. Title. 
OCLC 6094943 


80-11703 


80-11706 
D 101.20:9-22 N 
United States. Dept. of the Army. 
Nike-Hercules missile-launcher repairer / Headquarters, 
Department of the Army ; [prepared by the US Army Missile 


D 101.20:8-76 J 1/2/rev. 
United States. Dept. of the Army. 


Medical supply specialist / Headquarters, Department of 
the Army ; [prepared by the US Army, Academy of Health 
Sciences]. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 8-76 J 1/2) 

This manual supersedes FM 8-76J1/2, Apr. 1, 1977. 

MOS 76]J, skill level 1 & 2. 

Soldier’s manual. 

Mar. 11, 1980. 


and Munitions Center and School]. — Washington : [Dept. of 
Defense], Dept. of the Army, Headquarters, 1979 i. e. 1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm. — (Field manual ; FM 9-22 N) 

MOS 22N, skill levels 1/2/3. 

Soldier’s manual. 

Dec. 28, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 





Army Department — Defense Dept. 


1. United States. Army — Handbooks, manuals, etc. 2. 
Nike rocket — Maintenance and repair — Handbooks, man- 
uals, etc. I. United States. Army Missile and Munitions 
Center and School, Redstone Arsenal, Ala. II. Title. 

OCLC 6205681 


80-11707 
D 101.20:9-23 N 
United States. Dept. of the Army. 

Nike track radar repairer / Headquarters, Department of 
the Army ; [prepared by the US Army Missile and Munitions 
Center and School].— Washington : [Dept. of Defense], 
Dept. of the Army, Headquarters, 1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26cm. — (Field manual ; FM 9-23 N) 

MOS 23N, skill levels 1/2/3. 

Soldier’s manual. 

Jan. 2, 1980. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Tracking radar— Maintenance and repair — Handbooks, 
manuals, etc. I. United States. Army Missile and Munitions 
Center and School, Redstone Arsenal, Ala. II. Title. 

OCLC 6095643 


80-11708 
D 101.20:9-23 U 
United States. Dept. of the Army. 

Nike high power radar-simulator repairer / Headquarters, 
Department of the Army ; [prepared by the US Army Missile 
and Munitions Center and School]. — Washington : [Dept. of 
Defense], Dept. of the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm. — (Field manual ; FM 9-23 U) 

MOS 23U, skill levels 1/2/3. 

Soldier’s manual. 

Dec. 26, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Radar — Repairing — Handbooks, manuals, etc. I. United 
States. Army Missile and Munitions Center and School, Red- 
stone Arsenal, Ala. II. Title. 

OCLC 6201303 


80-11709 
D 101.20:9-24 H/CM/ch.1 
United States. Dept. of the Army. 

Improved Hawk fire control repairer.— [Washington : 
Dept. of Defense], Dept. of the Army, Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 9-24 H/CM) 

MOS 24H. 

Commander’s manual. 

Change 1, Mar. 4, 1980. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Hawk (Missile)— Maintenance and repair — Handbooks, 
manuals, etc. I. Title. 

OCLC 4207469 
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D 101,20:9-24 H 1/2/ch.1 
United States. Dept. of the Army. 

Improved Hawk fire control repairer.— [Washington : 
Dept. of Defense], Dept. of the Army, Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 9-24 H 1/2) 

MOS 24 H, skill levels 1 and 2. 

Soldier’s manual. 

Change 1, Mar. 4, 1980. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Hawk (Missile)— Maintenance and repair — Handbooks, 
manuals, etc. I. Title. 

OCLC 4274563 


80-11711 
D 101.20:9-24 J/CM/ch.1 
United States. Dept. of the Army. 

Improved Hawk pulse radar repairer.—[Washington : 
Dept. of Defense], Dept. of the Army, Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md., 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 9-24 J/CM) 

MOS 24 J. 

Commander’s manual. 

Change 1, Mar. 4, 1980. 
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1. United States. Army — Handbooks, manuals, etc. 2. 
Hawk (Missile)— Maintenance and repair — Handbooks, 
manuals, etc. I. Title. 

OCLC 4305128 


80-11712 
D 101.20:9-24 J 1/2/ch.1 
United States. Dept. of the Army. 

Improved Hawk pulse radar repairer.— [Washington : 
Dept. of Defense], Dept. of the Army, Headquarters, 1978- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md., 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 9-24 J 1/2) 

MOS 24J, skill levels 1 and 2. 

Soldier’s manual. 

Change 1, Mar. 4, 1980. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Hawk (Missile)— Maintenance and repair — Handbooks, 
manuals, etc. I. Title. 

OCLC 4278971 


80-11713 
D 101.20:10-76 D 3/rev. 
United States. Dept. of the Army. 

Materiel supply specialist / Headquarters, Department of 
the Army ; [prepared by the US Army Quartermaster 
School]. — Washington : [Dept. of Defense], Dept. of the 
Army, Headquarters, 1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 10-76 D 3) 

This publication, together with FM 10-76D4, supersedes 
FM 10-76D3/4, Jan. 31, 1977, including Cl, Mar. 13, 1978. 

MOS 76D, skill level 3. 

Soldier’s manual. 

Apr. 25, 1980. 

Includes bibliographical references. 
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@ltem 324 1. United States. Army — Handbooks, manuals, etc. 2. Mi- 
pbk. crowave communication systems — Handbooks, manuals, etc. 
1. United States. Army — Handbooks, manuals, etc. 2. 3. United States. Army — Communication systems. I. US 
United States. Army — Supplies and stores — Handbooks, Army Signal Center and Fort Gordon. II. Title. 
manuals, etc. I. United States. Army Quartermaster School, OCLC 6201447 
Fort Lee, Va. II. Title. 
OCLC 6206031 


80-11714 


80-11717 
D 101.20:11-31 J/CM 
United States. Dept. of the Army. 


D 101.20:10-76 P 3/4/rev. Teletypewriter repairer / Headquarters, Department of the 


United States. Dept. of the Army. 


Stock control specialist / Headquarters, Department of the 
Army ; [prepared by the US Army Quartermaster School]. — 
Washington : [Dept. of Defense], Dept. of the Army, Head- 
quarters, 1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 10-76 P 3/4) 

This manual supersedes FM 10-76P3/4, Jan. 31, 1977, with 
change 1, Mar. 13, 1978. 

MOS 76P, skill level 3/4. 

Soldier’s manual. 

Jan. 25, 1980. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Supplies and stores — Handbooks, 
manuals, etc. I. United States. Army Quartermaster School, 
Fort Lee, Va. II. Title. 

OCLC 6094689 


80-11715 


D 101.20:11-26 D 
United States. Dept. of the Army. 


Ground control approach radar repairer / Headquarters, 
Department of the Army ; [prepared by the US Army Signal 


Center].— Washington : [Dept. of Defense], Dept. of the 
Army, Headquarters, 1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm. — (Field manual ; FM 11-26 D) 

MOS 26D, skill levels 1,2, and 3. 

Soldier’s manual. 

Jan. 9, 1980. 

Includes bibliographical references. 

@ltem 324 

pbk. 


Army ; [prepared by the US Army Signal Center]. — Wash- 
ington : [Dept. of Defense], Dept. of the Army, Headquarters, 
1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 11-31 J/CM) 

MOS 31J. 

Commander’s manual. 

Jan. 15, 1980. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Teletype — Maintenance and repair — Handbooks, manuals, 
etc. I. US Army Signal Center and Fort Gordon. II. Title. 
OCLC 6214585 


80-11718 


D 101.20:11-31 J 1/2 


United States. Dept. of the Army. 


Teletypewriter repairer / Headquarters, Department of the 
Army ; [prepared by the US Army Signal Center]. — Wash- 
ington : [Dept. of Defense], Dept. of the Army, Headquarters, 
1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 11-31 J 1/2) 

MOS 31J, skill levels 1 and 2. 

Soldier’s manual. 

Feb. 26, 1980. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Teletype — Maintenance and repair — Handbooks, manuals, 
etc. I. US Army Signal Center and Fort Gordon. II. Title. 
OCLC 6205132 


1. United States. Army — Handbooks, manuals, etc. 2. 
Radar — Repairing — Handbooks, manuals, etc. I. US Army 
Signal Center and Fort Gordon. II. Title. 

OCLC 6191663 


80-11716 


80-11719 
D 101.20:11-31 J 3 
United States. Dept. of the Army. 
Teletypewriter repairer / Headquarters, Department of the 


D 101.20:11-26 R 
United States. Dept. of the Army. 

Strategic satellite/microwave system operator / Headquar- 
ters, Department of the Army ; [prepared by the US Army 
Signal Center]. — Washington : [Dept. of Defense], Dept. of 
the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm. — (Field manual ; FM 11-26 R) 

MOS 26R, skill levels 1, 2 and 3. 

Soldier’s manual. 

Jan. 25, 1980. 

Includes bibliographical references. 

@ltem 324 

pbk. 


Army ; [prepared by the US Army Signal Center]. — Wash- 
ington : [Dept. of Defense], Dept. of the Army, Headquarters, 
1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 11-31 J 3) 

MOS 31J, skill level 3. 

Soldier’s manual. 

Feb. 26, 1980. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Teletype — Maintenance and repair — Handbooks, manuals, 
etc. I. US Army Signal Center and Fort Gordon. II. Title. 
OCLC 6214653 
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80-11720 
D 101.20:11-35 B 3 
United States. Dept. of the Army. 

Electronic instrument repairer / Headquarters, Department 
of the Army ; [prepared by the US Army Signal Center]. — 
[Washington : Dept. of Defense], Dept. of the Army, Head- 
quarters, 1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 11-35 B 3) 

MOS 35B, skill level 3. 

Soldier’s manual. 

Jan. 28, 1980. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Electronic instruments — Maintenance and repair — Hand- 
books, manuals, etc. I. US Army Signal Center and Fort 
Gordon. II. Title. 

OCLC 6098855 


80-11721 
D 101.20:12-00 J 3/4 
United States. Dept. of the Army. 

Club manager / Headquarters, Department of the Army ; 
[prepared by the US Army Administration Center]. — [Wash- 
ington : Dept. of Defense], Dept. of the Army, Headquarters, 
1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 12-00 J 3/4) 

MOS 00J, skill level 3/4. 

Soldier’s manual. 

Feb. 15, 1980. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army—Service clubs — Management — 
Handbooks, manuals, etc. I. United States. Army Adminis- 
tration Center. II. Title. 

OCLC 6201430 


80-11722 
D 101.20:12-79 D/CM 
United States. Dept. of the Army. 

Reenlistment NCO / Headquarters, Department of the 
Army ; [prepared by the U. S. Army Administration 
Center]. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters, 1980- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 12-79 D/CM) 

MOS 79D. 

Commander’s manual. 

Feb. 6, 1980. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Recruiting, enlistment, etc. — Hand- 
books, manuals, etc. I. United States. Army Administration 
Center. II. Title. 

OCLC 6205074 
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80-11723 
D 101.22:310-7/6 
United States. Dept. of the Army. 
US Army equipment index of modification work orders. 
Washington, Dept. of Defense, Dept. of the Army. 
AG Publications Center, 2800 Eastern Blvd., Baltimore, 
Md., 21220 
27 cm. (DA pam 310 ; 7) 
At head of title, Aug. 1979- : Military publications. 
Nov. 1979. 
@ltem 327-E 
Main series: United States. Dept. of the Army. DA pam 
1. United States. Army — Equipment — Indexes. 2. United 
States. Army — Supplies and stores — Indexes. I. Title. II. 
Series: United States. Dept. of the Army. DA pam 310 ; 7. 
OCLC 5783185 


80-11724 
D 101.22:340-4 
United States. Dept. of the Army. 

Office management : administrative work environment. — 
[Washington : Dept. of Defense], Dept. of the Army, 1980- 

AG Publications Center, 2800 Eastern Boulevard, Balti- 
more, Md. 21220 

1 v. ; 27 cm.— (DA pam 340 ; 4) 

Feb. 1, 1980. 

The proponent agency of this pamphlet is the Office of the 
Adjutant General. 

@ltem 327-E 

pbk. 

1. Office decoration. 2. Office layout. 3. Office manage- 
ment. I. United States. Adjutant General’s Office. II. Title. 
III. Title: Administrative work environment. IV. Series: 
United States. Dept. of the Army. DA pam 340 ; 4. 

OCLC 6214660 


80-11725 
D 101.22:600-8-2/ch.6 
United States. Dept. of the Army. 

SIDPERS user manual : Standard Installation/Division 
Personnel System : military personnel office level proce- 
dures. — [Washington : Dept. of Defense], Dept. of the 
Army, 1976- 

AG Publications Center, 2800 Eastern Boulevard, Balti- 
more, Md. 21220 

v. ; 27 cm. — (DA pam 600-8 ; 2) 

This change supersedes Immediate Action Interim Change 
101, dated Oct. 17, 1979. 

Change 6, Mar. 1, 1980. 

@ltem 327-E 

pbk. 

1. United States. Army — Personnel management — Data 
processing. I. Title. II. Title: Military personnel office level 
procedures. III. Series: United States. Dept. of the Army. 
DA pam 600-8 ; 2. 

OCLC 4340659 


80-11726 
D 101.22:600-8-6/ch.6 
United States. Dept. of the Army. 

SIDPERS user manual : Standard Installation/Division 
Personnel System : SIB level procedures, special features and 
command and staff reports. — Washington : Dept. of Defense, 
Dept. of the Army, Headquarters, 1976- 

20310 

v. : ill. ; 27 cm.— (DA pam 600-8 ; 6) 

Change 6, Mar. 1, 1980. 

@ltem 327-E 

pbk. 





1. United States. Army — Personnel management — Data 
processing. 2. Data base management. 3. Electronic data 
processing documentation. I. Title. II. Title: SIB level 
proecdures - special features and command and staff reports. 
III. Series: United States. Dept. of the Army. DA pam 600-8 ; 


6. 
OCLC 2921177 


80-11727 
D 101.60/2:1187 
United States. Army Research Institute for the Behavioral and 
Social Sciences. 

Elements of a battalion integrated sensor system : operator 
and team effectiveness / James H. Banks ... [et al.], Army 
Research Institute for the Behavioral and Social Sciences. — 
Arlington, Va. : [Dept. of Defense], Army Research Institute 
for the Behavioral and Social Sciences, 1975. 

1300 Wilson Boulevard, 22209 

76 p. : ill. ; 26 cm.— (Research report - Army Research 
Institute for the Behavioral and Social Sciences ; 1187) 

AD A025811. 

Dec. 1975. 

Includes bibliographical references. 

pbk. 

1. Night vision devices. 2. Remote sensing. I. Banks, 
James H. II. Title. III. Series: United States. Army Re- 
search Institute for the Behavioral and Social Sciences. Re- 
search report - Army Research Institute for the Behavioral 
and Social Sciences ; 1187. 

OCLC 4334684 
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should be ordered from Office of the Chief of Engineers, Publi- 
cations Depot, 890 Pickett St., Alexandria, Va. 22304. 


80-11728 
D 103.2:D 26 
Coordinating Committee on Great Lakes Basic Hydraulic and 
Hydrologic Data. 

Establishment of international Great Lakes datum (1955) / 
by the Coordinating Committee on Great Lakes Basic Hy- 
draulic and Hydrologic Data.—2d ed. — [Washington 
Dept. of Defense, Dept. of The Army, Corps of Engineers], 
1979 i.e. 1980. 

20314 

17, A-59 p. ; 28 cm. 

Dec. 1979. 

@ltem 337 

pbk. 

1. Great Lakes. 
OCLC 6162142 


80-11729 


2. Great Lakes — Water level. I. Title. 


D 103.2:En 8/2 
Environmental analysis of central Ohio — an initial approxima- 
tion : map folio / edited by Dennis M. Anderson and Charles 
C. King ; prepared by Ohio Biological Survey, College of 
Biological Sciences, the Ohio State University ; prepared for 
Department of the Army, Huntington District, Corps of Engi- 
neers. — Huntington, W. Va. : The District ; [Washington : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off.], 1976. 
20402 
ca. 165 p. in various pagings : maps ; 64 cm. 


Government Publications — June 1980 


Maps at scale 1:500,000; Universal Transverse Mercator 
projection. 

“Ohio State University Research Foundation project 
number RF-3492.” 

Contract no. DACW69-72-C-0161. 

Nov. 1976. 

Includes: Physical components, Biological components, and 
Human and cultural components. 

Includes bibliographical references. 

S/N 008-022-00111-5 

pbk. : $62.00 

1. Physical geography — Ohio — Maps. 
raphy — Ohio. 3. Ohio— Maps. I. Anderson, Dennis M. 
II. King, Charles C. III. Ohio Biological Survey. IV. 
United States. Army. Corps of Engineers. Huntington Dis- 
trict. V. Ohio. State University, Columbus. Research Foun- 
dation. 
OCLC 6109633 


80-11730 


2. Physical geog- 


D 103.2:F 71 
Folklore nature trail. — [Louisville, Ky. : Dept. of Defense, 

Dept. of the Army, Corps of Engineers, Louisville District, 
19807] 

40201 

40 p. : ill. ; 21 cm. 

@ltem 337 

pbk. 

1. Kentucky — Description and travel. I. United States. 
Army. Corps of Engineers. Louisville District. 
OCLC 6162225 


80-11731 
D 103.2:G 82/2 
United States. Army. Corps of Engineers. Green River Area. 
Operation Green River / prepared by U.S. Army Corps of 
Engineers Interpretive Staff. — Louisville, Ky. : [Dept. of De- 
fense], Dept. of the Army, Corps of Engineers, Louisville 
District, 1980. 
40201 
8 p. : ill. map ; 21 cm. 
@ltem 337 
pbk. 
1. Green River Lake, Ky. 
OCLC 6213235 


80-11732 


I. Title. 


D 103.2:K 41 
United States. Army. Corps of Engineers. Green River Area. 

Kentucky, this is your leaf / prepared by the U.S. Army 
Corps of Engineers, Green River Interpretive Division. — 
Louisville, Ky. : [Dept. of Defense], Dept. of the Army, 
Corps of Engineers, Louisville District, [1980?] 

40201 

16 p. : ill. ; 21 cm. 

@ltem 337 

pbk. 

1. Trees — Kentucky. I. United States. Army. Corps of 
Engineers. Louisville District. II. Title. 
OCLC 6208099 


80-11733 
D 103.2:L 47 
United States. Army. Corps of Engineers. Green River Area. 
The other side of the leaf ; dangerous plants in Kentucky / 
prepared by the U.S. Army Corp of Engineers, Green River 
Area Interpretive Staff. — Louisville, Ky. : [Dept. of De- 
fense], Dept. of the Army, Corps of Engineers, Louisville 
District, 1980. 
40201 
22 p. : ill. ; 21 cm. 
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pbk. 

1. Poisonous plants — Kentucky. I. Title. 
OCLC 6208188 


80-11734 
D 103.2:Sn 1/5 
United States. Army. Corps of Engineers. Green River Area. 
Poisonous snakes of central Kentucky / prepared by the 
Interpretive Staff of Green River Lake. — Louisville, Ky. : 
[Dept. of Defense], Dept. of the Army, Corps of Engineers, 
Louisville District, 1980. 


pbk. 
1. Poisonous snakes — Kentucky. 
OCLC 6213195 


80-11735 


I. Title. 


D 103.6/5:C 15 
United States. Army. Corps of Engineers. 

Camper’s first aid. — Washington : [Dept. of Defense, 
Dept. of the Army], Corps of Engineers : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., [1980] 

20402 

14 p. : ill. ; 21 cm. 

@ltem 337-B 

S/N 008-022-00143-3 

pbk. : $1.50 

1. First aid in illness and injury — Handbooks, manuals, etc. 
I. Title. 

OCLC 6162024 


80-11736 
D 103.35:Ar 4/979 
United States. Army. Corps of Engineers. Southwestern Divi- 
sion. 

Water resources development by the U.S. Army Corps of 
Engineers in Arkansas. [Dallas, Tex., Dept. of Defense, Dept. 
of the Army], Corps of Engineers, Southwestern Division. 

Main Tower Bldg., 1200 Main St., 75202 

ill. (some col.) maps (some col.) 27 cm. 

Spine title: Water resources development, Arkansas 

Jan. 1979. 

Includes index. 

@ltem 334-A-6 

Continues: United States. Army. Corps of Engineers. Water 
resources development by the U.S. Army Corps of Engineers 
in Arkansas 

1. Water resources development — Arkansas — Periodicals. 
2. Flood control — Arkansas — Periodicals. I. Title. 

OCLC 6205111 


80-11737 
D 103.53:M-268/v.1-2 
Shahin, Mohamed Y. 

Development of a pavement condition rating procedure for 
roads, streets, and parking lots / Mohamed Y. Shahin, Starr 
D. Kohn. — Champaign, Ill. : [Dept. of Defense], Dept. of the 
Army, Construction Engineering Research Laboratory : for 
sale by the National Technical Information Service, 1979. 

22161 

2 v. : ill. ; 27 cm.— (Technical report - Construction 
Engineering Research Laboratory ; M-268) 

July 1979. 

Errata sheets, 1 page each, were issued for volume I and 
volume II. 

Contents: v.1-Condition rating procedure.—V.2. Distress 
identification manual. 
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k. 

1. Pavements. I. Kohn, Starr D., joint author. II. Con- 
struction Engineering Research Laboratory. III. Title. IV. 
Series: Construction Engineering Research Laboratory. Tech- 
nical report - Construction Engineering Research Laboratory 
; M-26. 

OCLC 5452267 


80-11738 
D 103.62:Am 5 
United States. Army. Corps of Engineers. Fort Worth District. 

Amistad hydroelectric plant, Rio Grande, Val Verde 
County, Texas : final environmental statement / prepared by 
United States Army Engineer District Fort Worth, Texas ; 
International Boundary and Water Commission, United States 
and Mexico, United States Section.— Fort Worth, Tex. : 
[Dept. of Defense, Dept. of the Army, Corps of Engineers], 
Fort Worth District, 1976. 

76102 

ca. 150 p., [3] fold. leaves of plates : ill., graphs ; 27 cm. 

Nov. 1976. 

Bibliography: p. R-3. 

pbk. 

1. Water-power electric plants — Environmental aspects — 
Amistad Reservoir, Tex. and Mexico. 2. Amistad Reservoir 
region, Tex. and Mexico. I. International Boundary and 
Water Commission (U.S. and Mexico). United States Section. 
II. Title. 

OCLC 6166650 


80-11739 
D 103.62:Ap 5/supp.2 
United States. Army. Corps of Engineers. Portland District. 

Applegate Lake : Rogue River Basin, Oregon / U.S. Army 
Engineer District, Portland, Oregon. — Portland, Or. : [Dept. 
of Defense, Dept. of the Army], Corps of Engineers, Portland 
District, 1976. 

97208 

ca. 300 p. in various pagings, [6] fold. leaves of plates : ill., 
maps ; 27 cm. 

Aug. 1976. 

At head of title: Final supplement no. 2, environmental 
impact statement. 

Bibliography: p. A-1 - A-6. 

pbk. 

1. Rouge River Basin project. 2. Flood control — 
Oregon — Rouge River. 3. Water resources development — 
Oregon — Rouge River. 4. Floods, Dams and reservoirs — 
Oregon — Rouge River. I. Title. 

OCLC 6151503 


80-11740 
D 103.62:Op 2/2 
United States. Army. Corps of Engineers. Tulsa District. 
Operation and maintenance program : Keystone Lake, Ar- 
kansas River, Oklahoma / prepared by Dept. of the Army, 
Tulsa District, Corps of Engineers. — Tulsa, Okla. : [Dept. of 
Defense], Dept. of the Army, Corps of Engineers, Tulsa Dis- 
trict, 1975. 
74102 
ca. 150 p. in various pagings : map ; 27 cm. 
Dec. 1975. 
At head of title: Final environmental statement. 
Bibliography p. A-3. 
pbk. 
1. Flood dams and reservoirs — Oklahoma — Keystone 
Reservoir. 2. Water resources development — Oklahoma — 
Keystone Reservoir. 3. Keystone Reservoir, Okla. I. Title. 
II. Title: Keystone Lake, Arkansas River, Oklahoma. 
OCLC 6096242 





80-11741 
D 103.62:R 25 
United States. Army. Corps of Engineers. Jacksonville District. 

Proposal to construct a 200,000 BPCD refinery and marine 
platform termal by the Virgin Islands Refinery Corporation, 
St. Croix, U.S. Virgin Islands / U.S. Army Engineer District, 
Jacksonville, Florida. — Jacksonville, Fla. : [Dept. of Defense, 
Dept. of the Army, Corps of Engineers, Jacksonville Dis- 
trict], 1976. 

P.O. Box 4970, 32201 

A-E, 57, [65] p., 12 leaves of plates (some folded) : ill., 
maps : 27 cm. 

Jan. 1976. 

At head of title: Final environmental impact statement 
(permit) 

pbk. 

1. Petroleum refineries — Environmental aspects — Virgin 
Islands of the United States —St. Croix. 2. Underwater 
pipelines — Virgin Islands of the United States — St. Croix. 
I. Virgin Islands Refinery Corporation. II. Title. 

OCLC 6096702 


QUARTERMASTER GENERAL OF THE 
ARMY 
Defense Dept. 
Washington, DC 
80-11742 
D 106.21:76-22 FEL 
Sharma, Shri C. 

Procedures to minimize mechanical damage to freeze-dried 
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counting Office, 1980. 

20548 

vii, 129 p. : ill. ; 27 cm. 

“GGD-80-16.” 

“B-197578.” 

Feb. 29, 1980. 

Includes bibliographical references. 

@ltem 546-D (microfiche) 

pbk. 

1. Antitrust law — United States. 2. United States. Dept. 
of Justice. Antitrust Division. 3. United States. Federal 
Trade Commission. I. Title. 

OCLC 6180457 


80-12329 


GA 1.13:GGD-80-17 
United States. General Accounting Office. 

Review of the activities of the House Office Equipment 
Service for the year ended June 30, 1979 : report / by the 
Comptroller General of the United States. — [Washington] : 
General Accounting Office, 1979. 

20548 

4, 5 p. ; 27 cm. 

“GGD-80-17.” 

“B-114865.” 

Nov. 21, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. United States. Congress. House. Office Equipment Serv- 
ice — Accounting. I. Title. 

OCLC 6105383 


Government Publications — June 1980 


80-12330 
GA 1.13:OISS-80-01 
United States. General Accounting Office. 

Summaries of conclusions and recommendations on Depart- 
ment of Defense operations. [Washington] General Account- 
ing Office. 

20548 

28 cm. 

“Report to the House and Senate Committees on appropri- 
ations by the Comptroller General of the United States.” 

“OISS-80-01.” 

“B-197287.” 

Jan. 21, 1980. 

Annual. 

@ltem 546-D (microfiche) 

1. United States. Dept. of Defense — Periodicals. 2. 
United States. Dept. of Defense — Auditing and inspection — 
Periodicals. I. Title. 

UA23.2.G45b 

79-643374 
353.6/05 
OCLC 5143021 


80-12331 
GA 1,13:OISS-80-02 
United States. General Accounting Office. 

Summaries of conclusions and recommendations on the op- 
erations of civil departments and agencies. [Washington] Gen- 
eral Accounting Office. 

20548 

28 cm. 

“Report to the House and Senate Committees on appropri- 
ations by the Comptroller General of the United States.” 

“OISS-80-02.” 

“B-197287.” 

Jan. 21, 1980. 

Includes index. 

Annual. 

@ltem 546-D (microfiche) 

ISSN 0193-2926 

1. United States— Executive departments — Periodicals. 
2. Administrative agencies — United States — Periodicals. 3. 
United States — Appropriations and expenditures — Periodi- 
cals. I. Title. 

JK671.G45a 

79-643368 
353.04/05 
OCLC 5143070 


ASSISTANT PUBLIC PRINTER 
(Superintendent of Documents) 
Government Printing Office 
Washington, DC 20402 


Subject bibliography . . . available free upon request from the 
Supt. of Docs., U.S. Govt. Print. Off. Orders must included SB 
number. 


80-12332 
GP 3.22/2:011/7 
United States. Superintendent of Documents. 
United States postage stamps. — Washington : U.S. Gov- 
ernment Printing Office, Superintendent of Documents, 1980. 
20402 


2 p. ; 26cm. — (Subject bibliography SB ; 011) 
Feb. 13, 1980. 

@ltem 552-A 

pbk. 
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Assistant Public Printer — (Superintendent of Documents) Government Printing Office 


1. Government publications — Bibliography. 2. Postage- 
stamps — United States — Bibliography. I. Title. II. Series. 
OCLC 6107406 


80-12333 
GP 3.22/2:025/6 
United States. Superintendent of Documents. 
Supreme Court reports. — Washington : U.S. Government 
Printing Office, Superintendent of Documents, 1980. 
20402 
8 p. ; 26cm. — (Subject bibliography SB ; 025) 
Feb. 14, 1980. 
@ltem 552-A 
pbk. 
1. Government publications — Bibliography. 2. United 
States. Supreme Court — Bibliography. I. Title. II. Series. 
OCLC 6137026 


80-12334 
GP 3.22/2:038/5 
United States. Superintendent of Documents. 
Floriculture. — Washington : U.S. Government Printing 
Office, Superintendent of Documents, 1980. 
20402 
5 p. ; 26 cm. — (Subject bibliography SB ; 038) 
Mar. 11, 1980. 
@ltem 552-A 
pbk. 
1. Government publications — Bibliography. 2. Floricul- 
ture — Bibliography. I. Title. II. Series. 
OCLC 6175646 


80-12335 
GP 3.22/2:066/5 
United States. Superintendent of Documents. 

Internal Revenue cumulative bulletins. — Washington : U.S. 
Government Printing Office, Superintendent of Documents, 
1980. 

20402 

6 p. ; 26 cm. — (Subject bibliography SB ; 066) 

Feb. 14, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. Tax- 
ation — United States — Bibliography. 3. United States. In- 
ternal Revenue Service — Bibliography. I. Title. II. Series. 
OCLC 6137050 


80-12336 
GP 3.22/2:067/6 
United States. Superintendent of Documents. 

Board of Tax Appeals and Tax Court reports. — Washing- 
ton : U.S. Government Printing Office, Superintendent of 
Documents, 1980. 

20402 

7 p. ; 26cm. — (Subject bibliography SB ; 067) 

Jan. 14, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. United 
States. Tax Court — Bibliography. 3. United States. Board 
of Tax Appeals — Bibliography. I. Title. II. Series. 

OCLC 6107482 


80-12337 
GP 3.22/2:070/5 
United States. Superintendent of Documents. 
Mammals and reptiles. — Washington : U.S. Government 


Printing Office, Superintendent of Documents, 1980. 
20402 


4 p. ; 26 cm. — (Subject bibliography SB ; 070) 
Page 176 


Jan. 28, 1980. 

@ltem 552-A 

pbk. 

1. Government 
mals — Bibliography. 
II. Series. 

OCLC 6166571 


Mam- 
I. Title. 


publications — Bibliography. 2. 
3. Reptiles — Bibliography. 


80-12338 
GP 3.22/2:074/4 
United States. Superintendent of Documents. 

Juvenile delinquency. — Washington : U.S. Government 
Printing Office, Superintendent of Documents, 1980. 

20402 

8 p. ; 26 cm. — (Subject bibliography SB ; 074) 

Jan. 15, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. Juvenile 
delinquency — Bibliography. 3. Juvenile justice, Administra- 
tion of — United States — Bibliography. I. Title. II. Series. 
OCLC 6137082 


80-12339 
GP 3.22/2:076/5 
United States. Superintendent of Documents. 

Firefighting, prevention, and forest fires. — Washington : 
U.S. Government Printing Office, Superintendent of Docu- 
ments, 1980. 

20402 

12 p. ; 26 cm. — (Subject bibliography SB ; 076) 

Jan. 17, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. Forest 
fires — Prevention and control — Bibliography. 3. Fire pre- 
vention — Bibliography. I. Title. II. Series. 

OCLC 6120605 


80-12340 
GP 3.22/2:083/5 
United States. Superintendent of Documents. 
Educational statistics. — Washington U.S. Goverment 
Printing Office, Superintendent of Documents, 1980. 
20402 
6 p. ; 26cm. — (Subject bibliography SB ; 083) 
Mar. 4, 1980. 
@ltem 552-A 
pbk. 
1. Government publications — Bibliography. 2. Educa- 
tion — Statistics — Bibliography. I. Title. II. Series. 
OCLC 6157782 


80-12341 
GP 3.22/2:094/5 
United States. Superintendent of Documents. 

Irrigation and drainage. — Washington : U.S. Government 
Printing Office, Superintendent of Documents, 1980. 

20402 

4 p. ; 26 cm. — (Subject bibliography SB ; 094) 

Feb. 11, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. 
tion — United States — Bibliography. 
States — Bibliography. I. Title. 
OCLC 6175676 


Irriga- 
3. Drainage — United 
II. Series. 





80-12342 
GP 3.22/2:097/4 
United States. Superintendent of Documents. 

National and world economy. — Washington : U.S. Gov- 
ernment Printing Office, Superintendent of Documents, 1980. 

20402 

41 p. ; 26 cm. — (Subject bibliography SB ; 097) 

Feb. 1, 1980. 

@ltem 552-A 

pbk. 

1. Economic policy — Bibliography. 2. United States — 
Economic conditions — 1971-— Bibliography. 3. Govern- 
ment publications — Bibliography. I. Title. II. Series. 
OCLC 6107536 


80-12343 
GP 3.22/2:115/5 
United States. Superintendent of Documents. 

Astronomy and astrophysics. — Washington : U.S. Govern- 
ment Printing Office, Superintendent of Documents, 1980. 

20402 

13 p. ; 26 cm. — (Subject bibliography SB ; 115) 

Feb. 13, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 
omy — Bibliography. 3. 
Title. II. Series. 

OCLC 6097953 


80-12344 


2. Astron- 
Astrophysics — Bibliography. I. 


GP 3.22/2:116/4 
United States. Superintendent of Documents. 

Wildlife management. — Washington : U.S. Government 
Printing Office, Superintendent of Documents, 1980. 

20402 

7 p. ; 26cm. — (Subject bibliography SB ; 116) 

Feb. 12, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 
management — United States — Bibliography. I. 
Series. 

OCLC 6137320 


80-12345 


2. Wildlife 
Title. II. 


GP 3.22/2:117/5 
United States. Superintendent of Documents. 

Law enforcement. — Washington : U.S. Government Print- 
ing Office, Superintendent of Documents, 1980. 

20402 

27 p. ; 26 cm. — (Subject bibliography SB ; 117) 

Jan. 31, 1980. 

@ltem 552-A 

pbk. 

1. Law enforcement — United States — Bibliography. 2. 
Government __ publications — Bibliography. I. Title. II. 
Series. 

OCLC 6107674 


80-12346 
GP 3.22/2:132/5 
United States. Superintendent of Documents. 
Engineering. — Washington : U.S. Government Printing 
Office, Superintendent of Documents, 1980. 
20402 
27 p. ; 26 cm. — (Subject bibliography SB ; 132) 
Feb. 27, 1980. 
@ltem 552-A 
pbk. 


Government Publications — June 1980 


1. Government publications — Bibliography. 
ing — Bibliography. I. Title. II. Series. 
OCLC 6137573 


80-12347 


2. Engineer- 


GP 3.22/2:138/4 
United States. Superintendent of Documents. 

Building science series. — Washington : U.S. Government 
Printing Office, Superintendent of Documents, 1980. 

20402 

8 p. ; 26cm. — (Subject bibliography SB ; 138) 

Jan. 2, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. Build- 
ing — Bibliography. 3. Building materials — Bibliography. 
4. United States. National Bureau of Standards — Bibliogra- 
phy. I. Title. II. Series. 

OCLC 6120648 


80-12348 
GP 3.22/2:143/5 
United States. Superintendent of Documents. 
Fossils. — Washington : U.S. Government Printing Office, 
Superintendent of Documents, 1980. 
20402 
4 p. ; 26 cm. — (Subject bibliography SB ; 143) 
Feb. 15, 1980. 
@ltem 552-A 
pbk. 
1. Government publications — Bibliography. 
ogy — Bibliography. I. Title. II. Series. 
OCLC 6157566 


80-12349 


2. Paleontol- 


GP 3.22/2:166/5 
United States. Superintendent of Documents. 

Foreign area studies. — Washington : U.S. Government 
Printing Office, Superintendent of Documents, 1980. 

20402 

7 p. ; 26cm. — (Subject bibliography SB ; 166) 

Jan. 31, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 
phy — Bibliography. I. Title. II. Series. 
OCLC 6120757 


80-12350 


2. Geogra- 


GP 3.22/2:168/6 
United States. Superintendent of Documents. 

Rural Electrification Administration (REA) forms and bul- 
letins. — Washington : U.S. Government Printing Office, Su- 
perintendent of Documents, 1980. 

20402 

3 p. ; 26cm. — (Subject bibliography SB ; 168) 

Feb. 27, 1980. 

@ltem 552-A 

pbk. 

1. United States. Rural Electrification Administration — 
Bibliography. 2. Government publications — Bibliography. 
I. Title. II. Series. 

OCLC 6120877 


80-12351 
GP 3.22/2:175/5 
United States. Superintendent of Documents. 
Alcoholism. — Washington U.S. Government Printing 
Office, Superintendent of Documents, 1980. 
20402 
11 p. ; 26 cm. — (Subject bibliography SB ; 175) 
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Assistant Public Printer — (Superintendent of Documents) Government Printing Office 


Feb. 26, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. Alcohol- 
ism — Bibliography. I. Title. II. Series. 
OCLC 6166546 


80-12352 
GP 3.22/2:177/4 
United States. Superintendent of Documents. 
Birds. — Washington : U.S. Government Printing Office, 
Superintendent of Documents, 1980. 
20402 
4 p. ; 26cm. — (Subject bibliography SB ; 177) 
Feb. 19, 1980. 
@ltem 552-A 
pbk. 
1. Government publications — Bibliography. 2. Birds — 
United States — Bibliography. I. Title. II. Series. 
OCLC 6120904 


80-12353 
GP 3.22/2:182/4 
United States. Superintendent of Documents. 

United States Air Force manuals. — Washington : U.S. 
Government Printing Office, Superintendent of Documents, 
1980. 

20402 

5 p. ; 26 cm. — (Subject bibliography SB ; 182) 

Jan. 29, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. United 
States. Air Force — Handbooks, manuals, etc. — Bibliogra- 
phy. I. Title. II. Series. 

OCLC 6097913 


80-12354 
GP 3.22/2:204/5 
United States. Superintendent of Documents. 

Budget of the United States government, fiscal year 1981, 
and economic report of the President, January 1980. — Wash- 
ington : U.S. Government Printing Office, Superintendent of 
Documents, 1980. 

20402 

2 p. ; 26 cm. — (Subject bibliography SB ; 204) 

Feb. 14, 1980. 

@ltem 546-D 

pbk. 

1. Government publications — Bibliography. 2. United 
States — Appropriations and expenditures — Bibliography. 3. 
United States—Economic conditions — Bibliography. I. 
Title. II. Series. 

OCLC 6097836 


80-12355 
GP 3.22/2:214/4 
United States. Superintendent of Documents. 
Adult education. — Washington : U.S. Government Print- 
ing Office, Superintendent of Documents, 1980. 
20402 
5 p. ; 26cm. — (Subject bibliography SB ; 214) 
Feb. 1, 1980. 
@ltem 552-A 
pbk. 
1. Government publications — Bibliography. 2. Adult edu- 
cation — United States — Bibliography. I. Title. II. Series. 
OCLC 6107741 
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80-12356 
GP 3.22/2:228/4 
United States. Superintendent of Documents. 
Congressional directory. — Washington : U.S. Government 
Printing Office, Superintendent of Documents, 1980. 
20402 
1 p. ; 26cm. — (Subject bibliography SB ; 228) 
Feb. 14, 1980. 
@ltem 552-A 
pbk. 
1. United States. Congress — Directories. 2. Government 
publications — Bibliography. I. Title. II. Series. 
OCLC 6157630 


80-12357 
GP 3.22/2:238/3 
United States. Superintendent of Documents. 

Conservation. — Washington : U.S. Government Printing 
Office, Superintendent of Documents, 1980. 

20402 

9 p. ; 26 cm. — (Subject bibliography SB ; 238) 

Feb. 4, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. Conserva- 
tion of natural resources — United States — Bibliography. I. 
Title. II. Series. 

OCLC 6107839 


80-12358 
GP 3.22/2:246/5 
United States. Superintendent of Documents. 

Alcohol, tobacco, and firearms. — Washington : U.S. Gov- 
ernment Printing Office, Superintendent of Documents, 1980. 

20402 

5 p. ; 26cm. — (Subject bibliography SB ; 246) 

Jan. 1, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. Alcohol — 
Bibliography. 3. Firearms — Bibliography. 4. Tobacco — 
Bibliography. I. Title. II. Series. 

OCLC 6107876 


80-12359 
GP 3.22/2:252/4 
United States. Superintendent of Documents. 
Smithsonian Institution popular publications. — Washington 
: U.S. Government Printing Office, Superintendent of Docu- 
ments, 1980. 
20402 
16 p. ; 26 cm. — (Subject bibliography SB ; 252) 
Jan. 20, 1980. 
@ltem 552-A 
pbk. 
1. Government publications — Bibliography. 2. Smithsoni- 
an Institution — Bibliography. I. Title. II. Series. 
OCLC 6107912 


80-12360 
GP 3.22/2:259/4 
United States. Superintendent of Documents. 
Subversive activities. —- Washington : U.S. Government 
Printing Office, Superintendent of Documents, 1979. 
20402 


5 p. ; 26 cm. — (Subject bibliography SB ; 259) 
Dec. 27, 1979. 

@ltem 552-A 

pbk. 





1. Government publications — Bibliography. 2. Subversive 
activities— United States— Bibliography. I. Title. II. 
Series. 

OCLC 6120951 


80-12361 
GP 3.22/2:270/4 
United States. Superintendent of Documents. 

Occupational outlook handbook. — Washington : U.S. Gov- 
ernment Printing Office, Superintendent of Documents, 1980. 

20402 

4 p. ; 26 cm. — (Subject bibliography SB ; 270) 

Feb. 13, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. United 
States — Occupations — Bibliography. 3. Vocational guid- 
ance — United States — Bibliography. I. Title. II. Series. 
OCLC 6175745 


80-12362 
GP 3.22/2:272/4 
United States. Superintendent of Documents. 
United States intelligence activities. — Washington : U.S. 


Government Printing Office, Superintendent of Documents, 
1979. 


20402 

9 p. ; 26cm. — (Subject bibliography SB ; 272) 

Dec. 28, 1979. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. Military 
intelligence — Bibliography. 3. Intelligence service — United 
States — Bibliography. I. Title. II. Series. 

OCLC 6107951 
80-12363 
GP 3.22/2:284/3 
United States. Superintendent of Documents. 

Africa. — Washington : U.S. Government Printing Office, 
Superintendent of Documents, 1980. 

20402 

10 p. ; 26 cm. — (Subject bibliography SB ; 284) 

Jan. 29, 1980. 

@ltem 552-A 

pbk. 

1. Government publications — Bibliography. 2. Africa — 
Bibliography. I. Title. II. Series. 

OCLC 6097975 
80-12364 
GP 3.22/2:295/2 
United States. Superintendent of Documents. 

Securities and investments. — Washington : U.S. Govern- 
ment Printing Office, Superintendent of Documents, 1980. 

20402 


6 p. ; 26 cm. — (Subject bibliography SB ; 295) 
Feb. 13, 1980. 

@ltem 552-A 

pbk. 


1. Government publications — Bibliography. 2. Securi- 


ties— United States— Bibliography. 3. 
United States — Bibliography. I. Title. 
OCLC 6107986 


80-12365 


Investments — 
II. Series. 


GP 3.22/2:297/2 
United States. Superintendent of Documents. 
Space, rockets and satellites. — Washington : U.S. Govern- 
ment Printing Office, Superintendent of Documents, 1979. 
20402 


15 p. ; 26 cm. — (Subject bibliography SB ; 297) 


Government Publications — June 1980 


Dec. 12, 1979. 

@item 552-A 

pbk. 

1. Government publications — Bibliography. 2. Outer 
space — Exploration — United States — Bibliography. 3. As- 
tronautics — United States — Bibliography. 4. Manned space 
flight — Bibliography. I. Title. II. Series. 

OCLC 6098026 


GENERAL SERVICES ADMINISTRATION 
Washington, DC 20405 


80-12366 
GS 1.1:979 
United States. General Services Administration. 
General Services Administration annual report. [Washing- 
ton] General Services Administration. 
20405 
ill. 27 cm. 
1979. 
@ltem 558 
ISSN 0190-2830 
Continues: United States. General Services Administration. 
Administrator’s annual report - General Services Administra- 
tion 
1. United States. General Services Administration — Perio- 
dicals. 2. Government purchasing — United States — Perio- 
dicals. 3. United States —- Government property — Periodi- 
cals. I. Title. 


sc-79002676 
OCLC 1266047 


80-12367 
GS 1.6/9:ADM P 1035.8 
United States. General Services Administration. 
Federal information center (FIC) operations. — Washington 
: General Services Administration, 1979. 
20405 
ca. 150 p. in various pagings : ill. ; 27 cm. 
At head of title: Handbook. 
“ADM P 1035.8.” 
May 30, 1978. 
@ltem 559-D 
pbk. 
1. Information services — United States. 2. Government 
publicity — United States. I. Title. 
OCLC 5972489 


FEDERAL SUPPLY SERVICE 
General Services Administration 
Washington, DC 20390 


80-12368 
GS 2.2:F 31/2 
United States. Federal Supply Service. 

Federal Supply Service : a direction for the future. — 
[Washington : General Services Administration], Federal 
Supply Service, 1979. 

20405 

68 p. ; 27 cm. 

@ltem 564 

pbk. 

1. United States. Federal Supply Service. 
OCLC 6208455 


I. Title. 
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Federal Register Office — General Services Administration 


80-12369 
GS 2.6/3:B 49/977 
United States. Federal Supply Service. 

GBL’s, : how to prepare and process U.S. Government 
bills of lading. — [rev. ed.] — [Washington] : General Services 
Administration, Federal Supply Service : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1977. 

20402 

iii, 48 p. : ill. ; 27 cm. 

November 1977. 

@ltem 564-A 

S/N 022-005-00006-5 

pbk. : $2.20 

1. Bills of lading — United States. I. Title. II. Title: How 
to prepare and process U.S. Government bills of lading. 
OCLC 4551963 


80-12370 
GS 2.8/2:980 
Index of Federal specifications, standards and commercial item 

descriptions. [Washington] General Services Administration, 
Federal Supply Service; [for sale by the Supt. of Docs., U.S. 
Govt. Print. Off.] 

20402 

26 cm. 

$15.00 (U.S., including basic index and cumulative supple- 
ments) $18.75 (foreign) 

May 1979- 

“FPMR 101-29.1.” 

Jan. 1, 1980, basic. 

Index is a consolidation of the previous index and the 
November cumulative supplement. 

“The cumulative list of canceled documents is now pub- 
lished on a triennial basis as an appendix to the basic index.” 

Updated by cumulative supplements issued in Mar., May, 
July, Sept., and Nov. 

Annual. 

@ltem 565 

S/N 022-001-81002-9 

Continues: Index of Federal specifications and standards 
ISSN 0364-1414 

1. Government purchasing — United States — Periodicals. 
2. Specifications — Indexes. 3. United States — Government 
property — Periodicals. I. United States. Federal Supply 
Service. 
OCLC 5730039 


Federal standards may be purchased from General Services 
Administration, Specifications Activity, Special Programs Divi- 
sion, Building 197, Naval Weapons Plant, Washington, DC 
20407. All checks and money orders should be made payable to 
the Treasurer of the United States. Single copies are available 
without charge at the nearest GSA regional office. 


80-12371 


GS 2.8/3:122 T 
United States. Federal Supply Service. 

Automobiles, sedans and station wagons (internal combus- 
tion engine powered). — [Washington] : General Services Ad- 
ministration, Federal Supply Service, 1979. 

20407 

20 p. : map ; 28 cm.— (Federal standard ; no. 122 T 
(GSA-FSS)) 

FSC 2310. 

Superseding Federal standard no. 122S, October 16, 1978, 
Federal specification KKK-A-811 and KKK-A-850, January 
3, 1977. 

October 15, 1979. 

@ltem 563 

pbk. 
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1. Automobiles — Standards. 2. United States — Govern- 
ment property — Standards. I. Title. II. Series. 
OCLC 6212641 


80-12372 


GS 2.8/3:368 A 


United States. Federal Supply Service. 


Quality control system requirements. — [Washington] 
General Services Administration, Federal Supply Service, 
1979 i.e. 1980. 

Specification Sales, Bldg. 197 (Washington Navy Yard), 
20407 

3 p. ; 26 cm. — (Federal standard ; no. 368 A) 

“FSC MISC.” 

Caption title. 

Superseding Federal standard 368, July 27, 1977. 

December 10, 1979. 

@ltem 563 

pbk. 

1. Quality control. 2. United States — Government prop- 
erty — Standards. I. Title. II. Series. 

OCLC 6151406 


80-12373 


GS 2.8/7:373 


United States. Federal Supply Service. 


Instrumental color measurements of retroreflective materi- 
als and devices under nighttime illuminating and viewing con- 
ditions. — [Washington] : General Services Administration, 
Federal Supply Service, 1979 i.e. 1980. 

Specifications Sales, Bldg. 197 (Washington Navy Yard), 
20407 

18 p. : ill. ; 28 cm. — (Federal test method standard ; 373) 

FSC 8010. 

December 1, 1979. 

@ltem 563 

pbk. 

1. Optical materials — Testing. I. Title. II. Series. 

OCLC 6137774 


FEDERAL REGISTER OFFICE 
General Services Administration 
Washington, DC 20408 


80-12374 


GS 4.108:ind./980 


United States. Office of the Federal Register. 


Code of Federal regulations. CFR index and finding aids. 
[Washington] General Services Administration, National Ar- 
chives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$8.50 $2.00 (microfiche) 

1980. 

Special edition of the Federal register, containing a codifi- 
cation of documents of general applicability and future effect 
.. with ancillaries. 

Revised as of Jan. 1. 

@ltem 572-B, 572-C (microfiche) 

S/N 022-003-94107-0 ; 022-003-93895-8 (microfiche) 

1. United States. Office of the Federal Register. Code of 
Federal regulations — Indexes. 2. Administrative law — 
United States — Indexes. I. Title. 

OCLC 2786662 





80-12375 
GS 4.108:6/980 
United States. Office of the Federal Register. 

Code of Federal regulations. [Title] 6. Economic stabiliza- 
tion. [Washington] General Services Administration, National 
Archives and Records Service, Office of the Federal Register; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$3.75 $2.00 (microfiche) 

1980. 
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pbk. 

1. Communicable diseases — Bibliography. 2. Diseases — 
Transmission — Bibliography. 3. Underdeveloped areas — 
Public health — Bibliography. I. United States. Office of In- 
ternational Health. II. Agency for International Develop- 
ment. Office of Health. III. White (E. H.) Company. IV. 
Title. V. Title: Communicable diseases and health planning 
references. VI. Series. VII. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 
(PHS) 79-50090. 

OCLC 6132745 


PRESIDENT’S COUNCIL ON PHYSICAL 
FITNESS AND SPORTS 
Health, Education, and Welfare Dept. 
Washington, DC 20201 
80-12404 
HE 20.102:St 4 

United States. President’s Council on Physical Fitness and 

Sports. 

An introduction to running : one step at a time / developed 
by the President’s Council on Physical Fitness and Sports. — 
[Washington] : the Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1980. 

20402 

[16] p. : ill. ; 23 x 10 cm. 

@ltem 484-D-3 

S/N 017-001-00425-1 

pbk. : $1.75 

1. Running. 
OCLC 6175776 


I. Title. 


NATIONAL INSTITUTES OF HEALTH 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 

80-12405 
HE 20.3002:H 88 
Issues in research with human subjects : a symposium / spon- 
sored by the Royal Society of Medicine ... [et al.]. — Bethes- 
da, Md. : Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health ; Washington : 


for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1980. 
20402 


v, 198 p. : ill. ; 24 cm.— (DHEW publication ; no. (NIH) 
80-1858) 
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Symposium held Mar. 20-21, 1978 at National Institutes of 
Health. 

Mar. 1980. 

Includes bibliographical references. 

@ltem 507 

S/N 017-053-01072-8 

pbk. : $4.75 

1. Human experimentation in medicine — Congresses. 2. 
Medical research — Congresses. 3. Medical ethics — Con- 
gresses. I. United States. National Institutes of Health. II. 
Royal Society of Medicine. III. Series: United States. Dept. 
of Health, Education, and Welfare. DHEW publication ; no. 
(NIH) 80-1858. 
OCLC 6168128 


80-12406 
HE 20.3013/2-2:979 
National Institutes of Health. Division of Research Grants. Sta- 
tistics and Analysis Branch. 

National Institutes of Health research grants. [Bethesda, 
Md.], Dept. of Health, Education, and Welfare, Public Health 
Service, National Institutes of Health, Division of Research 
Grants, Statistics and Analysis Branch; Washington, for sale 
by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 


24 cm. (DHEW publication ; no. (NIH) 80-1042) 

$6.50 

Spine title: NIH research grants 1977/78- 

Report covers fiscal year 1979. 

@ltem 507-D 

S/N 017-040-00467-2 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. Medical research — Research grants — United States — 
States — Directories. I. Title. II. Series: United States. 
Dept. of Health, Education, and Welfare. DHEW publication 
; no. (NIH) 80-1042. 

OCLC 3234119 


80-12407 
HE 20.3013/4:979 
National Institutes of Health. Division of Research Grants. Sta- 
tistics and Analysis Branch. 

National Institutes of Health research and development 
contracts. [Bethesda, Md.] Dept. of Health, Education, and 
Welfare, Public Health Service, National Institutes of Health, 
Division of Research Grants, Statistics and Analysis Branch; 
Washington, for sale by the Supt. of Docs., U. S. Govt. Print. 
Off. 


20402 

24 cm. (DHEW publication ; no. 80-1044) 

$3.50 

Spine title: NIH research and development contracts 1978- 

Report covers fiscal year 1979 funds. 

Supersedes: Public Health Service grants and awards, ISSN 
0502-4749, issued by: United States. Public Health Service. 

@ltem 507-D 

S/N 017-040-00466-4 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

Supersedes in part: Public Health Service grants and 
awards ISSN 0502-4749 

1. United States. National Institutes of Health — Periodi- 
cals. 2. Research and development contracts — United 
States — States — Periodicals. 3. Medical research — United 
States — States — Periodicals. I. Title. II. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW pub- 
lication ; no. (NIH) 80-1044. 
OCLC 3234067 





80-12408 
HE 20.3030/a:Am 1 
Amantadine : does it have a role in the prevention and treat- 
ment of influenza? — [Bethesda, Md. : Dept. of Health, Edu- 
cation, and Welfare, Public Health Service, National Institutes 
of Health, 1979]. 

20014 

[12] p. ; 22 x 9 cm.— (National Institutes of Health con- 
census development conference summary ; v. 2, no. 9) 

Topic of discussion at conference held at the NIH on 
October 15-16, 1979. 

At head of title: Consensus. 

@ltem 507 

pbk. 

1. Antiviral agents — Congresses. 2. Influenza — Preven- 
tion — Congresses. I. United States. National Institutes of 
Health. II. Series: United States. National Institutes of 
Health. National Institutes of Health consensus development 
conference summary ; v. 2, no. 9. 

OCLC 6202388 


80-12409 
HE 20.3030/a:B 74 
The treatment of primary breast cancer : management of local 
disease. — [Bethesda, Md. : Dept. of Health, Education, and 
Welfare, Public Health Service, National Institutes of Health, 
1979]. 

20014 

folder (6 p.) ; 22 x 9 cm. — (National Institutes of Health 
concensus development conference summary ; v. 2, no. 5) 

At head of title: Consensus. 

Topic of discussion at conference held at the National Insti- 
tutes of Health on June 5, 1979. 

pbk. 

1. Breast — Cancer — Congresses. I. United States. Na- 
tional Institutes of Health. II. Series: United States. National 
Institutes of Health. National Institutes of Health consensus 
development conference summary ; v. 2, no. 5. 

OCLC 6202314 


80-12410 
HE 20.3030/a:St 4 
Steriod receptors in breast cancer. — [Bethesda, Md. : Dept. of 
Health, Education, and Welfare, Public Health Service, Na- 
tional Institutes of Health, 1979]. 

20014 

folder (6 p.) ; 22 x 9 cm. — (National Institutes of Health 
concensus development conference summary ; v. 2, no. 6) 

Topic of discussion at conference held at the National Insti- 
tutes of Health on June 27-29, 1979. 

At head of title: Consensus. 

pbk. 

1. Breast — Cancer — Congresses. 2. Steriod hormones — 
Receptors — Congresses. I. United States. National Insti- 
tutes of Health. II. Series: United States. National Institutes 
of Health. National Institutes of Health consensus develop- 
ment conference summary ; v. 2, no. 6. 

OCLC 6202348 


Government Publications — June 1980 


NATIONAL CANCER INSTITUTE 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


80-12411 


HE 20.3158:H 34/979 


United States. National Cancer Institute. Division of Cancer 


Control and Rehabilitation. 

Management guidelines for head and neck cancer / sup- 
ported by Division of Cancer Control and Rehabilitation, 
National Cancer Institute, National Institutes of Health. — 
Bethesda, Md. : Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health, 1979. 

20205 

ca. 150 p. in various pagings : ill. ; 28 cm.— (DHEW 
publication ; no. (NIH) 80-2037) 

Sept. 1979. 

Bibliography: p. [137]. 

@ltem 507-G-6 

pbk. 

1. Cancer — Management. 2. Head—Cancer. 3. Neck — 
Cancer. I. Title. II. Series: United States. Dept. of Health, 
Education, and Welfare. DHEW publication ; no. (NIH) 80- 
2037. 

OCLC 6109451 


80-12412 


HE 20.3158:Sm 7/2 


United States. National Institutes of Health. 


Let’s help smokers quit : a guide for the dental profession- 
al. — [Bethesda, Md.] : Dept. of Health, Education, and Wel- 
fare, Public Health Service, National Institutes of Health, 
[National Cancer Institute, 1980] 

20205 

[8] p. ; 23 cm. — (DHEW publication ; no. (NIH) 80-1825- 
A) 

Produced in cooperation with American Dental Assoica- 
tion. 

Feb. 1980. 

@ltem 507-G-6 

pbk. 

1. Cigarette habit. 2. Mouth—Cancer. 3. Cancer educa- 
tion. I. United States. National Cancer Institute. II. Ameri- 
can Dental Association. III. Title. IV. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW pub- 
lication ; no. (NIH) 80-1825-A. 

OCLC 6161887 


80-12413 


HE 20.3162:53 


Symposium on Epidemiology and Cancer Registries in the Pa- 


cific Basin, 2d, Maui, Hawaii, 1978. 

Second Symposium on Epidemiology and Cancer Registries 
in the Pacific Basin. — Bethesda, Md. : Dept. of Health, Edu- 
cation, and Welfare, Public Health Service, National Institutes 
of Health, National Cancer Institute ; Washington : for sale 
by Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

205 p. : ill, maps ; 29 cm.— (National Cancer Institute 
monograph ; 53) (DHEW publication ; no. (NIH) 79-1864) 

Conference held in Maui, Hawaii, January 16-20, 1978; 
sponsored by Division of Cancer Research Resources and 
Centers, National Cancer Institute. 

Includes bibliographical references. 

@ltem 507-L 

S/N 017-042-00142-1 

$7.50 
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National Heart, Lung, and Blood Institute — Health, Education, and Welfare Dept. 


1. Cancer — Reporting — Pacific area— Congresses. I. 
United States. National Cancer Institute. Division of Cancer 
Research Resources and Centers. II. Title. III. Series: 
United States. National Cancer Institute. Monograph ; 53. 
IV. Series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 79-1864. 

OCLC 5949645 


NATIONAL HEART, LUNG, AND BLOOD 
INSTITUTE 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


80-12414 


HE 20.3202:Au 2 
National High Blood Pressure Education Program. 

Audiovisual aids for high blood pressure education. — Be- 
thesda, Md. : Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Heart, 
Lung, and Blood Institute, National High Blood Pressure 
Program, 1979 i.e. 1980. 

20205 

viii, 195 p. ; 22 x 28 cm.— (DHEW publication ; no. 
(NIH) 80-1663) 

Oct. 1979. 

@ltem 507-E-1 

pbk. 

1. Hypertension — Study and teaching — Audio-visual aids. 
I. Title. II. Series: United States. Dept. of Health, Educa- 
tion, and Welfare. DHEW publication ; no. (NIH) 80-1663. 
OCLC 6159304 


80-12415 


HE 20.3202:C 17/10 
Meeting on Cardiovascular Epidemiology and Biostatistics 
Training Programs, 4th, New Orleans, La., 1979. 

Proceedings of the Fourth Meeting on Cardiovascular Epi- 
demiology and Biostatistics Training Programs / sponsored 
by the Research Training and Development Branch, Division 
of Heart and Vascular Diseases, National Heart, Lung, and 
Blood Institute. — [Bethesda, Md.] : Dept. of Health, Educa- 
tion, and Welfare, Public Health Service, National Institutes 
of Health, 1980. 

20205 

54 p. : ill. ; 28 cm.— (DHEW publication ; no. (NIH) 80- 
2033) 

Held Mar. 18, 1979. 

Feb. 1980. 

@ltem 507-E-1 

pbk. 

1. Cardiovascular systems — Diseases — Congresses. 2. 
Biometry — Congresses. 3. Epidemiology — Statistical meth- 
ods — Congresses. I. National Heart, Lung, and Blood Insti- 
tute. Division of Health and Vascular Diseases. Research 
Training and Development Branch. II. Title. III. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (NIH) 80-2033. 

OCLC 6136952 


80-12416 


HE 20.3202:P 33 
Workshop on Percutaneous Transluminal Coronary Angio- 

plasty, National Institutes of Health, 1979. 

Proceedings of the Workshop on Percutaneous Translu- 
minal Coronary Angioplasty. — Bethesda, Md. : Dept. of 
Health, Education, and Welfare, Public Health Service, Na- 
tional Institutes of Health, 1980. 

20205 

xxvi, 238 p. : ill. ; 28 cm.— (DHEW publication ; no. 
(NIH) 80-2030) 
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Workshop held June 15-16, 1979; sponsored by the Cardiac 
Diseases Branch, Division of Heart, and Vascular Diseases, 
National Heart, Lung, and Blood Institute, Bethesda, Md. 

Mar. 1980. 

Includes bibliographical references. 

@ltem 507-E-1 

pbk. 

1. Heart — Diseases — Congresses. 2. Coronary arteries — 
Diseases — Congresses. 3. Angiography — Congresses. I. 
National Heart, Lung, and Blood Institute. Cardiac Diseases 
Branch. II. Title. III. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 
(NIH) 80-2030. 

OCLC 6213419 


NATIONAL INSTITUTE OF ALLERGY AND 
INFECTIOUS DISEASES 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


80-12417 


HE 20.3252:An 8/980/supp. 


United States. National Institute of Allergy and Infectious Dis- 


eases. 

NIAID catalog of tissue typing antisera. Supplement. [Be- 
thesda, Md.] Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Insti- 
tute of Allergy and Infectious Diseases. 

20205 

21 x 27 cm. (DHEW publication ; no. (NIH) 80-141) 

1978- 

Jan. 1980. 

Includes index. 

@ltem 505-A-1 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

Continues: NIAID Research Resources Branch catalog sup- 
plement 

1. United States. National Institute of Allergy and Infec- 
tious Diseases — Periodicals. 2. Histocompatibility anti- 
sera — Catalogs. I. Title. II. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 
(NIH) 80-141. 

OCLC 6123177 


80-12418 


HE 20.3262/2:Sa 7 


Sarcoidosis / [prepared by the Office of Research Reporting 


and Public Response, National Institute of Allergy and Infec- 
tious Disease, National Institutes of Health]. — [Bethesda, Md. 
: Dept. of Health, Education, and Welfare, Public Health 
Service, National Institutes of Health, 1980] 

20205 

[3] p. ; 22 cm.— (Infectious diseases research) (DHEW 
publication ; no. (NIH) 80-701) 

February 1980. 

@ltem 505-A-1 

pbk. 

1. Sarcoidosis. 1. United States. National Institute of Aller- 
gy and Infectious Diseases. Office of Research Reporting and 
Public Response. II. United States. National Institutes of 
Health. III. Series. IV. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 
(NIH) 80-701. 

OCLC 6098978 





Government Publications — June 1980 
NATIONAL INSTITUTE OF ARTHRITIS, 1. United States. National Institute of Child Health and 
METABOLISM AND DIGESTIVE DISEASES Human Development. Center for Population Research — Per- 
Health, Education. and Welfare Dept iodicals. 2. Population research — United States — Periodi- 

? ’ . 


cals. I. Title. II. Series. 
Bethesda, MD 20014 OCLC 6176331 
80-12419 
HE 20.3302:H 78 


: ; * ‘ ae. 3 ‘ NATIONAL INSTITUTE OF NEUROLOGICAL 
National Institute of Arthritis, Metabolism, and Digestive Dis- 


eases. 

Research availability of anterior pituitary hormones / pre- 
pared by the National Institute of Arthristis, Metabolism, and 
Digestive Diseases. — [Bethesda, Md.] : Dept. of Health, Edu- 
cation, and Welfare, Public Health Service, National Institutes 
of Health, 1980. 

20014 

[7] p. ; 24 cm. — (DHEW publication ; no. (NIH) 80-2084) 

February 1980. 

@ltem 507-A-25 

pbk. 

1. Pituitary hormones. 2. Adenohypophysis. I. United 
States. National Institutes of Health. II. Title. III. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (NIH) 80-2084. 

OCLC 6190832 


80-12420 
HE 20.3302:H 88/3 
National Institute of Arthritis, Metabolism, and Digestive Dis- 
eases. 

Human growth hormone / prepared by the National Insti- 
tute of Arthritis, Metabolism, and Digestive Diseases. — [Be- 
thesda, Md.] : Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health, 1979. 

20014 

[8] p. : ill. ; 23 x 10 cm. — (DHEW publication ; no. (NIH) 
80-1598) 

November 1979. 

@ltem 507-A-25 

pbk. 

1. Dwarfism, Pituitary. 2. Somatotropin. I. United States. 
National Institutes of Health. II. Title. III. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW pub- 
lication ; no. (NIH) 80-1598. 

OCLC 6069453 


NATIONAL INSTITUTE OF CHILD HEALTH 
AND HUMAN DEVELOPMENT 
Health, Education, and Welfare Dept. 

Bethesda, MD 20014 


80-12421 
HE 20.3362/3:P 94/4/980 
United States. National Institute of Child Health and Human 
Development. Center for Population Research. 

Progress report of the Center for Population Research, 
National Institute of Child Health and Human Development. 
[Bethesda, Md., Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health], National 
Institute of Child Health and Human Development, Center 
for Population Research. 

20205 

27 cm. (CPR population research) 

1980. 

@ltem 506-D-5 

Main series: United States. National Institute of Child 
Health and Human Development. Center for Population Re- 
search. CPR population research 


AND COMMUNICATIVE DISORDERS AND 
STROKE 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


80-12422 


HE 20.3502:Ap 1 


United States. National Institutes of Health. 


Aphasia : hope through research / prepared by the Office 
of Scientific and Health Reports, National Institute of Neuro- 
logical and Communicative Disorders and Stroke]. — [Bethes- 
da, Md.] : Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, [National Insti- 
tute of Neurological and Communicative Disorders and 
Stroke, Office of Scientific and Health Reports ; Washington : 
for sale by the Supt. of Docs., U. S. Govt. Print. Off., 1979] 

20402 

16 p. : ill. ; 22 x 10 cm. — (DHEW publication ; no. (NIH) 
80-391) 

Nov. 1979. 

@ltem 507-L-2 

S/N 017-049-00108-5 

pbk. : $1.75 

1. Aphasia. I. National Institute of Neurological and Com- 
municative Disorders and Stroke. Office of Scientific and 
Health Reports. II. Title. III. Series: United States. Dept. 
of Health, Education, and Welfare. DHEW publication ; no. 
(NIH) 80-391. 

OCLC 6167875 


80-12423 


HE 20.3502:11 7/979-78 


United States. Indian Health Service. Office of Program Statis- 


tics. 

Illness among Indians and Alaska natives, 1970-to-1978. — 
[Rockville, Md.] : Dept. of Health, Education, and Welfare, 
Public Health Service, Health Services Administration, Indian 
Health Service, Office of Program Statistics, [19797] 

20857 

viii, 58 p. ; 28 cm. — (DHEW publication ; no. (HSA) 79- 
12040) 

Chiefly tables. 

@ltem 486-1-2 

pbk. 

1. Indians of North America— Health and hygiene — 
Alaska. 2. Eskimos— Health and hygiene. I. Title. II. 
Series: United States. Dept. of Health, Education, and Wel- 
fare. DHEW publication ; no. (HSA) 79-12040. 

OCLC 6167775 
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National Institute of Environmental Health Sciences — Health, Education, and Welfare Dept. 


NATIONAL INSTITUTE OF 
ENVIRONMENTAL HEALTH SCIENCES 
Health, Education, and Welfare Dept. 

12233 Research Triangle Park, NC 27709 

80-12424 
HE 20.3552:En 8/978-79 
National Institute of Environmental Health Sciences. 

National Institute of Environmental Health Sciences re- 
search programs. [Bethesda, Md.] Dept. of Health, Education, 
and Welfare, Public Health Service, National Institutes of 
Health, National Institute of Environmental Health Sciences; 
(Washington, for sale by the Supt. of Docs., U.S. Govt. Print. 
Off.] 

20402 

ill. 15 x 24 cm. (DHEW publication ; no. (NIH) 80-1905) 

$3.75 

1978-79- 

1978-79. 

Annual. 

@ltem 507-P-1 

S/N 017-051-00005-9 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

Continues: Research programs - National Institute of Envi- 
ronmental Health Sciences ISSN 0148-5547 

1. National Institute of Environmental Health Sciences — 
Periodicals. 2. Environmental health — Research — United 
States — Periodicals. I. Title. II. Series: United States. 
Dept. of Health, Education, and Welfare. DHEW publication 
; no. (NIH) 80-1905. 

OCLC 6159474 


80-12425 
HE 20.3552:R 31 
United States. National Institutes of Health. 

Research and training programs of the National Institute of 
Environmental Health Sciences. — [Bethesda, Md.] : Dept. of 
Health, Education, and Welfare, Public Health Service, Na- 
tional Institues of Health, [National Institute of Environmen- 
tal Health Sciences, 1979] 

20205 

16 p. ; 22 x 10 cm.— (DHEW publication ; no. (NIH) 80- 
1980) 

Aug. 1979. 

@ltem 507-P-1 

pbk. 

1. Environmental health—Research grants — United 
States. 2. National Institute of Environmental Health Sci- 
ences. I. National Institute of Environmental Health Sci- 
ences. II. Title. III. Series: United States. Dept. of Health, 
Education, and Welfare. DHEW publication ; no. (NIH) 80- 
1980. 

OCLC 6167852 


NATIONAL LIBRARY OF MEDICINE 
Health, Education, and Welfare Dept. 
Bethesda, MD 20209 


80-12426 


HE 20.3602:In 7 
Jason, Hilliard, 1933- 
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Instructional materials for health professional education / 
developed by Hilliard Jason, Barry F. Cohen, and Ted 
Friel. — [Atlanta, Ga. : Dept. of Health, Education, and Wel- 
fare, Public Health Service, National Institutes of Health], 
National Library of Medicine, National Medical Audiovisual 
Center, 1979. 

30333 

folder (6 p.) ; 9 x 21 cm. 

Produced by Carkhuff Associates, Inc. and the AAMC for 
the National Medical Audiovisual Center in 1978. 

December 1979. 

@ltem 508-D 

pbk. 

1. Health education — Audio-visual aids. 2. Teacher-stu- 
dent relationships. I. Cohen, Barry F. II. Friel, Ted. III. 
National Medical Audiovisual Center. IV. Carkhuff Asso- 
ciates. V. Association of American Medical Colleges. VI. 
Title. 

OCLC 6191375 


80-12427 


HE 20.3609/3:979/v.1-2 


United States. National Library of Medicine. 


National Library of Medicine current catalog. Bethesda, 
Md., Dept. of Health, Education, and Welfare, Public Health 
Service, National Institutes of Health, National Library of 
Medicine; Washington, for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

31 cm. (DHEW publication ; no. 80-263) 

Quarterly, with the 4th issue being the annual cumulation 

$34.00 (2 v. set) 

1966- 

OCurrent catalog 

Running title: NLM current catalog 

- Annual cumulation 1979. 

Cumulated quarterly, annually, and in larger cumulations at 
irregular intervals. 

Copyrighted. 

Issued 1979- in two volumes. 

CONTENTS: v. 1. Monographs-subject section.—v. 2. 
Monographs-name section, Serials. 

@ltem 508-J 

S/N 017-052-00211-2 (2 v. set) 

ISSN 0090-3124 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

Continues: National library of medicine catalog 

1. United States. National Library of Medicine — Catalogs. 
2. Medicine — Bibliography — Catalogs. I. Title. II. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (NIH) 80-263. 

OCLC 2264687 


80-12428 


HE 20.3612/3:20/sec.1-14 


Cumulated index medicus. Bethesda, Md., Dept. of Health, Edu- 


cation, and Welfare, Public Health Service, National Institutes 
of Health, National Library of Medicine; Washington, for sale 
by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ports. 31 cm. (DHEW publication ; no. 80-259) 

$160.00 (14 v. set) 

v. 1- 1960- 





Vols. for 1960-64 issued by the American Medical Associ- 
ation; 1965- by the National Library of Medicine. 

Vol. 20, 1979. 

Vols. for 1960-64 issued in 3 parts: Pt. 1, Author index; pts. 
2-3, Subject index; 1964- number of parts varies. 

CONTENTS: Bk. 1. Medical subject headings.—Bk. 2. 
Journals and monographs indexed, bibliography of medical 
reviews, author index A-Bs.—Bk. 3. Author index Bu-Gs.— 
Bk. 4. Author index Gu-L.—Bk. 5. Author index M-R.—Bk. 
6. Author index S-Z.—Bk. 7. Subject index A-Bli—Bk. 8. 
Subject index Blo-Cu.—Bk. 9. Subject index Cy-Fo.—Bk. 10. 
Subject index Fr-Ins.—Bk. 11. Subject index Int-Moh.—Bk. 
12. Mol-Pi.—Bk. 13. Subject index Pla-Sk.—Bk. 14. Subject 
index SI-Z. 

Vols. for 1967- include Bibliography of medical reviews. 

Annual. 

@ltem 508-E 

S/N 017-052-00204-0 (14 v. set) 

ISSN 0090-1423 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

Supersedes: Quarterly cumulative index medicus 

a Medicine — Periodicals — Indexes — Periodicals. 7”. 
Medicine — Indexes — Periodicals. I. United States. National 
Library of Medicine. II. American Medical Association. 
III. Series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 80-259. 
Z6660.1422 

62-004404 

016.61 
OCLC 1565584 


80-12429 


HE 20.3614/2:79-21 
Koff, Eileen. 

Neonatal intensive care / prepared by Eileen Koff. — Be- 
thesda, Md. : Dept. of Health, Education, and Welfare, Public 
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20410 

59 p. ; 27 cm. — (HUD-NVACP ; 391 (2)) 

February 1979. 

pbk. 

1. Federal aid to community development — United 
States — Directories. 2. Energy conservation — United 
States — Directories. I. United States. Dept. of Housing and 
Urban Development. Office of Neighborhoods, Voluntary As- 
sociations, and Consumer Protection. II. Council of Jewish 
Federation (U.S.). Washington Action Office. III. Title. 
OCLC 5983500 


20410 

36 p. : ill. ; 26 cm. — (HUD-NVACP ; 469) 

Sponsored by the U.S. Department of Housing and Urban 
Development, Women’s Program. 

July 1977. 

pbk. 

1. Discrimination in housing — United States — Congresses. 
2. Sex discrimination against women — United States — Con- 
gresses. I. United States. Dept. of Housing and Urban De- 
velopment. 
OCLC 4068497 


80-12479 


HH 1.2:P 25/2 


United States. Dept. of Housing and Urban Development. 


Office of Public/Private Partnerships. 

Emerging partnership opportunities for cities : an introduc- 
tion to the use of Federal economic development tools and 
techniques for investors and developers / prepared by the 
Office of Public/Private Partnerships, the U.S. Department of 
Housing and Urban Development. — [Washington] : The 
Office : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
[1980] 

20402 

ili, 26 p. : ill. ; 28 cm. 

Prepared for the Partnership Opportunities Conference; co- 
sponsored by Dept. of Housing and Urban Development, the 
Economic Development Administration, and the Urban Land 
Institute. 

S/N 023-000-00569-7 

pbk. : $2.25 

1. Economic assistance, Domestic— United States. 2. 
Urban renewal — United States. I. United States. Economic 
Development Administration. II. Urban Land Institute. III. 
Title. 

OCLC 6139952 


80-12480 


HH 1.2:Se 4/5 


Severud-Perrone-Sturm-Bandel. 


HUD seismic design : cost impact on high-rise residential 
structures / Severud-Gruzen-Turner. — [Washington] : Dept. 
of Housing and Urban Development, Office of Policy Devel- 
opment and Research : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1977 i.e. 1978. 

20402 

188 p. : ill. ; 26 cm. — (HUD-PDR ; 310) 

Cover title: Seismic design: cost impact on high-rise resi- 
dential structures. 

Contract H-2418. 

September 1977. 

@ltem 582 

S/N 023-000-00452-6 

pbk. : $4.00 

1. Earthquakes and building. I. Gruzen & Partners. II. 
Turner Construction Company. III. United States. Dept. of 
Housing and Urban Development. Office of Policy Develop- 
ment and Research. IV. Title. V. Title: Seismic design: 
cost impact on high-rise residential structures. 

OCLC 6108151 
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Housing and Urban Development Department 


80-12481 


HH 1.2:St 2/3 
HUD National Conference on Housing Costs, Washington, 
D.C., 1979. 

Reducing the development costs of housing : actions for 
state and local governments : proceedings of the HUD Na- 
tional Conference on Housing Costs / prepared by Urban 
Land Institute. — [Washington] : Dept. of Housing and Urban 
Development, Office of Policy Development and Research : 
for sale by the Supt. of Docs., U. S. Govt. Print. Off., 1979. 

20402 

xv, 275 p. : ill. ; 22 x 28 cm. — (HUD-PDR ; 502) 

October 1979. 

Bibliography: p. 139-166. 

@ltem 582 

S/N 023-000-00555-7 

pbk. : $6.00 

1. Housing — United States— Congresses. 2. Housing — 
Finance — Congresses. I. United States. Dept. of Housing 
and Urban Development. Office of Policy Development and 
Research. II. Urban Land Institute. III. Title. 

OCLC 5835748 


Continues: United States. Federal Housing Administration. 
Minimum property standards for one-and two-family dwell- 
ings 

1. House construction — Standards — Handbooks, manuals, 
etc. I. United States. Dept. of Housing and Urban Develop- 
ment. Office of Housing. II. Title. 

OCLC 3454366 


80-12484 


HH 1,23:En 3 


United States. Dept. of Housing and Urban Development. 


Office of International Affairs. 

Housing and urban development energy research aboard : a 
bibliography. — [Washington] : Dept. of Housing and Urban 
Development, Office of International Affairs, 1980. 

20410 

27 p. ; 28 cm. 

Jan. 1980. 

@ltem 581-D 

pbk. 

1. Dwellings — Energy conservation — Bibliography. 2. 
Buildings — Energy conservation — Bibliography. 3. Archi- 
tecture and energy conservation — Bibliography. I. Title. 


80-12482 OCLC 6109273 


80-12485 


HH 1.6/3:En 2/8 
HH 1.6/3:En 2/8/street 
Massachusetts. Dept. of Community Affairs. Energy Conserva- 
tion Project. 


HH 1.78:4 
Chi, Peter S. K. 


Assistance in local government energy conservation in Mas- 
sachusetts / Massachusetts Department of Community Af- 
fairs, Energy Conservation Project. — Washington : Dept. of 
Housing and Urban Development, Office of Policy Develop- 
ment and Research : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979- 

20402 

v. : ill. ; 28 cm.— (HUD-PDR ; 478) (HUD-PDR ; 477) 

“Capacity Building Program.” 

HUD grant no. B-75-51-25-000-7. 

September 1979 

Contents: [1.] Energy management in municipal buildings.— 
[2.] Energy management in municipal street lighting. 

@ltem 582-E 

S/N 023-000-00546-8 (v.1) ; 023-000-00553-1 (v.2) 

pbk. : $4.25 (v.1) : $4.00 (v.2) 

1. Energy conservation — Massachusetts. 2. Buildings — 
Energy conservation. 3. Street-lighting — Massachusetts. I. 
United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. II. Title. III. 
Title: Energy management in municipal buildings. IV. Title: 
Energy management in municipal street lighting. 


Population redistribution and changes in housing tenure 
status in the United States / by Peter S. K. Chi, Division of 
Housing and Demographic Analysis, Office of Policy Devel- 
opment ; Department of Consumer Economics and Housing, 
Cornell University. — [Washington] : Dept. of Housing and 
Urban Development, Office of Policy Development and Re- 
search : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1979 i.e. 1980. 

20402 

27 p. ; 27 cm.— (Annual housing survey studies ; 4) 
(HUD-PDR ; 474-1) 

July 1979; Feb. 1980. 

Bibliography: p. 26-27. 

@ltem 141-A 

S/N 023-000-00567-1 

pbk. : $2.00 

1. Housing — United States. 2. United States — Popula- 
tion. I. United States. Dept. of Housing and Urban Develop- 
ment. Division of Housing and Demographic Analysis. II. 
Cornell University. Dept. of Consumer Economics and Hous- 
ing. III. Title. IV. Series. 

OCLC 6160441 


OCLC 5591581 
80-12483 


80-12486 
HH 1.78:6 
HH 1.6/9:On 2/rep. 


Goering, John M. 
United States. Dept. of Housing and Urban Development. 


Housing in America : the characteristics and uses of the 


Minimum property standards for one-and two-family dwell- 
ings. Washington, Dept. of Housing and Urban Development, 
Office of Housing; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

ill. 27 cm. 

$20.00 (U.S., including basic manual and supplements for an 
indefinite period) $25.00 (foreign) 

“4900.1” 

Also called v. 1 of the Minimum property standards. 

Reprinted to include revisions through May 1978. 

Updated by continuing supplements and cumulated irregu- 
larly. 

@ltem 582-E 

S/N 023-000-8 1002-6 
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annual housing survey / John M. Goering. — [Washington] : 
Dept. of Housing and Urban Development, Office of Policy 
Development and Research, 1979 i.e. 1980. 

20545 

35 p. ; 27 cm.— (Annual housing survey studies ; 6) 
(HUD-PDR ; 470-2) 

Nov. 1979; Feb. 1980. 

Bibliography: p. 29-35. 

@ltem 141-A 

pbk. 

1. Housing — United States. 2. Housing surveys. I. 
United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. II. Title. III. 
Series. 

OCLC 6160425 





INTERIOR DEPARTMENT 
Washington, DC 20240 


80-12487 
1 1.2:Al 1/17 
United States. Dept. of the Interior. 

Report for Alaska land withdrawls : section 204(c) of 
FLPMA (P.L. 954-579) / prepared by the Department of the 
Interior. — [Washington] : The Dept., 1980. 

20240 

423 p. in various pagings : maps ; 28 cm 

Spine title: Alaska 204(c) land withdrawals. 

Includes bibliographies. 

@ltem 603 

pbk. 

1. Alaska — Public lands. 
land withdrawals. 

OCLC 6161851 


80-12488 


I. Title. II. Title: Alaska 204(c) 


1 1.2:M 94/3 
United States. Dept. of the Interior. 

Interior Department Museum. — Washington : The Depart- 
ment, 1979. 

20240 

[8] p. : ill. ; 22 cm. 

@ltem 603 

pbk. 

1. United States. Dept. of the Interior. 
sources — United States — Museums. I. Title. 
OCLC 6107762 


80-12489 


2. Natural re- 


I 1.2:T 29/2/final 
United States. Dept. of the Interior. Teton Dam Failure Review 
Group. 

Failure of Teton Dam : final report / by U.S. Department 
of the Interiror, Teton Dam Failure Review Group. — [Wash- 
ington] : The Group : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980. 

20402 

ca. 800 p. in various pagings : ill., maps ; 27 cm. 

January 1980 

Stock number 024-033-00136-8 printed in document is in 
error. 

@ltem 603 

S/N 024-003-00136-8 

pbk. : $23.00 

1. Teton Dam, Idaho. 
Dam. I. Title. 

OCLC 6108096 


89-12490 


2. Dam failures — Idaho — Teton 


1 1.77:C 63/3 
United States. Office of Surface Mining, Reclamation, and En- 
forcement. 

Surface coal mining and reclamation operations, permanent 
regulatory. — Washington : Dept. of the Interior, Office of 
Surface Mining, Reclamation, and Enforcment : for sale the 
Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

160, 43 p. ; 28 cm. 

“An unofficial OSM compilation; includes Federal register 
final rule documents through December 31, 1979.” 

Includes index. 

@ltem 604 

S/N 024-020-00003-7 

pbk. : $6.00 

1. Coal mines and mining — Law and legislation — United 
States. I. Title. 

OCLC 6209544 


Government Publications — June 1980 


80-12491 
I 1.77/2:C 73 
United States. Dept. of the Interior. Office of Water Research 
and Technology. 

A process for community flood plain management / U.S. 
Department of the Interior, Office of Water Research and 
Technology. — Washington : The Office, 1979. 

20240 

115 p. : ill. ; 28 cm. — (Planning manual - Office of Water 
Research and Technology ; OWRT TT/79 9) 

November 1979. 

@ltem 603-B 

pbk. 

1. Floodplains — United States. 2. Flood damage preven- 
tion— United States. I. Title. II. Series: United States. 
Dept. of the Interior. Office of Water Research and Technol- 
ogy. Planning manual - Office of Water Research and Tech- 
nology ; OWRT TT/79 9. 

OCLC 6209411 


80-12492 
I 1,96/4:979 
United States. Dept. of the Interior. 

Federal coal management report. [Washington] Dept. of the 
Interior; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$4.00 

1977/78- 

“Annual report of the Secretary of the Interior under sec- 
tion 8 of the Federal coal leasing amendments act of 1976 
(P.L. 94-377)” 

Report covers fiscal year 1979. 

@ltem 603-F 

S/N 024-011-00120-4 

ISSN 0192-3862 

Continues: United States. Dept. of the Interior. Annual 
report on coal 1976/77 

1. Coal leases — United States — Periodicals. 
PAR 


I. Title. 


79-644965 
OCLC 4860198 


80-12493 
I 1.97:77-207 
Water Resources Scientific Information Center. 

Heavy metals in water (excluding mercury) : a bibliogra- 
phy. — Washington : Dept. of the Interior, Office of Water 
Research and Technology, Water Resources Scientific Infor- 
mation Center, 1977. 

20240 

v. ; 26cm. — (OWRT/WRSIC ; 77-207) 

May 1977. 

Contents: Volume 4. 

pbk. 

1. Water — Pollution — Bibliography. 2. 
liography. I. Title. 

OCLC 3647860 


80-12494 


Metals — Bib- 


I 1,98:Al 1 s/6/v.1 
I 1.98:Al 1 s/6/graphic no. 1-10 
United States. Bureau of Land Management. Alaska Outer Con- 
tinental Shelf Office. 

Proposed Outer Continental Shelf oil and gas lease sale, 
eastern Gulf of Alaska : final environmental impact statement 
/ prepared by Bureau of Land Management. — [Anchorage, 
Alaska] : Dept. of the Interior, Bureau of Land Management, 
Alaska Outer Continental Shelf Office, 1980. 

P.O. Box 1159, 99510 

2 v. : ill., maps (part col.) ; 28 cm. 
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Geological Survey — Interior Dept. 


Cover title: Eastern Gulf of Alaska, sale no. 55. 

At head of title: United States Department of the Interior. 

Mar. 1980. 

Vol. 2, Graphics no. 1-10, consists of 11 col. maps at scale 
1:750,000. 

Includes bibliography. 

Contents: [v. 2], Graphic no. 1. Environmental geology.— 
Graphic no. 2. Meteorological conditions and physical ocean- 
ography.—Graphic no. 3. Marine habitats and food web re- 
sources.—Graphic no. 4a. Major finfish distribution, Cape 
Fairweather to Cape Suckling.—Graphic no. 4b. Major shell- 
fish distribution, Cape Fairweather to Cape Suckling.— 
Graphic no. 5. Commercial fisheries, by area, species, and 
catch.—Graphic no. 6. Marine and coastal birds.—Graphic 
no. 7. Marine mammals.—Graphic no. 8. Endangered and 
threatened species.—Graphic no. 9. Cultural resources.— 
Graphic no. 10. Land status and land use. 

@ltem 603-G 

pbk. 

1. Oil and gas leases— Alaska. 2. Oil well drilling, Sub- 
marine — Environmental aspects— Alaska. 3. Continental 
shelf — Alaska. I. Title. II. Title: Eastern Gulf of Alaska, 
sale no. 55, final EIS. 

OCLC 6139005 


80-12495 
I 1.98:Al 1 s/8/draft 
United States. Dept. of the Interior. 

Proposed Alaska Peninsula National Wildlife Refuge, 
Alaska / prepared by the Department of the Interior. — 
[Washington] : The Dept., 1980. 

20240 

ca 300 p. in various pagings : ill., maps ; 28 cm. 

At head of title: United States Department of the Interior 
Draft Environmental Impact Statement. 

Bibliography: p. VII-1 - VII-32. 

@ltem 603-G 

pbk. 

1. Alaska Peninsula, Alaska. 2. Wildlife refuges — Alaska. 
I. Title. 

OCLC 6163514 


80-12496 
1 1,98:Al 1 s/9/draft 
United States. Heritage Conservation and Recreation Service. 
Protection of river corridors. — Washington : Dept. of the 
Interior, Heritage Conservation and Recreation Service, 
[19807] 
20240 
105 p. in various pagings : maps ; 28 cm. 
At head of title: Draft environmental statement. 
Cover title: A proposal for protection of eleven Alaskan 
rivers. 
Bibliography: p. VII-11 -VII-13. 
@ltem 603-G 
pbk. 
1. Rivers — Alaska. I. Title. 
tection of eleven Alaskan rivers. 
OCLC 6151466 


80-12497 


II. Title: Proposal for pro- 


1 1,98:C 88/2/final 
United States. Bureau of Land Management. Arizona State 
Office. 

Crossman Peak radar proposal / prepared by U.S. Depart- 
ment of the Interior, Bureau of Land Management, Arizona 
State Office. — Phoenix, Ariz : The Office, 1980. 

85073 

32 p. : map ; 28 cm. 

At head of title: Department of the Interior final environ- 
mental impact statement. 


Page 204 


“To be used with Draft.” 

@ltem 603-G 

pbk. 

1. Radar air traffic control systems — Environmental as- 
pects — Arizona. I. Title. 
OCLC 6151442 


80-12498 
1 1.98:G 79 r/draft 
United States. Bureau of Land Management. Idaho State Office. 
Great Rift wilderness / prepared by Bureau of Land Man- 
agement, Department of the Interior. — [Idaho Falls, Idaho] : 
Dept. of the Interior, Bureau of Land Management, Idaho 
State Office, 1980. 
83401 
50 p. : ill., maps ; 28 cm. 
At head of title: Department of Interior draft environmen- 
tal impact statement. 
Includes index. 
Bibliography: p. 49. 
@ltem 603-G 
pbk. 
1. Wilderness areas — Idaho. 
OCLC 6163445 


I. Title. 


GEOLOGICAL SURVEY 
Interior Dept. 
Reston, Va. 22092 


80-12499 
I 19.2:Im 1/3/879-979 
Yochelson, Ellis Leon, 1928- 

Images of the U.S. Geological Survey, 1879-1979 / by E. 
L. Yochelson and C. M. Nelson. —[Reston, Va.] : Dept. of 
the Interior, Geological Survey, 1979. 

22092 

56 p. : ill. ; 22 x 28 cm. 

@ltem 621 

pbk. 

1. United States. Geological Survey — History — Pictorial 
works. I. Nelson, C. M. II. United States. Geological 
Survey. III. Title. 

OCLC 5579537 


80-12500 
I 19.3:1447 
Nelson, Willis Howard, 1920- 

Geology and mineral resources of the North Absaroka Wil- 
derness and vicinity, Park County, Wyoming / by Willis H. 
Nelson and Harold J. Prostka, U.S. Geological Survey, and 
Frank E. Williams, U.S. Bureau of Mines ; with sections on 
the mineralization of the Sunlight mining region and geology 
and mineralization of the Cooke City mining district, by 
James E. Elliott, U.S. Geological Survey, and a section on 
aeromagnetic survey, by Donald L. Peterson, U.S. Geological 
Survey. — [Reston, Va.] : Dept. of the Interior, Geological 
Survey ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980. 

20402 

vii, 101 p. : ill., maps (2 fold. col. in pocket) ; 24 cm. — 
(Studies related to wilderness - wilderness areas) (Geological 
Survey bulletin ; 1447) 

Cover title: North Absaroka Wilderness and vicinity, Park 
County, Wyoming. 

Bibliography: p. 99-101. 

@ltem 620 

S/N 024-001-03271-6 

pbk. : $4.50 





1. Geology — Wyoming — Park County. 2. Mines and 
mineral resources — Wyoming — Park County. I. Prostka, 
Harold J., joint author. II. Williams, Frank E., joint author. 
III. Elliott, James E., 1934- Mineralization of the Sunlight 
mining region. IV. Peterson, Donald L. Aeromagnetic 
survey. V. United States. Geological Survey. VI. United 
States. Bureau of Mines. VII. Title. VIII. Title: North Ab- 
saroka Wilderness and vicinity, Park County, Wyoming. IX. 
Series. X. Series: United States. Geological Survey. Bulletin 
; 1447. 

QE75.B9 no. 1447 
77-608170 
[QE182.P3]} 
557.3/08 s 
[557.87/42] 
OCLC 3166621 


80-12501 


I 19.3:1451 
I 19.3:1451/plate 1-3 
United States. Geological Survey. 

Mineral resources of the Gila Primitive Area and Gila 
Wilderness, New Mexico / by James C. Ratte ... [et al.], U.S. 
Geological Survey. —[Reston, Va.] : Dept. of the Interior, 
Geological Survey ; Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979. 

20402 

xii, 229 p. : ill., maps ; 24 cm. & portfolio (4 fold. maps) — 
(Studies related to wilderness-primitive areas) (Geological 
Survey bulletin ; 1451) 

Bibliography: p. 171-176. 

Includes index. 

@ltem 620 

S/N 024-001-03186-8 

pbk. : $8.00 

1. Mines and mineral resources — New Mexico — Gila Wil- 
derness area. 2. Mines and mineral resources — New 
Mexico — Gila Primitive area. I. Ratte, James Clifford, 
1925- II. Title. III. Series. IV. Series: United States. Geo- 
logical Survey. Bulletin ; 1451. 

QE75.B9 no. 1451 
77-608348 
([TN24] 
557.3/08 s 
[553/.09789/93] 
OCLC 3627145 


80-12502 


I 19.3:1465 
United States. Geological Survey. 

Mineral resources of the Sturgeon River Wilderness study 
area, Houghton and Baraga Counties, Michigan / by W. F. 
Cannon ... [et al.], U.S. Geological Survey. —[Reston, Va.] : 
Dept. of the Interior, Geological Survey ; Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

viii, 49 p. : ill., maps ; 24 cm. — (Geological Survey bulle- 
tin ; 1465) (Studies related to wilderness—study areas) 

Cover title: Sturgeon River Wilderness study area, Michi- 
gan. 

Bibliography: p. 48-49. 

@ltem 620 

S/N 024-001-03259-7 

pbk. : $3.25 


Government Publications — June 1980 


1. Mines and mineral resources — Michigan — Houghton 
County. 2. Mines and mineral resources — Michigan — 
Baraga County. I. Cannon, W. F. II. Title. III. Title: 
Sturgeon River Wilderness study area, Michigan. IV. Series. 
V. Series: United States. Geological Survey. Bulletin ; 1465. 

80-600000 


OCLC 6061170 


80-12503 


I 19.3:1471 


Reed, John Calvin, 1930- 


The river and the rocks : the geologic story of Great Falls 
and the Potomac River Gorge / by John C. Reed, Jr., Robert 
S. Sigafoos, and George W. Fisher. — [Reston, Va.] : Dept. of 
the Interior, Geological Survey ; Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

vii, 75 p., [1] leaf of plates : ill., maps ; 23 cm. — (Geologi- 
cal Survey bulletin ; 1471) 

Bibliography: p. 74. 

@ltem 620 

S/N 024-001-03280-5 

pbk. : $3.25 

I. Sigafoos, Robert Sumner, 1920-, joint author. II. Fisher, 
George Wescott, 1937-, joint author. III. United States. 
Geological Survey. IV. Title. V. Series: United States. 
Geological Survey. Bulletin ; 1471. 

OCLC 6104980 


80-12504 


I 19.3:1485 


Pierson, Charles Thomas, 1918- 


Factors that localized uranium deposition in the Dakota 
Sandstone, Gallup, and Ambrosia Lake mining districts, Mc- 
Kinley County, New Mexico / by Charles T. Pierson and 
Morris W. Green. —[Reston, Va.] : Dept. of the Interior, 
Geological Survey ; Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1980. 

20402 

iv, 31 p. : ill., maps ; 23 cm. — (Geological Survey bulletin 
; 1485) 

Bibliography: p. 30-31. 

@ltem 624 

S/N 024-001-03281-3 

pbk. : $3.00 

1. Uranium ores — New Mexico— McKinley County. 2. 
Geology, Stratigraphic — Cretaceous. I. Green, Morris W., 
joint author. II. United States. Geological Survey. III. 
Title. IV. Series: United States. Geological Survey. Bulletin 
; 1485. 

QE75.B9 no. 1485 
79-607 188 
[TN490.U7] 
557.3 s 
[553.4/932/0978983] 
OCLC 5891641 


80-12505 


I 19.4/2:792 


Tooker, Edwin Wilson, 1923- 


Background information to accompany the atlas of some 
metal and nonmetal mineral provinces in the conterminous 
United States / by Edwin W. Tooker. — [Reston, Va.] : Dept. 
of the Interior, Geological Survey, 1980. 

Branch of Distribution, 1200 South Eads St., Arlington, Va. 
22202 

iii, 15 p. : ill. ; 26 cm. — (Geological Survey circular ; 792) 

Bibliography: p. 14-15. 

@ltem 620-A 

pbk. 
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1. Mines and mineral resources — United States. 2. Geolo- 
gy — United States. I. United States. Geological Survey. 
II. Title. III. Series: United States. Geological Survey. Cir- 
cular ; 792. 

QE75.C5 no. 792 
80-607020 
[TN23} 
557.3 s 
[553/.0973] 
OCLC 6043429 


80-12506 
I 19.4/2:816 
Hays, Walter W. 

Program and plans of the U.S. Geological Survey for pro- 
ducing information needed in national seismic hazards and 
risk assessment, fiscal years 1980-84 / by Walter W. Hays. — 
[Reston, Va.] : Dept. of the Interior, Geological Survey, 
1979. 

Branch of Distribution, 1200 South Eads St., Arlington, Va. 
22202 

iv, 40 p. : ill., maps ; 26 cm. — (Geological Survey circular 
; 816) 

Bibliography: p. 28-30. 

@ltem 620-A 

pbk. 

1. United States. Geological Survey. 2. Seismological re- 
search — United States. I. United States. Geological Survey. 
II. Title. III. Series: United States. Geological Survey. Cir- 
cular ; 816. 

OCLC 5883214 


80-12507 
I 19.4/2:817 
United States. Geological Survey. Office of the Data Base Ad- 
ministrator. 

Scientific and technical, spatial, and bibliographic data 
bases of the U.S. Geological survey. Arlington, Va., Dept. of 
the Interior, Geological Survey. 

1200 South Eads St., 22202 

26 cm. (Geological Survey circular ; 817) 

1979. 

@ltem 620-A 

Main series: United States. Geological Survey. Circular. 

1. Information storage and retrieval systems — Directories. 
2. United States. Geological Survey — Directories. I. Title. 
II. Series: United States. Geological Survey. Circular ; 817. 
OCLC 6209131 


80-12508 
I 19.4/2:820 
United States. Geological Survey. 

A study of reservoir characteristics of the Nanushuk and 
Colville groups, Umiat test well 11, National Petroleum Re- 
serve in Alaska / by J. E. Fox ... [et al.].—[Reston, Va.] : 
Dept. of the Interior, Geological Survey, 1979. 

Branch of Distribution, 1200 South Eads St., Arlington, Va. 
22202 

vi, 47 p. : ill., maps ; 26 cm. — (Geological Survey circular 
; 820) 

Bibliography: p. 46-47. 

@ltem 620-A 

pbk. 

1. Reservoirs, Underground — Alaska. 2. 
Alaska — Umiat region. 
Title. 
; 820. 
OCLC 6155066 


Geology — 
I. Fox, James Ellison, 1943- II. 
III. Series: United States. Geological Survey. Circular 
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80-12509 
I 19,13:2061 
Knott, J. M. 

Reconnaissance assessment of erosion and sedimentation in 
the Canada de los Alamos basin, Los Angeles and Ventura 
Counties, California / by J. M. Knott. — [Reston, Va.] : Dept. 
of the Interior, Geological Survey ; Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

iv, 26 p. : ill., maps ; 23 cm. — (Geological Survey water- 
supply paper ; 2061) 

Bibliography: p. 25-26. 

@ltem 625 

S/N 024-001-03283-0 

pbk : $2.00 

1. Erosion — California— Los Angeles County. 2. Ero- 
sion — California — Ventura County. 3. Sedimentation and 
deposition. I. United States. Geological Survey. II. Title. 
III. Series: United States. Geological Survey. Water-supply 
paper ; 2061. 

OCLC 6119087 


80-12510 
1 19.14/2:P 96/979 
United States. Geological Survey. 

Popular publications of the U.S. Geological Survey. — 
[Reston, Va.] : Dept. of the Interior, Geological Survey, 
1979. 

22092 

26 p. : ill. ; 23 x 11 cm. 

@ltem 619-B 

pbk. 

1. United States. Geological Survey — Bibliography. I. 
Title. 

OCLC 5987049 


80-12511 
I 19.16:751-F 
Vecchioli, John. 

Hydraulic effects of recharging the Magothy aquifer, Bay 
Park, New York, with tertiary-treated sewage / by John 
Vecchioli, Henry F. H. Ku, and Dennis J. Sulam ; prepared 
in cooperation with Nassau County Department of Public 
Works. — [Reston, Va.] : Dept. of the Interior, Geological 
Survey ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980. 

20402 

iv, F21, [2] p. : ill, maps ; 29 cm.— (Deep-well artificial 
recharge experiments at Bay Park, Long Island, New York) 
(Geological Survey professional paper ; 751-F) 

Includes title page and contents page for entire series. 

Bibliography: p. F20-F21. 

@ltem 624 

S/N 024-001-03291-1 

pbk. : $3.00 

1. Water, Underground — New York (State) — Bay Park — 
Artificial recharge. 2. Sewage disposal in the ground — 
New York (State)— Bay Park. I. Ku, Henry F. H., joint 
author. II. Sulam, Dennis J., joint author. III. Nassau 
County N.Y. Dept. of Public Works. IV. United States. 
Geological Survey. V. Title. VI. Series. VII. Series: 
United States. Geological Survey. Professional paper ; 751-F. 
TD765.V38 

78-027041 
628/.36 
OCLC 4491747 





80-12512 


I 19.16:1044-F 
Stauffer, R. E. 

Chemical studies of selected trace elements in hot-spring 
drainages of Yellowstone National Park / by R. E. Stauffer, 
E. A. Jenne, and J. W. Ball. — [Reston, Va.] : Dept. of the 
Interior, Geological Survey ; Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

iii, F20 p. : ill., map ; 29 cm. — (Geohydrology of geother- 
mal systems) (Geological Survey professional paper ; 1044-F) 

Bibliography: p. F18-F20. 

@ltem 624 

S/N 024-001-03294-5 

pbk. : $2.75 

1. Trace elements. 2. Geochemistry — Yellowstone Na- 
tional Park. 3. Hot springs — Yellowstone National Park. 
4. Yellowstone National Park. I. Jenne, Everett A., 1930- 
joint author. II. Ball, J. W., joint author. III. United States. 
Geological Survey. IV. Title. V. Series. VI. Series: 
United States. Geological Survey. Professional paper ; 1044- 


F. 
QES516.T85S76 


79-607 187 
551.2/3/0978752 
OCLC 5990213 


80-12513 


I 19.16:1049-B 
Armbrustmacher, Theodore J., 1946- 

Abundance and distribution of thorium in the carbonatite 
stock at Iron Hill, Powderhorn District, Gunnison County, 
Colorado / by Theodore J. Armbrustmacher ; prepared in 
cooperation with the Department of Energy. — [Reston, Va.] 
: Dept. of the Interior, Geological Survey ; Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 


iii, B11, : ill., maps ; 29 cm. — (Geology and resources of 
thorium in the United States) (Geological Survey professional 
paper ; 1049-B) 

Bibliography: p. B11. 

@ltem 624 

S/N 024-001-03296-1 

pbk. : $2.50 

1. Thorium. 2. Carbonatites — Colorado — Gunnison 
County. I. United States. Dept. of Energy. II. United 
States. Geological Survey. III. Title. IV. Series. V. 
Series: United States. Geological Survey. Professional paper ; 
1049-B. 

QES516.T5A74 

79-607 145 
553.4/94 
OCLC 6015173 


80-12514 


I 19.16:1062 
Imlay, Ralph Willard, 1908- 

Jurassic paleobiogeography of the conterminous United 
States in its continental setting / by Ralph W. Imlay. — 
[Reston, Va.] : Dept. of the Interior, Geological Survey ; 
Washington : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1980. 

20402 

v, 134 p. : ill., maps ; 29 cm. — (Geological Survey profes- 
sional paper ; 1062) 

Includes index. 

Bibliography: p. 114-125. 

@ltem 624 

S/N 024-001-03105-1 

pbk. : $4.75 
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1. Paleobiogeography. 2. Geology, Stratigraphic — Juras- 
sic. 3. Paleontology — Jurassic. 4. Paleogeography — 
United States. 5. Geology— United States. I. United 
States. Geological. Survey. II. Title. III. Series: United 
States. Geological Survey. Professional paper ; 1062. 
QE681.148 

77-608305 
560/.176 
OCLC 3412966 


80-12515 


I 19.16:1084 


Frederiksen, Norman O. 


Sporomorphs from the Jackson Group (upper Eocene) and 
adjacent strata of Mississippi and western Alabama / by 
Norman O. Frederiksen. — [Reston, Va.] : Dept. of the Interi- 
or, Geological Survey ; Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1980 i. e. 1979. 

20402 

vi, 75 p., 16 leaves of plates : ill. ; 29 cm.— (Geological 
Survey professional paper ; 1084) 

Bibliography: p. 65-70. 

Includes index. 

@ltem 624 

S/N 024-001-03258-9 

pbk. : 4.00 

1. Palynology — Mississippi. 2. Palynology — Alabama. 
3. Paleobotany— Eocene. I. United States. Geological 
Survey. II. Title. III. Series: United States. Geological 
Survey. Professional paper ; 1084 
QE993.F73 

78-606149 
561/.13/09762 
OCLC 3839022 


80-12516 


I 19.16:1089 


Fullerton, David S. 


Preliminary correlation of post-Erie interstadial events 
(16,000-10,000 radiocarbon years before present), central and 
eastern Great Lakes region, and Hudson, Champlain, and St. 
Lawrence Lowlands, United States and Canada / by David S. 
Fullerton. — [Reston, Va.] : Dept.of the Interior, Geological 
Survey ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980. 

20402 

iv, 52 p., [2] fold. leaves of plates (in pocket) : ill., maps ; 29 
cm.— (Geological Survey professional paper ; 1089) 

Bibliography: p. 33-52. 

@ltem 624 

S/N 024-001-03289-9 

pbk. : $4.50 

1. Geology, Stratigraphic — Quaternary. 2. Stratigraphic 
correlation — Canada. 3. Stratigraphic correlation — United 
States. 4. Radioactive dating. I. United States. Geological 
Survey. II. Title. III. Series: United States. Geological 
Survey. Professional paper ; 1089. 

QE696.F84 

78-018292 
551.7/9 
OCLC 4003443 


80-12517 


I 19,16:1120-A-C 


Geologic and paleoecologic studies of the Nebraska Sand 


Hills. —[Reston, Va.] : Dept. of the Interior, Geological 
Survey ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980. 

20402 

iii, 38 p., 2 leaves of plates : ill., maps ; 29 cm. — (Geologi- 
cal Survey professional paper ; 1120-A,B,C) 
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Includes bibliographies and index. 

Contents: Ahlbrandt, T. S. and Fryberger, S. G. Eolian 
deposits in the Nebraska Sand Hills.—Hanley, J. H. Paleoeco- 
logy of nonmarine mollusca from some paleointerdune depos- 
its in the Nebraska Sand Hills.—Bradbury, J. P. Late Quater- 
nary vegetation history of the Central Great Plains and its 
relationship to eolian processes in the Nebraska Sand Hills. 

@ltem 624 

S/N 024-001-03290-2 

pbk. : $3.25 

1. Geology — Nebraska — Sand Hills region. 2. Paleoeco- 
logy — Nebraska — Sand Hills region. 3. Sand-dunes — Ne- 
braska — Sand Hills region. I. Ahlbrandt, Thomas S. Eolian 
deposits in the Nebraska Sand Hills. Il. Fryberger, Steven 
G. Eolian deposits in the Nebraska Sand Hills. III. Hanley, 
John H. Paleoecology of nonmarine mollusca from some pa- 
leointerdune deposits in the Nebraska Sand Hills. IV. Brad- 
bury, J. Platt. Late Quaternary vegetation history of the Cen- 
tral Great Plains and its relationship to eolian processes in the 
Nebraska Sand Hills. V. United States. Geological Survey. 
VI. Series: United States. Geological Survey. Professional 
paper ; 1120-A,B,C. 

QE136.S27U54 1979 

79-004 127 
557.82/7 
OCLC 4776617 


80-12518 
I 19.16:1121-A 
United States. Geological Survey. 

Age and structural significance of ophiolite and adjoining 
rocks in the upper Chulitna district, south-central Alaska / by 
D. L. Jones ... [et al.]. —[Reston, Va.] : Dept. of the Interior, 
Geological Survey ; Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1980. 

20402 

v, A21 p., [2] leaves of plates (1 fold. in pocket) : ill. (some 
col.) ; 29 cm. — (Geologic framework of the upper Chulitna 
district, Alaska) (Geological Survey professional paper ; 1121- 
A) 


Bibliography: p. A20-A21. 

@ltem 624 

S/N 024-001-03278-3 

pbk. : $4.50 

1. Ophiolites— Alaska. 2. Geology, Stratigraphic — 
Mesozoic. 3. Geology, Stratigraphic — Paleozoic. I. Jones, 
David Lawrence, 1930- II. Title. III. Series. IV. Series: 
United States. Geological Survey. Professional paper ; 1121- 


A. 
QE462.06A35 


79-024955 
552/.1 


OCLC 5750857 


1. Rock deformation — Sierra Nevada Mountains. 2. Ge- 
ology — Sierra Nevada Mountains. I. Kistler, Ronald 
Wayne, 1931- , joint author. II. United States. Geological 
Survey. III. Title. IV. Series: United States. Geological 
Survey. Professional paper ; 1145. 

QE604.N64 

80-607011 
551.8/09794/4 
OCLC 6016810 


80-12520 


I 19.16:1163-A,B,C,D 


Studies of the Permian Phosphoria formation and related rocks, 


Great Basin-Rocky Mountain region / Bruce R. Wardlaw, 
editor. —[Reston, Va.] : Dept. of the Interior, Geological 
Survey ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

iii, 22 p. : ill, maps ; 29 cm.— (Geologial Survey profes- 
sional paper ; 1163-A,B,C,D) 

Includes bibliographies. 

Contents: Wardlaw, B. R. Transgression of the retort phos- 
phatic shale member of the Phosphoria formation (Permian) 
in Idaho, Montana, Utah, and Wyoming.—Wardlaw, B. R., 
Collinson, °J. W., Maughan, E. K. The Murdock Mountain 
formation, a new unit of the Permian Park City group.— 
Wardlaw, B. R., Collinson, J. W., Maughan, E. K. Strati- 
graphy of Park City group equivalents in southern Idaho, 
northeastern Nevada, and northwestern Utah.—Wardlaw, B. 
R., Collinson, J. W. Biostratigraphic zonation of the Park 
City group. 

$3.00, 1 cd] 

@ltem 624 

S/N 024-001-03257-1 

pbk. : $3.00 

1. Geology — Great Basin. 2. Geology — Rocky Moun- 
tain region. 3. Geology, Stratigraphic — Permian. I. Ward- 
law, Bruce R. II. United States. Geological Survey. III. 
Title: Transgression of the retort phosphatic shale member of 
the Phosphoria formation (Permian) in Idaho, Montana, Utah, 
and Wyoming. IV. Title: Murdock Mountain formation, a 
new unit of the Permian Park City group. V. Title: Strati- 
graphy of Park City group equivalents in southern Idaho, 
northeastern Nevada, and northwestern Utah. VI. Title: 
Biostratigraphic zonation of the Park City group. VII. 
Series: United States. Geological Survey. Professional paper ; 
1163-A,B,C,D. 

79-607907 
OCLC 6214684 


80-12521 
I 19.42/4:78-122 

80-12519 5 

Bauer, Daniel P., 1941- 


Traveltime, unit-concentration, longitudinal-dispersion, and 


I 19.16:1145 
Nokleberg, Warren J. 


Paleozoic and Mesozoic deformations in the central Sierra 
Nevada, California / by Warren J. Nokleberg and Ronald W. 
Kistler. — [Reston, Va.] : Dept. of the Interior, Geological 
Survey ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980. 

20402 

iii, 24 p. : ill., map ; 29 cm.— (Geological Survey profes- 
sional paper ; 1145) 

Bibliography: p. 22-24. 

@ltem 624 

S/N 024-001-03293-7 

pbk. : $2.75 
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reaeration characteristics of upstream reaches of the Yampa 
and Little Snake Rivers, Colorado and Wyoming / by Daniel 
P. Bauer, Ronald E. Rathbun, and Hugh W. Lowham. — 


{Reston, Va.] : Dept. of the Interior, Geological Survey, 
1979. 


22092 

vi, 66 p. : ill., maps ; 26 cm. — (Water resources investiga- 
tions ; 78-122) 

Nov. 1979. 

Bibliography: p. 64-66. 

@ltem 624-B 

pbk. 





1. Stream measurements — Yampa River watershed, Colo. 
and Wyo. I. Rathbun, R. E., joint author. II. Lowham, H. 
W., joint author. III. United States. Geological Survey. 
IV. Title. V. Series: United States. Geological Survey. 
Water resources investigations ; 78-122. 

OCLC 5828510 


80-12522 
I 19.42/4:79-110 
I 19.42/4:79-111 
Healy, R. W. 

River mileages and drainage areas for Illinois streams / by 
R. W. Healy ; prepared in cooperation with U.S. Army Corps 
of Engineers. — [Reston, Va.] : Dept. of the Interior, Geologi- 
cal Survey, 1979 i.e. 1980. 

22092 

2 v. : maps ; 26 cm. — (Water resources investigations ; 79- 
110) (Water resources investigations ; 79-111) 

Chiefly tables. 

Bibliography: v. 1, p. 3; v. 2, p. 3. 

Contents: v. 1. Illinois except Illinois River basin.—v. 2. 
Illinois River basin. 

@ltem 624-B 

pbk. 

1. Rivers — Illinois. I. United States. Army. Corps of En- 
gineers. II. United States. Geological Survey. III. Title. 
IV. Series: United States. Geological Survey. Water resources 
investigations ; 79-110. V. Series: United States. Geological 
Survey. Water resources investigations ; 79-111. 

OCLC 6098604 


80-12523 
I 19,53/2:WY-78-1 
Water resources data for Wyoming. Cheyenne, Wyo., Dept. of 
the Interior, Geological Survey, Water Resources Division; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 
22161 
ill. 26 cm. (U.S. Geological Survey water-data report ; 
WY-78-1) 
1964/65- 
Prepared in cooperation with the State of Wyoming and 
other agencies. 
Water year 1978. 
1964/65-74 issued in 2 pts; 1977- in 2 vols. 
CONTENTS: v. 1. Missouri River Basin. 
Water resources data for all states are cumulated in Surface 
water supply of the United States. 
@ltem 619-E-50 
ISSN 0364-3565 
Main series: U.S. Geological Survey water-data report 
Continues: Surface water records of Wyoming 
1. Stream measurements — Wyoming — Yearbooks. 2. 
Water quality — Wyoming — Yearbooks. 3. Water resources 
development — Wyoming — Yearbooks. I. United States. 
Geological Survey. Water Resources Division. II. Title. 
III. Series. 
GB1225.W8A412 
68-061254 
551.4 
[553/.78/09787] 
OCLC 1163535 


Government Publications — June 1980 


Unpublished open-file reports are available as paper reproduc- 
tion copies only at prices listed by the Open-File Services Sec- 
tion, Box 25425, Denver Federal Center, Denver, Colorado 
80225 


80-12524 
I 19.76:80-66 
United States. Geological Survey. 

Research and development program for Outer Continental 
Shelf oil and gas operations, technical report. Reston, Va., 
Dept. of the Interior, Geological Survey. 

22092 

ill. 28 cm. (Open-file report - U.S. Geological Survey ; 80- 
66) 

1979. 

Includes bibliographies. 

Annual. 

@ltem 624-H 

Main series: Open-file report - U.S. Geological Survey 

1. Offshore structures — Collected works. 2. Oil well drill- 
ing, Submarine — United States — Collected works. 3. Gas, 
Natural, in submerged lands— United States — Collected 
works. 4. Continental shelf— United States — Collected 
works. I. Title. II. Series: United States. Geological 
Survey. Open-file report ; 80-66. 

OCLC 6187570 


WATER AND POWER RESOURCES SERVICE 
Interior Dept. 
Washington, DC 20240 


80-12525 
I 27.2:R 31/11 
United States. Bureau of Reclamation. 

Reclamation research : a progress report of the Bureau of 
Reclamation. — [Washington] : Dept. of the Interior, Bureau 
of Reclamation, 1979. 

20240 

121 p. : ill. ; 27 cm. 

On November 6, 1979, the Bureau of Reclamation was 
renamed the Water and Power Resources Service. 

Includes bibliographies. 

@ltem 660 

pbk. 

1. United States. Bureau of Reclamation. I. United States. 
Dept. of the Interior. Water and Power Resources Service. 
II. Title. 

OCLC 6083857 


80-12526 
I 27.2:Si 1 
United States. Dept. of the Interior. Water and Power Re- 
sources Service. 
The SCPP : Project Skywater : The Sierra Cooperative 
Pilot Project. — [Washington] : The Service, [1979] 
20240 
1 sheet : ill. ; 49 x 21 cm. fold. to 10 x 21 cm. 
@ltem 603 
pbk. 
1. Project Skywater. 2. Weather control — California. 3. 
Weather control — Nevada. I. Title. 
OCLC 6099343 





Mines Bureau — Interior Dept. 


MINES BUREAU 
Interior Dept. 
Washington, DC 20241 


Unless otherwise indicated, publications are available from the 
Bureau, 4800 Forbes Ave., Pittsburgh, Pa. 15213 


80-12527 
I 28.5:978 
United States. Bureau of Mines. 

List of Bureau of Mines publications and articles, with 
subject and author index. [Washington] Dept. of the Interior, 
Bureau of Mines; for sale by the Supt. of Docs., U.S. Govt. 
Print Off. 

20402 

28 cm. (Special publication - Bureau of Mines) 

$4.25 

1960- 

Also issued in quinquennial cumuleted editions, 1960/64- 

Jan.-Dec. 1978. 

Formed by the union of: United States. Bureau of Mines. 
List of publications issued by the Bureau of Mines, with 
subject and author index, and: List of journal articles by 
Bureau of Mines authors with subject index, ISSN 0197-0399. 

@ltem 638 

S/N 024-004-01958-1 

ISSN 0501-722X 

Main series: United States. Bureau of Mines. Special publi- 
cation - Bureau of Mines 

1. Mineral industries — Indexes — Periodicals. 2. United 
States. Bureau of Mines — Bibliography — Periodicals. I. 
Title. II. Series: United States. Bureau of Mines. Special 
publication - Bureau of Mines. 

Z6736.U759 
61-064978 
016.622 
[622] 
[016] 
OCLC 1953370 


80-12528 
I 28.29/2:978 
Cement. Washington, Dept. of the Interior, Bureau of Mines. 

4800 Forbes Ave., Pittsburgh, Pa., 15213 

27 cm. (Mineral industry surveys) 

Monthly with annual summary 

Vols. for 19 - prepared in the Bureau’s Division of Nonme- 
tallic Minerals; 1978 - in the Nonmetallic Minerals Section. 

Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 

Annual advance summary, 1978. 

ISSN 0364-0876 : CODEN: MICEDB 

Main series: United States. Bureau of Mines. Mineral indus- 
try surveys 

1. Cement industries — United States — Statistics — Periodi- 
cals. I. United States. Bureau of Mines. 

Key Title: Cement (Washington) II. Title. III. Series. 
sc-79003479 
OCLC 2256305 

80-12529 
I 28.37/3:So 1 
Kostick, Dennis S. 

Soda ash (sodium carbonate), sodium sulfate, and sodium / 
by Dennis S. Kostick and Russell J. Foster, Bureau of 
Mines. — Washington : Dept. of the Interior, Bureau of 
Mines, 1979 i.e. 1980. 

Publications Distribution Branch, 4800 Forbes Ave., Pitts- 
burgh, Pa. 15213 

14 p. : ill. ; 27 cm. — (Mineral commodity profiles ; MCP) 
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December 1979. 

Bibliography: p. 14. 

@ltem 639-B 

pbk. 

1. Sodium carbonate industry — United States. 2. Sodium 
sulfate industry— United States. 3. Sodium industry — 
United States. I. Foster, Russell J., joint author. II. United 
States. Bureau of Mines. III. Title. IV. Series. 
HD9660.S7243U64 

79-607914 
338.4/766132/0973 
OCLC 5943912 


80-12530 
I 28,101/2-2:978 
Magnesium compounds Washington, Dept. of the Interior, 
Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa. 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau’s Division of Nonfer- 
rous Metals; 1978 - in the Nonferrous Metals Section. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Advanced annual summary, 1978. 
Main series: United States. Bureau of Mines. Mineral indus- 
try surveys 
Continues: Magnesium and magnesium compounds 
1. Magnesium — Statistics — Periodicals. I. United States. 
Bureau of Mines. II. Series. 
OCLC 6209173 


80-12531 
I 28.120/2:979 
Potash, crop year annual. Washington, Dept. of the Interior, 
Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa. 15213 
27 cm. (Mineral industry surveys) 
Other title: Potash in crop year 
Vols. for 19 - prepared in the Bureau’s Division of Nonme- 
tallic Minerals. 
Annual for 1979. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Main series: United States. Bureau of Mines. Mineral indus- 
try surveys 
1. Potash industry and trade — United States. 
States. Bureau of Mines. II. Series. 
OCLC 3045197 


80-12532 


I. United 


I 28.133:978 
Perlite. Washington, Dept. of the Interior, Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau’s Division of Nonme- 
tallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual advance summary, 1978. 
Main series: United States. Bureau of Mines. Mineral indus- 
try surveys 
1. Perlite — Statistics — Periodicals. I. 
Bureau of Mines. II. Series. 
OCLC 5539262 


80-12533 


United States. 


I 28.136:978 
Talc and pyrophyllite. Washington, Dept. of the Interior, 
Bureau of Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 





Vols. for 19 - prepared in the Bureau’s Division of Nonme- 
tallic Minerals; 1978 - in the Nonmetallic Minerals Section. 

Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 

Annual advance summary, 1978. 

Main series: United States. Bureau of Mines. Mineral indus- 
try surveys 

1. Talc — United States — Statistics — Periodicals. 2. Pyr- 
ophyllite — United States — Statistics — Periodicals. I. 
United States. Bureau of Mines. II. Series. 
OCLC 5382996 


80-12534 
I 28.154:11/2 
MRCR, Mining research contract review. [Denver, Colo.] 
Dept. of the Interior, Bureau of Mines, Denver Mining Re- 
search Center, Environmental Activities, Research Informa- 
tion Management System. 
27 cm. 
“A listing of the current mining research programs adminis- 
tered by th Bureau of Mines.” 
V. 11, no. 2, Sept. 1979. 
Semiannual. 
@ltem 638-G 
1. Mineral industries— United States — Periodicals. I. 
United States. Bureau of Mines. II. Denver Mining Research 
Center. Environmental Activities. Research Information Man- 
agement System. 
OCLC 6161967 


NATIONAL PARK SERVICE 
Interior Dept. 
Washington, DC 20240 


80-12535 
I 29.6:B 62/3/978 
United States. National Park Service. 

Blue Ridge Parkway. Rev. Oct. 1975. Washington : Dept. 
of the Interior, National Park Service : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 

1 map : col. ; on sheet 24 x 102 cm. fold. to 24 x 11 cm. 

Scale ca. 1:575,000. 

Oriented with north toward the upper right. 

Relief shown by hachures. 

Originally issued Dec. 1963. 

Includes text, descriptive list of points of interest, elevation 
profile, and ill. 

Text, table of recreation facilities, location map, and ill. on 
verso. 

@ltem 651 

S/N 024-005-00739-3 

$0.60 

1. Blue Ridge Parkway — Maps. I. Title. 

G3882.B5 1975.U5 
79-695174 /MAPS 
OCLC 5709506 
80-12536 
I 29.8:P 23/4/980 
United States. National Park Service. 

National park system. [Washington] : Dept. of the Interior, 
National Park Service : [for sale by the Supt. of Docs., U.S. 
Govt. Print. Off.], 1980. 

20402 

1 map : col. ; 46 x 64 cm. fold. to 10 x 21 cm. 

Scale ca. 1:7,400,000. 

Folded title: Guide and map, national parks of the United 
States. 

Relief shown by shading. 

Insets: Southeast, Western, and Alaska regions. 


Government Publications — June 1980 


On verso: Table of park facilities. 

@ltem 651-A 

S/N 024-005-00771-7 

$1.75 

1. National parks and reserves — United States — Maps. 2. 
National parks and reserves — United States — Guide-books. 
I. Title. II. Title: Guide and map, national parks of the 
United States. 
OCLC 6167488 


FISH AND WILDLIFE SERVICE 
Interior Dept. 
Washington, DC 20240 


80-12537 
I 49.2:T 68/2/v.1-3 
Management of transmission line rights-of-way for fish and 
wildlife. — Washington : Dept. of Interior, Fish and Wildlife 
Service, 1979. 

20240 

3 v. : ill., maps (1 fold. col.) ; 28 cm.— (FWS/OBS ; 79/ 
22) 

Performed for Power Plant Project, Office of Biological 
Services, Fish and Wildlife Service, U.S. Dept. of Interior, et 
al. 

“Biological Services Program.” 

Includes bibliographies. 

Contents: v. 1. Background information.—v. 2. Eastern 
United States.—v. 3. Western United States. 

@ltem 612 

pbk. 

1. Electric lines — Overhead — Right of way — Environ- 
mental aspects — United States. 2. Wildlife management — 
United States. I. United States. Fish and Wildlife Service. 
II. United States. Fish and Wildlife Service. Power Plant 
Project. III. Series: United States. Fish and Wildlife Service. 
Office of Biological Services. FWS/OBS ; 79/22. 

QH104.M36 

79-607044 
333.9/5 
OCLC 5680113 


80-12538 
I 49.2:W 291 me 
Korschgen, Carl E. 

Coastal waterbird colonies : Maine / by Carl E. Korschgen, 
Maine Cooperative Wildlife Research Unit ; performed for 
National Coastal Ecosystems Team, Office of Biological Serv- 
ices, Fish and Wildlife Service, U.S. Department of the Interi- 
or. — Washington : The Office, 1979. 

20240 

x, 83 p. : ill. ; 28 cm. — (FWS/OBS ; 79/09) 

Contract no. 14-16-0008-1189. 

“A contribution of the Maine Cooperative Wildlife Re- 
search Unit, University of Maine, the Maine Department of 
Inland Fisheries and Wildlife, the Wildlife Management Insti- 
tute and the U.S. Fish and Wildlife Service cooperating.” 

September 1979. 

Bibliography: p. 61-64. 

@ltem 612 

pbk. 

1. Water-birds— Maine. 2. Waterfowl management — 
Maine. I. Maine Cooperative Wildlife Research Unit. II. 
National Coastal Ecosystems Team. III. Title. IV. Series: 
United States. Fish and Wildlife Service. Office of Biological 
Services. FWS/OBS ; 79/09. 

OCLC 6059568 
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Land Management Bureau — Interior Dept. 


80-12539 
I 49.78:3/2 
Goodyear, C. Phillip. 

Mathematical methods to evaluate entrainment of aquatic 
organisms by power plants / C. Phillip Goodyear, National 
Power Plant Team. — [Washington] : Dept. of the Interior, 
Fish and Wildlife Service, Office of Biological Services, 
Power Plant Project, 1977 i.e. 1980. 

20240 

17 p. ; 27 cm.— (FWS/OBS ; 76/20.3) (Topical briefs: 
Fish and Wildlife resources and electric power generation ; 
no. 3) 

September 1977. 

Bibliography: p. 15. 

@ltem 611-M 

pbk. 

1. Aquatic ecology. 2. Power plants — Environmental ef- 
fects. I. United States. Fish and Wildlife Service. Office of 
Biological Services. National Power Plant Team. II. United 
States. Fish and Wildlife Service. Power Plant Project. III. 
Title. IV. Series. V. Series: United States. Fish and Wild- 
life Service. Office of Biological Services. FWS/OBS ; 76/ 
20.3 
OCLC 4508002 


80-12540 
1 49,.83:1 
Cooperative Instream Flow Service Group. 

Guidelines for preparing expert testimony in water manage- 
ment decisions related to instream flow issues / edited by 
Berton L. Lamb and Debra A. Sweetman, Cooperative In- 
stream Flow Service Group. — Revised.— Fort Collins, 
Colo. : Dept. of the Interior, Fish and Wildlife Service, Office 
of Biological Services, Western Energy and Land Use Team, 
Cooperative Instream Flow Service Group ; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

32 p. ; 27 cm. — (Instream flow information paper ; no. 1 
rev.) (FWS/OBS ; 79/37) 

This study was conducted as part of the Federal Inter- 
agency Energy/Environment Research and Development 
Program, Office of Research and Development, U.S. Envi- 
ronmental Protection Agency. 

Cooperating agencies: Fish and Wildlife Service, Environ- 
mental Protection Agency, Bureau of Reclamation, Soil Con- 
servation Service. 

September 1979. 

Bibliography: p. 28-29. 

@ltem 611-S 

S/N 024-010-00533-5 

pbk. : $2.25 

1. Expert testimony. 2. Evidence, Expert — United States. 
I. Lamb, Berton L. II. Sweetman, Debra A. III. United 
States. Environmental Protection Agency. Office of Research 
and Development. IV. United States. Bureau of Reclama- 
tion. V. United States. Soil Conservation Service. VI. 
Title. VII. Series. VIII. Series: United States. Fish and 
Wildlife Service. Office of Biological Services. FWS/OBS ; 
79/37. 

OCLC 6103303 
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LAND MANAGEMENT BUREAU 
Interior Dept. 
Washington, DC 20240 


80-12541 
I 53.22/2:4 
Hauck, Forrest Richard, 1938- 

Cultural resource evaluation in south central Utah 1977- 
1978 / F. R. Hauck, principal investigator. — [Salt Lake City, 
Utah : Dept. of the Interior], Bureau of Land Management, 
Utah, 1979. 

84111 

346 p. : ill, maps ; 28 cm. — (Cultural resource series ; 4) 

Prepared under contract No. 14-08-0001-16494 to the U.S. 
Geological Survey. 

Bibliography : p. 336-346. 

@ltem 629-E 

pbk. : 

1. Archaeology — Utah. 2. Utah — Antiquities. I. United 
States. Bureau of Land management. Utah State Office. II. 
United States. Geological Survey. III. Title. IV. Series. 
OCLC 5930803 


80-12542 
1 53.24:27 
Resource inventory notes. Denver, Colo., Dept. of the Interior, 
Bureau of Land Management. 

D460, Denver Service Center, Denver Federal Center, 
Bldg. 50, 80225 

27 cm. 

BLM 1- Sept. of 1976- 

BLM 27, Feb. 1980. 

CONTENTS: Fowler, W. Nonparametric statistical proce- 
dures for comparing two populations.—Carson, W. H. 100% 
mark with 3p sample or multistage 3p cruising: which method 
should a forest manager use? 

Includes bibliographical references. 

@ltem 632 

ISSN 0191-1201 

1. Forest surveys — United States — Collected works. 2. 
Forest surveys— United States — Statistical methods. 3. 
Sampling (Statistics) I. United States. Bureau of Land Man- 
agement. 

Key Title: Resource inventory notes 

sc-79002847 
OCLC 4322321 


HERITAGE CONSERVATION AND 
RECREATION SERVICE 
Interior Dept. 
Washington, DC 20001 


80-12543 
1 70.9:C 54 
Rehabilitation, Claremont 1978 : planning for adaptive use and 
energy conservation in an historic mill village / [Historic 
American Engineering Record]. — Washington : Dept. of the 
Interior, Heritage Conservation and Recreation Service ; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 
20402 
89 p.: ill. ; 22 x 28 cm.— (Heritage Conservation and 
Recreation Service publication ; no. 22) 
“The Claremont project was conducted by the Historic 
American Engineering Record.” 
@ltem 647-B-1 
S/N 024-016-00118-4 
pbk. : $3.50 





1. Buildings -New Hampshire — Claremont — Remodel- 
ing for other use. 2. Buildings New Hampshire — Clare- 
mont — Energy conservation. I. United States. Heritage 
Conservation and Recreation Service. II. Heritage American 
Engineering Record. III. Title. IV. Series: United States. 
Heritage Conservation and Recreation Service. Heritage Con- 
servation and Recreation Service publication ; no. 22. 

OCLC 5963153 


INTERSTATE COMMERCE COMMISSION 
Washington, DC 20423 


80-12544 


IC 1.2:R 13/13 
United States. Interstate Commerce Commission. Rail Services 
Planning Office. 

Evaluation of the Secretary of Transportation’s rail services 
report, rail service in the Midwest and Northeast region : 
report of the Rail Services Planning Office to the United 
States Railway Association ... / Interstate Commerce Com- 
mission. — Washington D.C. : Interstate Commerce Commis- 
sion, Rail Services Planning Office : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1974. 

20402 

36 p. : diagrs. ; 28 cm. 

May 2, 1974. 

Ex parte no. 293 (sub-no. 1), northeastern rail investigation. 

Submitted in accordance with section 205 of the Regional 
rail organization act of 1973 (P.L. 93-236) 

S/N 026-000-00959-6 

pbk. : $0.90 

1. United States. Dept. of Transportation. Rail service in 
the Midwest and Northeast region. 2. Railroads — Middle 
Atlantic States. 3. Railroads— Middle West. 4. Rail- 
roads — New England. I. United States Railway Associ- 
ation. II. Title. III. Title: Rail Service in the Midwest and 
Northwest region. 

HE27051974.E7 1974 

74-602004 
385/.0974 
OCLC 1428944 


80-12545 


IC 1.32:C 43/draft 
United States. Interstate Commerce Commission. Office of Pro- 
ceedings. Section of Energy and Environment. 

Finance docket no. 28322 : Chicago, South Shore and 
South Bend Railroad discontinuance of all passenger train 
service ; Docket no. AB 136 : Chicago, South Bend Railroad 
abandonment of line over Illinois Central Gulf Railroad Be- 
tween Randolph Street and 115th Street (Kensington) in 
Cook County, Illinois. — Washington : Interstate Commerce 
Commission, Office of Proceedings, Section of Energy and 
Environment, 1977. 

20423 

ca. 200 p. in various pagings : ill., maps ; 27 cm. 

Service date Jan. 7, 1977. 

At head of title: Draft environmental impact statement. 

Bibliography: p. F-1 - F-8. 

pbk. 

1. Railroads —Indiana— Train discontinuence. 2. Rail- 
roads — Illinois — Train discontinuence. 3. Railroads — Illi- 
nois— Cook County— Abandonment. I. Chicago, South 
Shore and South Bend Railroad. II. Illinois Central Gulf 
Railroad Company. III. Title. IV. Title: Chicago, South 
Shore and South Bend Railroad discontinuance of all passen- 
ger train service. 

OCLC 3075182 
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80-12546 
IC 1 acco.7:977 
Rail carload cost scales. Washington, Interstate Commerce 

Commission, Bureau of Accounts; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Statement - Interstate Commerce Commission, 
Bureau of Accounts ; no. 1 C 1-77) 

$4.25 

Cover title. 

1977. 

Chiefly tables. 

Annual. 

@ltem 682-C 

S/N 026-000-01 174-4 

Main series: Statement - Interstate Commerce Commission, 
Bureau of Accounts 

Continues: United States. Interstate Commerce Commis- 
sion. Bureau of Accounts. Rail carload cost scales by territor- 
ies 

1. Railroads — United States — Cost of operation — Perio- 
dicals. 2. Railroads — United States — Freight — Periodicals. 
I. United States. Interstate Commerce Commission. Bureau of 
Accounts. 
OCLC 5768151 


JUSTICE DEPARTMENT 
Washington, DC 20530 


Additional entries follow FBI entries. 


80-12547 
J 1,1:978 
United States. Dept. of Justice. 

Annual report of the Attorney General of the United 
States. [Washington] Dept. of Justice; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

. ill. 26 cm. 

$5.00 

1870- 

Report covers fiscal year 1978. 

Appendix to report for 1922 published separately. 

Includes bibliographical references. 

@ltem 717-C-1 

S/N 027-000-00742-2 

ISSN 0148-5229 

1. United States. Attorney General — Periodicals. 2. Jus- 
tice, Administration of— United States — Periodicals. I. 
United States. Attorney General. II. Title. 

OCLC 2394728 


80-12548 
J 1,1:979 
United States. Dept. of Justice. 

Annual report of the attorney general of the United States. 
[Washington] Dept. of Justice; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

ill. 28 cm. 

$5.00 

Report covers fiscal year 1979. 

Appendix to report for 1922 published separately. 

Includes bibliographical references. 

@ltem 717-C-1 

S/N 027-000-00878-0 
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Justice Department 


ISSN 0148-5229 

1. United States. Attorney General — Periodicals. 2. Jus- 
tice, Administration of— United States — Periodicals. I. 
United States. Attorney General. II. Title. 
OCLC 2394728 


80-12549 
J 1.2:J 97/5 
United States. Dept. of Justice. 

Reauthorizarion meeting issue papers : Justice system im- 
provement act of 1979, Louisville, Kentucky, December 6 & 
7, 1979. — [Washington] : Dept. of Justice, 1980. 

20530 

129 p. ; 28 cm. 

@ltem 717 

pbk. 

1. United States. Dept. of Justice. 2. United States. Office 
of Justice Assistance, Research, and Statistics. 3. United 
States. Law Enforcement Assistance Administration. 4. Na- 
tional Institute of Justice (U.S.). 5. United States. Bureau of 
Justice Statistics. I. Title. 

OCLC 6162115 


JUSTICE DEPARTMENT 
Washington, DC 20530 


80-12550 
J 1,44:In 2/analysis 
National Institute of Law Enforcement and Criminal Justice. 

Indicators of justice : measuring the performance of pros- 
ecution, defense, and court agencies involved in felony pro- 
ceedings / Sorrel Wildhorn ... [et al.] with contributions from 
Raymond Sinetar, Gerald Summer, Gerald Uelmen. — [Wash- 
ington] : Dept. of Justice, Law Enforcement Assistance Ad- 
ministration, National Institute of Law Enforcemnt and 
Criminal Justice, 1977 [c1976] 

20531 

2 v. ; 28 cm. 

Supported by Grant No. 75-NI-99-0003, awarded to the 
Rand Corporation. 

May 1977. 

Includes bibliographical references. 

Contents: [2] Analysis and demonstration. 

pbk. 

1. Criminal justice, Administration of — United States. 2. 
Criminal statistics — United States. I. Rand Corporation. 
II. Title. 

OCLC 3210610 


PRISONS BUREAU 
Justice Dept. 
Washington, DC 20534 


80-12551 
J 16.2:In 2/970-75 
United States. Dept. of Justice. 

Index : abstracts of research 1970—1975 / [the Bureau of 
Prisons]. — [Washington] : Dept. of Justice, 1977. 

20530 

viii, 155 p. ; 27 cm. — (Pamphlet FPS-research ; 1) 

“Federal prison system.” 

March 1977. 

pbk. 

1. Prisons — United States — Indexes. I. United States. 
Bureau of Prisons. II. Title. III. Series: United States. 
Bureau of Prisons. Pamphlet FPS-research ; 1. 

OCLC 3665516 
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DRUG ENFORCEMENT ADMINISTRATION 
Justice Dept. 
Washington, DC 20537 


80-12552 
J 24.19/2:978 
United States. Drug Enforcement Administration. 
DAWN annual report [Washington] Dept. of Justice, Drug 
Enforcement Administration. 
20537 
28 cm. 
Cover title: Project DAWN annual report 1978- 
At head of title 1978-: Drug Abuse Warning Network. 
Vols. for 197- submitted by IMS America, Ltd., to the 
Drug Enforcement Administration and the National Institute 
on Durg Abuse. 
DEA contract no. 78-14. 
1978. 
@ltem 968-G 
1. Drug abuse — United States — Statistics — Periodicals. 
I. National Institute on Drug Abuse. II. IMS America, Ltd. 
III. Title. 
OCLC 6213876 


LAW ENFORCEMENT ASSISTANCE 
ADMINISTRATION 
Justice Dept. 
Washington, DC 20531 
80-12553 
J 26.1/2:979 
National Institute for Juvenile Justice and Delinquency Preven- 
tion. 

Annual report of NIJJDP. [Washington], Dept. of Justice, 
Law Enforcement Assistance Administration, Office of Juve- 
nile Justice and Delinquency Prevention, National Institute 
for Juvenile Justice and Delinquency Prevention; for sale by 
the Supt. of Docs., U.S. Govt. Print Off. 

20402 

28 cm. 

$3.75 

Report covers fiscal year 1979. 

@ltem 717-C 

S/N 027-000-00902-6 

ISSN 0193-483X 

1. National Institute for Juvenile Justice and Delinquency 
Prevention — Periodicals. 2. Juvenile delinquency — United 
States — Periodicals. 3. Juvenile delinquency — Research 
grants — United States — Periodicals. I. Title. 
HV9104.N226a 

79-643591 
364.3/6/0973 
OCLC 5197935 


80-12554 
J 26.8:P 75 
Mullen, Joan. 

Administrative adjudiction of traffic offenses / [Joan 
Mullen, Deborah A. Day ; prepared for the National Institute 
of Law Enforcement and Criminal Justice ... by Abt Asso- 
ciates, Inc.]. — [Washington] : Dept. of Justice, Law Enforce- 
ment Assistance Administration, National Institute of Law 
Enforcement and Criminal Justice, Office of Development, 
Testing & Dissemination : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980. 

20402 

24. ; 28 cm. 

At head of title: Policy briefs; action guides for legislators 
and government executives. 





Contract no. J-LEAA-013-78. 

Feb. 1980. 

Includes bibliographical references. 

@ltem 968-H-5 

S/N 027-000-00893-3 

pbk. : $1.75 

1. Traffic violations — United States. 2. Traffic courts — 
United States. 3. Justice, Administration of — United States. 
I. Day, Deborah A., joint author. II. National Institute of 
Law Enforcement and Criminal Justice. Office of Develop- 
ment, Testing, and Dissemination. III. Abt Associates. IV. 
Title. 
OCLC 6213808 


80-12555 
J 26.10:SD-NPS-CP-7 
United States. National Criminal Justice Information and Statis- 
tics Service. 

Capital punishment. [Washington], Dept. of Justice, Law 
Enforcement Assistance Administration, National Criminal 
Justice Information and Statistics Service. 

20531 

ill. 27 cm. (National prisoner statistics bulletin ; no. SD- 
NPS-CP-7) 

1971/72- 

1978. 

“Since 1972, the Bureau of the Census, acting as collecting 
agent for LEAA, has had responsibility for compiling the 
relevant statistical data.” 

Issues for 1971/72-76 were classed J 1.42/3:SD-NPS-CP- 

@ltem 968-H-6 

ISSN 0191-3220 

Main series: National prisoner statistics bulletin 

1. Capital punishment — United States — Statistics — Perio- 
dicals. 2. Capital punishment — United States — Periodicals. 
I. United States. Bureau of the Census. II. Title. III. Series. 
HV8699.U5U53a 

79-640970 
364.6/6/0973 
OCLC 3696303 


NATIONAL INSTITUTE OF JUSTICE 
Justice Dept. 
Washington, DC 20004 


80-12556 
J 28.9:C 86 
Carrow, Deborah 

Crime victim compensation : program model / by Deb- 
borah M. Carrow ; prepared for the National Institute of 
Justice, U.S. Dept. of Justice by Abt Associates. — [Washing- 
ton] : Dept. of Justice, National Institute of Justice, Office of 
Development, Testing and Dissemination, 1980. 

20531 

i, 235 p. : ill. ; 28 cm. 

Contract J-LEAA-013-78. 

Feb. 1980. 

Includes bibliographical references. 

@ltem 717-B-5 

pbk. 

1. Reparation— United States. 2. Victims of crimes — 
United States. I. National Institute of Justice (U.S.). Office 
of Development, Testing and Dissemination. II. Abt Asso- 
ciates. III. Title. 

OCLC 6053380 
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SUPREME COURT 
Washington, DC 20543 
80-12557 


Ju 6.8:435 
United States. Supreme Court. 
United States reports. [Washington] Supreme Court; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 


23 cm. 

$20.00 

v. 1- Sept. 1790- 

Other title: Cases adjudged in the Supreme Court 

Title varies slightly. 

v. 435, Oct. term, 1977; opinions (in part) of Feb. 27-May 1, 
1978; orders of Feb. 27-May 1, 1978. 

“Together with opinions of individual justices in cham- 
bers.” 

Includes bibliographical references and index. 

@ltem 741 

S/N 028-001-00403-2 

1. United States. Supreme Court — Periodicals. 
reports, digests, etc. — United States — Periodicals. 
OCLC 1768670 


2. Law 
I. Title. 


LABOR DEPARTMENT 
Washington, DC 20210 


80-12558 
L 1.2:C 76/6 
United States. Dept. of Labor. 
Proposed consumer representation plan : U.S. Dept. of 
Labor. — Washington : Dept. of Labor, 1976. 
20210 
33 leaves in various pagings ; 27 cm. 
Hearing held in Washington, D.C., Feb. 24, 1976. 
pbk. 
1. Consumer panels — United States. 2. Consumer protec- 
tion — Information services — United States. I. Title. 
OCLC 6108023 


80-12559 
L 1,2:F 11/3/980 
Zack, Arnold. 

Understanding fact finding and arbitration in the public 
sector / prepared under contract with LMSA by Arnold 
Zack. — 3d ed. — Washington : Dept. of Labor, Labor-Man- 
agement Services Administration : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1980. 

20402 

23 p. ; 21 cm. 

@ltem 745 

S/N 029-000-00389-1 

pbk. : $3.75 

1. Collective bargaining— Government employees — 
United States. 2. Employee-management relations in gov- 
ernment — United States. 3. Arbitration, Industrial — United 
States. I. United States. Labor Management Services Ad- 
ministration. II. Title. 

OCLC 6063818 


80-12560 
L 1.2:In 2/8 
Elsman, Max. 

Federal hiring incentives : new ways to hold down taxes 
and training costs / compiled by Max Elsman and Shirley 
Robock. — Washington : Dept. of Labor, 1980. 

20210 

22 p. : ill. ; 22 cm. 

“Reprinted by the U.S. Department of Labor by permission 
of the National Manpower Institute.” 
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Labor Statistics Bureau — Labor Dept. 


Jan. 1980. 

@ltem 745 

pbk. 

1. United States — Full employment policies. I. Robock, 
Shirley, joint author. II. United States. Dept. of Labor. III. 
National Manpower Institute. IV. Title. 

OCLC 6157635 


80-12561 
L 1.7/2:W 12 
Handbook of wages and benefits for construction unions. 
[Washington] Dept. of Labor, Labor-Management Services 
Administration, Office of Construction Industry Services. 
20216 
col. maps 28 cm. 
1980- 
Jan. 1980. 
@ltem 745-A 
1. Collective labor agreements — Construction industry — 
United States — Statistics — Periodicals. 2. Wages — Con- 
struction workers — United States — Statistics — Periodicals. 
I. United States. Office of Construction Industry Services. 
OCLC 6209099 


80-12562 
L 1.34/5:978/ind. 

Labor literature, index of periodical articles. [Washington] Dept. 
of Labor, Office of the Assistant Secretary for Administration 
and Management, Library. 

20210 

27 cm. 

1978- 

1978. 

@ltem 762-D-7 

Related records: Labor literature. 

1. Labor and laboring classes — United States — Bibliogra- 
phy — Catalogs. I. United States. Dept. of Labor. Library. 
OCLC 6162435 


LABOR STATISTICS BUREAU 
Labor Dept. 
Washington, DC 20212 
80-12563 
L 2.2:D 63/2 
United States. Bureau of Labor Statistics. Office of Research 
Methods and Standards. 

A study of discrepancies between BLS household and pay- 
roll employment estimates / Joseph R. Antos ... [et al.], Office 
of Research Methods and Standards, U.S. Bureau of Labor 
Statistics. — [Washington : Dept. of Labor], Bureau of Labor 


Statistics, Office of Research Methods and Standards, 1976. 

20212 

32 leaves : ill. ; 27 cm. 

June 15, 1976. 

Bibliography: p. 29-30. 

pbk. 

1. Labor supply — United States — Statistical Services. 2. 
Labor and laboring classes — United States — Statistical Serv- 
ices. I. Antos, Joseph R. II. Title. 

OCLC 6163300 
80-12564 
L 2.3:2050-48-errata 
United States. Bureau of Labor Statistics. 

Area wage survey. Anaheim-Santa Ana-Garden Grove, 
California metropolitan area [errata]. [Washington] Dept. of 
Labor, Bureau of Labor Statistics. 

20212 


21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 2050-48) 
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“Drafters were inadvertently left off tables A-2, A-3, A-8, 
A-11, and A-12. Attached are corrected tables.” 

Oct. 1979. 

@ltem 768-B-6 

ISSN 0362-4242 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

1. Wages — California — Anaheim — Statistics — Periodi- 
cals. 2. Wages — California — Santa Ana — Statistics — Per- 
iodicals. 3. Wages — California— Garden Grove — Statis- 
tics — Periodicals. 4. Job descriptions — Periodicals. I. 
Title. II. Series: United States. Bureau of Labor Statistics. 
Bulletin - Bureau of Labor Statistics ; 2050-48. 
HD4976.L6A35 

76-643822 

331.2/9794/96 
OCLC 2237038 


80-12565 
L 2.3:2050-53 
Area wage survey. New Orleans, Louisiana, metropolitan area. 

Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 2050-53) 

$2.25 

Feb. 1966- 

Oct. 1979. 

Chiefly tables. 

@ltem 768-B-20 

S/N 029-001-02433-9 

ISSN 0161-4800 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

1. Wages — Louisiana — New Orleans metropolitan area — 
Statistics — Periodicals. 2. Job descriptions — Periodicals. 
I. United States. Bureau of Labor Statistics. II. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau of 
Labor Statistics ; 2050-53. 
OCLC 2502968 


80-12566 
L 2.3:2050-54 
Area wage survey. Indianapolis, Indiana, metropolitan area. 
Washington, Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 2050-54) 
$2.25 
Dec. 1965- 
Chiefly tables. 
Oct. 1979. 
@ltem 768-B-16 
S/N 029-001-02434-7 
Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 
1. Wages — Indiana — Indianapolis metropolitan area — 
Statistics — Periodicals. 2. Job descriptions — Periodicals. 
I. United States. Bureau of Labor Statistics. II. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau of 
Labor Statistics ; 2050-54. 
HD8051.A62 
1 -66000077 
[HD4976.135A37] 
331.297725 
OCLC 2831358 





80-12567 
L 2.3:2056/v.1 
L 2.3:2056/v.2 
United States. Bureau of Labor Statistics. 

Historical and projected input-output tables of the econom- 
ics growth project. — Washington : Dept. of Labor, Bureau 
of Labor Statistics : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1980- 

20402 

v. ; 28 cm. — (Bulletin - Bureau of Labor Statistics ; 2056) 

Tables. 

Feb. 1980. 

Contents: v. 1. Direct requirements tables.—v. 2. Total re- 
quirements tables. 

@ltem 768-A-1 

S/N 029-001-02435-5 ; 029-001-02436-3 

pbk. : $9.00 (v.1) : $9.00 (v.2) 

1. Interindustry economics. I. Title. II. Series: United 
States. Bureau of Labor Statistics. Bulletin - Bureau of Labor 
Statistics ; 2056. 

OCLC 6108306 


80-12568 
L 2.105:Se 1 
United States. Bureau of Labor Statistics. Pacific Regional 
Office. 

Municipal government wage survey, Seattle, Washington, 
January 1979 / prepared by Paul Gateley. — San Francisco, 
Calif. : Dept. of Labor, Bureau of Labor Statistics, Pacific 
Regional Office, 1979. 

450 Golden Gate Ave., 94102 

ii, 78 p. ; 27 cm.— (Regional report - Bureau of Labor 
Statistics, Pacific Regional Office ; 57) 

@ltem 768-P 

pbk. 

1. Seattle, Wash. — Officials and employees — Salaries, 
allowances, etc. I. Gateley, Paul. II. Title. III. Series: 
United States. Bureau of Labor Statistics. Pacific Regional 
Office. Regional report - Bureau of Labor Statistics, Pacific 
Regional Office ; 57. 

OCLC 6109088 


INTERNATIONAL LABOR AFFAIRS BUREAU 
Labor Dept. 
Washington, DC 20210 


80-12569 
L 29.14:Al 3 
Country labor profile. Algeria. [Washington] Dept. of Labor, 
Bureau of International Labor Affairs; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979- 


$0.60 

Caption title. 

1980. 

@ltem 749-C 

S/N 029-010-90025-1 

Continues: Profile of labor conditions 

1. Labor and laboring classes — Collected works. 
and laboring classes — Algeria. 
International Labor Affairs. 
OCLC 5145248 


2. Labor 
I. United States. Bureau of 


Government Publications — June 1980 


80-12570 


L 29.14:C 16 
Country labor profile. Canada. [Washington] Dept. of Labor, 
Bureau of International Labor Affairs; [for sale by the Supt. 
of Docs., U.S. Govt. Print. Off.], 1979- 
20402 
ill., map 28 cm. 
$0.60 


Caption title. 

1980. 

Includes bibliographies. 

Irregular. 

@ltem 749-C 

S/N 029-010-90027-8 

Continues: Profile of labor conditions 

1. Labor and laboring classes — Collected works. 
and laboring classes — Canada. 
International Labor Affairs. 
OCLC 5145248 


80-12571 


2. Labor 
I. United States. Bureau of 


L 29.14:M 29 
Country labor profile. Malaysia. [Washington] Dept. of Labor, 

Bureau of International Labor Affairs; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

ill. 28 cm. 

$0.60 

Caption title. 

1980. 

@ltem 749-C 

S/N 029-010-90026-0 

Continues: Profile of labor conditions 

1. Labor and laboring classes — Collected works. 
and laboring classes — Malaysia. 
International Labor Affairs. 
OCLC 5145248 


80-12572 


2. Labor 
I. United States. Bureau of 


L 29.14:N 56 
Country labor profile. Nigeria. [Washington] Dept. of Labor, 

Bureau of International Labor Affairs; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979- 

20402 

ill. 28 cm. 

$0.60 

Caption title. 

1980. 

@ltem 749-C 

S/N 029-010-90024-3 

Continues: Profile of labor conditions 

1. Labor and laboring classes — Collected works. 
and laboring classes — Nigeria. 
International Labor Affairs. 
OCLC 5145248 


2. Labor 
I. United States. Bureau of 


OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 
80-12573 
L 35.21:C 66 
United States. Occupational Safety and Health Administration. 
Coke oven emissions. — [Washington] : Dept. of Labor, 
Occupational Safety and Health Administration, 1976. 
20210 
71, [50] p. ; 28 cm. 
Aug. 1976. 
At head of title: Final environmental impact statement. 
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Women‘s Bureau — Labor Dept. 


Includes bibliographical references. 

pbk. 

1. Coke industry — United States — Safety measures. 2. 
Industrial hygiene — Standards — United States. I. Title. 
OCLC 6109195 


WOMEN’S BUREAU 
Labor Dept. 
Washington, DC 20210 
80-12574 
L 36.102:W 84/4 
United States. Women’s Bureau. 

Women in the economy : full freedom of choice / [pre- 
pared by Mary Ann Wolfe], U.S. Dept. of Labor, Employ- 
ment Standards Administration, Women’s Bureau. — Wash- 
ington : The Bureau, 1976. 

20210 

47 p. : ill. ; 28 cm. 

Report of conference held in Wash., D.C., Sept. 11-13, 
1975. 

Includes bibliographical references. 

pbk. 

1. Women’s rights— United States— Congresses. 2. 
Women — Legal status, laws, etc.— United States — Con- 
gresses. 3. Feminism— United States— Congresses. I. 
Wolfe, Mary Ann. II. Title. 

OCLC 2412323 


WAGE AND HOUR DIVISION 
Labor Dept. 
Washington, DC 20210 
80-12575 
L 36.205:F 15/980 
United States. Laws, Statutes, etc. 

Fair labor standards act of 1938, as amended. — Rev. Feb. 
1980. — [Washington] : Dept. of Labor, Employment Stand- 
ards Administration, Wage and Hour Division : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

i, 38 p. ; 28 cm. —- (WH publication ; 1318) 

Includes bibliographical references. 

@ltem 778-B 

S/N 029-016-0061-5 

pbk. : $2.50 

1. Labor laws and legislation — United States. I. United 
States. Employment Standards Administration. Wage and 
Hour Division. II. Title. III. Series: United States. Em- 
ployment Standards Administration. Wage and Hour Divi- 
sion. WH publication ; 1318. 

OCLC 6212521 


EMPLOYMENT AND TRAINING 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20213 
80-12576 
L 37.2:3 57/4 
United States. Job Corps. 

Job Corps in brief : FY - 76 / Job Corps, Dept. of Labor, 
Employment & Training Administration. — [Washington] : 
The Corps, [19777] 

20213 

25 p. : map ; 28 cm. 

Bibliography: p. 25. 

pbk. 
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1. United States. Job Corps. 2. Occupational training — 
United States. I. Title. 
OCLC 6118265 


80-12577 
L 37.2:Y 8/12/980 
United States. Employment and Training Administration. Office 
of Youth Program. 

Completing the youth agenda : a plan for knowledge devel- 
opment, dissemination and application for fiscal 1980. — 
Washington : Dept. of Labor, Employment and Training 
Administration, Office of Youth Programs, 1979. 

20213 

73 p. ; 28 cm. 

Oct. 1979. 

@ltem 780-A-1 

pbk. 

1. Youth — Employment — United States. 2. Vocational 
guidance — United States. 3. Occupational training — United 
States. I. Title. 

OCLC 6109045 


80-12578 
L 37.2:Y 8/14 
Trio for youth. — Washington : Dept. of Labor, Employment 
and Training Administration, 1979. 

20213 

13 p. : ills ; 28 cm. 

@ltem 780-A-1 

pbk. 

1. Youth — Employment — United States 2. Occupational 
training — United States 3. United States— Full employ- 
ment policies. I. United States. Employment and Training 
Administration. 

OCLC 6010447 


80-12579 
L 37.8:J3 57 
Your guide to Job Corps. — Washington : Dept. of Labor, Em- 
ployment and Training Administration, 1980. 
20213 
[15] p. : ill. ; 22 cm. 
@ltem 780-A-3 
S/N 029-000-00398-0 
pbk. : $1.75 
1. United States. Job Corps. I. United States. Employment 
and Training Administration. 
OCLC 6094143 


80-12580 
L 37.14:75 
Lecht, Leonard Abe, 1920- 

Involving private employers in CETA programs : a case 
study / prepared by Leonard A. Lecht and Marc A. Matland, 
Conference Board for the Employment and Training Admin- 
istration, U.S. Department of Labor. — Washington : Dept. of 
Labor, Employment and Training Administration, 1979 i.e. 
1980. 

20213 

xiv, 177 p. ; 28 cm. — (R & D monograph ; 75) 

On cover: CETA employer case study no. 234. 

Research and development grant no. 21-36-77-08. 

Includes bibliographical references. 

@ltem 746-H 

pbk. 

1. United States — Full employment policies — Case stud- 
ies. I. Matland, Marc, joint author. II. United States. Em- 
ployment and Training Administration. Conference Board. 
III. Title. IV. Series: United States. Employment and Train- 
ing Administration. R & D monograph ; 75. 

OCLC 6100862 





MINING SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Arlington, VA 22203 
80-12581 
L 38.10:1109 
United States. Mine Safety and Health Administration. 

Design guidelines for coal refuse piles and water, sediment, 
or slurry impoundments and impounding structures / by Staff, 
Mine Waste Branches. — Arlington, Va. : Dept. of Labor, 
Mine Safety and Health Administration, 1979. 

22203 

29 p. : col. ill, maps ; 27 cm.— (Informational report - 
Mine Safety and Health Administration ; IR 1109) 

Errata sheet correcting p. 1 was issued also. 

Includes bibliographical references. 

@ltem 637-A 

pbk. 

1. Coal mine waste. I. Title. II. Series: United States. 
Mine Safety and Health Administration. Informational report 


- Mine Safety and Health Administration ; IR 1109. 
OCLC 6160189 


80-12582 


L 38.10:1112 
Injury experience in coal mining. [Arlington, Va.] Dept. of 
Labor, Mine Safety and Health Administration. 
22203 
27 cm. (Informational report - Mine Safety and Health 
Administration ; IR 1112) 
1948- 


Vols. for 19 - prepared by the Branch of Injury and Em- 
ployment Information, Health and Safety Analysis Center; 19- 
by the Center’s Division of Mining Information Systems. 

Vols. for 1948-19 issued by the Bureau of Mines; 19 -75 by 
the Mining Enforcement and Safety Administration, Dept. of 
the Interior; 1976- by the Mine Safety and Health Administra- 
tion, Dept. of Labor. 

Issued 1948-52? as the Bureau of Mines bulletin; 1953-19 as 
Bureau of Mines Information circular; 1971-75 as Mesa infor- 
mational report IR. 

1978. 

Vols. for 1971-75 were classed I 69.9: 

@ltem 637-A 

ISSN 0095-0432 

Main series: Informational report - Mine Safety and Health 
Administration. 

1. Coal mines and mining — United States — Accidents — 
Statistics — Periodicals. I. United States. Division of Mining 
Information Systems. II. United States. Mine Safety and 
Health Administration. III. United States. Mining Enforce- 
ment and Safety Administration. IV. Series: United States. 
Mine Safety and Health Administration. Informational report 
- Mine Safety and Health Administration ; IR 1112. [DNLM 
1. Coal Mining 2. Wounds and Injuries — occurrence — 
United States — Periodicals.] 


sn-79003753 
OCLC 1096905 


80-12583 
L 38.10:1113 
Injury experience in stone mining. [Washington] Dept. of 
Labor, Mine Safety and Health Administration. 
20210 
27 cm. (Informational report - Mine Safety and Health 
Administration ; IR 1113) 
1978- 
Vols for 19 - prepared by the Division of Mining Informa- 
tion Systems, Health and Safety Analysis Center. 


Government Publications — June 1980 


Annual. 

@ltem 637-A 

Main series: Informational report - Mine Safety and Health 
Administration 

Continues: Injury experience in quarrying ISSN 0098-4906 

1. Stone industry and trade — United States — Accidents — 
Statistics — Periodicals. I. Series: United States. Mine Safety 
and Health Administration. Informational report - Mine 
Safety and Health Administration ; IR 1113. 
OCLC 6162386 


80-12584 
L 38.10:1116 
Injury experience in metallic mineral mining. [Washington] 

Dept. of Labor, Mine Safety and Health Administration. 

22203 

27 cm. (Informational report - Mine Safety and Health 
Administration ; IR 1116) 

1978- 

1978. 

Vols. for 1978- prepared by Division of Mining Information 
Systems, Health and Safety Analysis Center. 

Annual. 

@ltem 637-A 

Main series: Informational report - Mine Safety and Health 
Administration 

Continues: Injury experience in the metallic mineral indus- 
tries ISSN 0160-8452 

1. Mineral industries — United States — Accidents — Statis- 
tics — Periodicals. I. United States. Division of Mining In- 
formation Systems. II. United States. Mine Safety and 
Health Administration. III. Series: United States. Mine 
Safety and Health Administration. Informational report - 
Mine Safety and Health Administration ; IR 1116. 
OCLC 6191043 


LIBRARY OF CONGRESS 
Washington, DC 20540 


Additional entries follow Copyright Office entries. 
80-12585 

LC 1.2:Se 6/4 
Cannan, Judith Proctor. 

Special problems in serials cataloging / prepared by Judith 
Proctor Cannan, Serial Record Division. — [Washington] : Li- 
brary of Congress, Processing Services, 1979. 

20540 

iv, 97 p. : ill. ; 27 cm. 

June 1979. 

Bibliography: p. 41. 

@ltem 786 

ISBN 0-8444-0291-4 pbk. 

1. Cataloging of serial publications. I. United States. Li- 
brary of Congress. Serial Record Division. II. Library of 
Congress. Processing Services. III. Title. 

Z695.7.C34 

79-013774 
025.3/4/3 
OCLC 4982848 


80-12586 
LC 1.31:In 3/979 
Library of Congress. National Referral Center. 
Directory of Federally supported information analysis cen- 
ters / compiled by the National Referral Center. — 4th ed. — 
Washington : Library of Congress, National Referral Center : 


for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979 i.e. 
1980. 


20402 
ix, 87 p. ; 28 cm. 
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Copyright Office — Library of Congress 


Includes indexes. 

@ltem 787-A 

S/N 030-000-001 15-0 

pbk. : $4.00 

1. Science — Information services — United States — Direc- 
tories. 2. Technology—Information services — United 
States — Directories. I. Title. 
OCLC 6167613 

80-12587 
LC 2.12:M 29 


Aradoum, Fassil. 

University of Malawi publications : a guide / compiled by 
Fassil Aradoum, African Section, African and Middle Eastern 
Division. — Washington : Library of Congress, 1979. 

20540 


viii, 41 p. ; 23 cm. — (Maktaba Afrikana series) 

Includes index. 

@ltem 806-H-1 

ISBN 0-8444-0324— pbk. 

1. Malawi — Bibliography — Union lists. 2. University of 
Malawi — Catalogs. 3. Catalogs, Union — United States. I. 
United States. Library of Congress. African Section. II. 
Title. III. Series. 

Z3577.A72 


[DT858] 
016.96897 
OCLC 5943917 


COPYRIGHT OFFICE 
Library of Congress 
Washington, DC 20559 


79-607918 


80-12588 
LC 3.4/2:1 e/2 
The certification space of the application form. — [Washington : 
Library of Congress, Copyright Office], 1980. 
20559 
1 p. ; 27 cm. — (Circular ; R 1 e) 
Mar. 1980. 
@ltem 802-A 
pbk. 
1. Copyright — United States. I. United States. Copyright 
Office 


OCLC 6120126 


80-12589 
LC 3.4/2:47 e/5 
Radio and televison programs. — Washington : Library of Con- 
gress, Copyright Office, 1980. 
20559 
[2]. p. ; 28 cm. — (Circular ; 47 e) 
February 1980. 
@ltem 802-A 
pbk. 
1. Copyright — Broadcasting rights— United States. I. 
United States. Copyright Office. 
OCLC 6096335 


80-12590 
LC 3.6/6:1/5/no.1 
United States. Copyright Office. 

Catalog of copyright entries. Fourth series. Part 5. Visual 
arts. Washington, Library of Congress, Copyright Office; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 


29 cm. 
$8.00 (U.S.) $10.00 (foreign) 
v. 1- Jan./June 1978- 


Page 220 


Jan.-June 1978. 

Semiannual. 

@ltem 798 

S/N 030-002-72095-7 

ISSN 0163-7339 

1. Copyright — Art — United States — Catalogs. 
OCLC 5435489 


I. Title. 


LIBRARY OF CONGRESS 
Washington, DC 20540 


80-12591 
LC 19.2:M 97/5/980 
National Library Service for the Blind and Physically Handi- 
capped. 

Music & musicians. Large-print scores and books catalog. 
Washington, Library of Congress, National Library Service 
for the Blind and Physically Handicapped. 

20542 

28 cm. 

1978- 

1980. 

Continues: Music & musicians. Large-print scores and 
books catalog, ISSN 0363-8472, issued by: United States. Li- 
brary of Congress. Division for the Blind and Physically 
Handicapped. 

@ltem 806 

ISSN 0363-8472 

1. Blind, Music for the — Bibliography — Catalogs. I. 
Title. 

PAR 


79-640268 
OCLC 4525695 


80-12592 
LC 19.2:Se 6 
Cylke, Frank Kurt. 

Library services for blind and physically handicapped indi- 
viduals : summary of discussions and actions under sponsor- 
ship of the International Federation of Library Associations, 
August 26 through September 1, 1979, / by Frank Kurt 
Cylke. — Washington : Library of Congress, National Library 
Service for the Blind and Physically Handicapped, 1979. 

1291 Tyalor St., N.W., 20542 

63 p. in various pagings ; 28 cm. 

September 28, 1979. 

@ltem 806 

pbk. 

1. Libraries and the physically handicapped — Addresses, 
essays, lectures. 2. Blind, Libraries for the — Addresses, 
essays, lectures. I. National Library Service for the Blind 
and Physically Handicapped. II. International Federation of 
Library Associations. III. Title. 

OCLC 5881329 


80-12593 
LC 19,4/2:79-3 
National Library Service for the Blind and Physically Handi- 
capped. 

Reading materials in large type / [compiled by Linda Red- 
mond]. — Washington : Library of Congress, National Li- 
brary Service for the Blind and Physically Handicapped, 
1979. 

20542 

51 p. ; 28 cm. — (Reference circular ; 79-3) 

September 1979. 

@ltem 806 

pbk. 





1. Blind, Books for the— Bibliography. 2. Large type 
books — Bibliography. I. Redmond, Linda. II. Title. III. 
Series. 

OCLC 6158048 


80-12594 
LC 30.8/8:978/v.1-2 
National register of microform masters. Washington, Library of 
Congress. 
20540 
28 cm. 
v. 1- 1965- 
At head of title: Library of Congress catalogs. 
Compiled and edited by the Library’s Catalog Publication 
Division. 
1978. 
CONTENTS: v. 1. A-J.—v. 2. K-Z. 
ISSN 0090-3299 
1. Books on microfilm — Bibliography — Union lists. I. 
United States. Library of Congress. Catalog Publication Divi- 
sion. 
Z1033.M5N3 
65-029419 
011 
OCLC 0936298 


80-12595 
LC 33.9:10 
Antarctic bibliography. Washington, Library of Congress; for 
sale by the Sup. of Docs. U.S. Govt. Print. Off. 

20402 

27 cm. 

$13.00 

v. 1- 1965- 

Vols. for 1965-68 sponsored by the Office of Antarctic 
Programs, National Science Foundation ; 1970-76 by the 
Foundation’s Office of Polar Programs; 1978- by the Founda- 
tion’s Division of Polar Programs. 

Vol. 1-4 prepared by the Cold Regions Bibliography Sec- 
tion, Science and Technology Division, the Library of Con- 
gress; vol. 5- by the Cold Regions Bibliography Project, Sci- 
ence and Technology Division, the Library of Congress. 

v. 1- 1965- 

@ltem 818-A-1 

S/N 030-018-00020-6 

ISSN 0066-4626 

1. Antarctic regions — Bibliography. I. United States. Li- 
brary of Congress. II. United States. Library of Congress. 
Science and Tecknology Division. Cold Regions Bibliography 
Project. III. National Science Foundation. Division of Polar 
Programs. 

Z6005.P7A55 

65-061825 
[Z663.41.A24] 
OCLC 1064353 


80-12596 
LC 35.2:P 41/979 
Hoskins, Janina W. 

The USSR and East Central and Southeastern Europe : 
periodicals in Western languages / compiled by Janina W. 
Hoskins, European Division. — 4th rev. ed. — Washington : 
Library of Congress : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. i.e. 1980. 

20402 

v, 87 p. ; 26 cm. 

Third ed. published in 1967 under title: The USSR and 
Eastern Europe. 


Government Publications — June 1980 


Includes index. 

@ltem 818-E 

S/N 030-020-00013-8 

ISBN 0-8444-0302- pbk. : $3.75 

1. Europe, Eastern — Periodicals — Bibliography. 
brary of Congress. European Division. II. Title. 
Z2483.H63 1978 


I. Li- 


78-022038 
[DJK1] 

016.94/005 

OCLC 4504699 


NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 
Washington, DC 20546 


80-12597 
NAS 1.15:78591 
United States. National Aeronautics and Space Administration. 
Scientific and Technical Information Office. 

V/STOLAND avionics system flight-test data on a UH-1H 
helicopter / Fredric A. Baker ... [et al.], Ames Research 
Center. — [Washington] : National Aeronautics and Space 
Administration, Scientific and Technical Information Office ; 
[Springfield, Va. : for sale by the National Technical Informa- 
tion Service], 1980. 

22161 

vi, 61 p. : ill. ; 27 cm.— (NASA technical memorandum ; 
78591) (AVRADCOM technical report ; 79-23) 

February 1980. 

Includes bibliographical references. 

@ltem 830-D (microfiche) 

1. Helicopters. 2. Electronics in aeronautics. I. Baker, 
Fredric A. II. United States. Ames Research Center, Mof- 
fett Field, Calif. III. Title. IV. Series: United States. Na- 
tional Aeronautics and Space Administration. NASA techni- 
cal memorandum ; 78591. V. Series: United States. Army 
Aviation Research and Development Command. AVRAD- 
COM technical report ; 79-23. 

OCLC 6176287 


80-12598 
NAS 1.21:435 
United States. Langley Research Center, Hampton, Va. 

Terminal configured vehicle program : test facilities guide / 
staff of NASA Langley Research Center and Boeing Com- 
mercial Airplane Company. — Washington : National Aero- 
nautics and Space Administration, Scientific and Technical 
Information Branch, 1980. 

20546 

64 p. : ill. ; 27 cm..— (NASA SP ; 435) 

@ltem 830-J-2 (microfiche) 

pbk. 

1. Flight control. 2. Airplanes— Landing. 3. Air- 
planes — Take-off. 4. Landing aids (Aeronautics) I. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch. II. Boeing Commer- 
cial Airplane Company. III. Title. IV. Series: United 
States. National Aeronautics and Space Administration. 
NASA SP ; 435. 

OCLC 6153954 
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National Aeronautics and Space Administration 


80-12599 
NAS 1.26:3229 
Howard, Samuel. 

Deconvolution of gas chromatographic data / Samuel 
Howard and Grayson H. Rayborn, University of Southern 
Mississippi. — [Washington] : National Aeronautics and Space 
Administration, Scientific and Technical Information Office ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1980. 

22161 

vi, 72 p. : ill. ; 27 cm. — (NASA contractor report ; NASA 
CR-3229) 

Prepared for Langley Research Center under grant NSG- 
1380. 

February 1980. 

Includes bibliographical references. 

@ltem 830-H-14 (microfiche) 

1. Airplanes— Noise. I. Rayborn, Grayson H., joint 
author. II. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Office. 
III. United States. Langley Research Center, Hampton, Va. 
IV. University of Southern Mississippi. V. Title. VI. 
Series: United States. National Aeronautics and Space Admin- 
istration. NASA contractor report ; NASA CR-3229. 

OCLC 6162759 


80-12600 
NAS 1.55:2111 
Scientific research with the space telescope : International As- 

tronomical Union Colloquium number 54, co-sponsored by 
COSPAR, held at the Institute for Advanced Study, Prince- 
ton, N.J., August 8-11, 1979 / M. S. Longair, Mulland [i.e. 
Mullard] Radio Astronomy Observatory, Cavendish Labora- 
tory ; J. W. Warner, National Aeronautics and Space Admin- 
istration, Marshall Space Flight Center [editors]. — [Washing- 
ton] : National Aeronautics and Space Administration, 
George C. Marshall Space Flight Center : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

xii, 327 p. : ill ; 23 cm. — (NASA conference publication ; 
2111) 

Oct. 1979. 

Includes bibliographies. 

@ltem 830-H 

S/N 033-000-00782-5 

pbk. $7.00 

1. Orbiting astronomical observatories — Congresses. 2. 
Telescope — Congresses. I. Longair, M. S. II. Warner, 
John Ward, 1944- III. United States. George C. Marshall 
Space Flight Center, Huntsville, Ala. IV. International 
Council of Scientific Unions. Committee on Space Research. 
V. Mullard Radio Astronomy Observatory. VI. Title. VII. 
Title: International Astronomical Union colloquium number 
54. VIII. Series: United States. National Aeronautics and 
Space Administration. NASA conference publication ; 2111. 
OCLC 6118880 


80-12601 
NAS 1.60:1513 
Wehrend, William R. 

Flight tests of the total automatic flight control system 
(TAFCOS) concept on a DHC-6 Twin Otter aircraft / Wil- 
liam R. Wehrend, Jr., and George Meyer, Ames Research 
Center. — [Washington] : National Aeronautics and Space 
Administration, Scientific and Technical Information Office ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1980. 

22161 

vii, 66 p. : ill. ; 27 cm.— (NASA technical paper ; 1513) 
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February 1980. 

Includes bibliographical references. 

@ltem 830-H-15 (microfiche) 

pbk. 

1. Flight control. 2. Automatic pilot (Airplanes) I 
Meyer, George, 1934- II. United States. Ames Research 
Center, Moffett Field, Calif. III. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Office. IV. Title. V. Series: United States. 
National Aeronautics and Space Administration. NASA tech- 
nical paper ; 1513. 

OCLC 6162635 


80-12602 


NAS 1,60:1516 


Arnaiz, Henry H. 


Wind-tunnel/flight correlation study of aerodynamic char- 
acteristics of a large flexible supersonic cruise airplane (XB- 
70-1) / Henry H. Arnaiz, Dryden Flight Research Center, 
John B. Peterson, Jr., Langley Research Center, James C. 
Daugherty, Ames Research Center. — [Washington] : Nation- 
al Aeronautics and Space Administration, Scientific and 
Technical Information Office ; [Springfield, Va. : for sale by 
the National Technical Information Service], 1980- 

22161 

v. : ill. ; 27 cm. — (NASA technical paper ; 1516) 

March 1980. 

Contents: III. A comparison between characteristics pre- 
dicted from wind-tunnel measurements and those measured in 
flight. 

@ltem 830-H-15 (microfiche) 

pbk. 

1. Aerodynamics, Supersonic. 2. Wind tunnel models. I. 
Peterson, John B., joint author. II. Daugherty, James C., 
joint author. III. Hugh L. Dryden Flight Research Center. 
IV. United States. Langley Research Center, Hampton, Va. 
V. United States. Ames Research Center, Moffett Field, Calif. 
VI. United States. National Aeronautics and Space Adminis- 
tration. Scientific and Technical Information Office. VII. 
Title. VIII. Series: United States. National Aeronautics and 
Space Administration. NASA technical paper ; 1516. 

OCLC 6176601 


80-12603 


NAS 1.60:1581 


Hodge, Ward F. 


Comparison of analytical and flight test identified aerody- 
namic derivatives for a tandem-rotor transport helicopter / 
Ward F. Hodge, Langley Research Center. — [Washington] : 
National Aeronautics and Space Administration, Scientific 
and Technical Information Office ; Springfield, Va. : for sale 
by the National Technical Information Service, 1980. 

22161 

53 p. : ill. ; 27 cm.— (NASA technical paper ; 1581) 

Feb. 1980. 

Includes bibliographical references. 

@ltem 830-H-15 (microfiche) 

pbk. 

1. Helicopters — Aerodynamics. 2. Rotors (Helicopters) — 
Testing. 3. Stability of helicopters. I. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Office. II. United States. Langley Re- 
search Center, Hampton, Va. III. Title. IV. Series: United 
States. National Aeronautics and Space Administration. 
NASA technical paper ; 1581. 

OCLC 6163799 





80-12604 
NAS 1,60:1628 
United States. National Aeronautics and Space Administration. 
Scientific and Technical Information Office. 

An experimental investigation of two large annular diffusers 
with swirling and distorted inflow / William T. Eckert ... [et 
al.], Aeromechanics Laboratory, AVRADCOM Research and 
Technology Laboratories, Ames Research Center. — [Wash- 
ington] : National Aeronautics and Space Administration, Sci- 
entific and Technical Information Office ; Springfield, Va. : 
for sale by the National Technical Information Service, 1980. 

22161 

103 p. : ill. ; 27 cm.— (NASA technical paper ; 1628) 
(AVRADCOM technical report ; 79-40) 

February 1980. 

Includes bibliographical references. 

@ltem 830-H-15 (microfiche) 

pbk. 

1. Diffusers — Aerodynamics. I. Eckert, William T. II. 
Aeromechanics Laboratory. III. Title. IV. Series: United 
States. National Aeronautics and Space Administration . 
NASA technical paper ; 1628. V. Series: United States. 
Army Aviation Research and Development Command. AV- 
RADCOM technical report ; 79-40. 

OCLC 6153053 


NATIONAL ENDOWMENT FOR THE ARTS 
National Foundation on the Arts and the Humanities 
Washington, DC 20506 


80-12605 
NF 2.1:979 
National Endowment for the Arts. 

Annual report - National Endowment for the Arts. [Wash- 
ington, National Foundation on the Arts and the Humanities], 
National Endowment for the Arts. 

20506 

ill. 28 cm. 

1966/67- 

Title varies slightly. 

Report covers fiscal year 1979. 

@ltem 831-B-2 

ISSN 0083-2103 

1. National Endowment for the Arts — Periodicals. 2. Na- 
tional Council on the Arts — Periodicals. 3. Federal aid to 
the arts— United States — Periodicals. I. National Council 
on the Arts 

Key Title: Annual report - National Endowment for the 
Arts/National Council on the Arts II. Title. 

NX22.N314 

76-601521 
700/.61/73 
OCLC 2533080 


80-12606 
NF 2.8:D 19/5/979-80 
Dance touring program. [Washington, National Foundation on 
the Arts and the Humanities], National Endowment for the 
Arts. 
20506 
28 cm. 
1977/78- 
At head of title: Application guidelines. 
1979-80 touring season. 
Issues prior to 1979-80 were classed: NF 2.8:D 19/2. 
Formed by the union of: Dance touring program. Guide- 
lines for sponsors, Dance touring program. Guidelines for 
State arts agencies, and: Dance touring program. Guideline 
for dance companies. 


Government Publications — June 1980 


To be used in conjunction with the separate publication: 
Directory of dance companies, ISSN 0363-972X. 

@ltem 831-B-2 

ISSN 0160-0540 

1. Federal aid to dance — United States — Periodicals. 2. 
National Endowment for the Arts — Periodicals. I. National 
Endowment for the Arts. 

sc-79003248 

OCLC 2933218 


80-12607 


NF 2.8:Ex 7/982 


Expansion arts. [Washington, National Foundation on the Arts 


and the Humanities], National Endowment for the Arts. 

20506 

28 cm. 

Cover title. 

Report covers fiscal year 1982. 

“Application guidelines.” 

@ltem 831-B-2 

ISSN 0160-0087 

1. Federal aid to the arts — United States — Periodicals. 2. 
National Endowment for the Arts — Periodicals. I. National 
Endowment for the Arts. 
OCLC 2924560 


80-12608 


NF 2.8:Op 2/2/981 


Opera-musical theater. [Washington, National Foundation on 


the Arts and the Humanities], National Endowment for the 
Arts. 

20506 

28 cm. 

1979/80- 

Cover title. 

Report covers fiscal year 1981. 

“Application guidelines ... 1981-82 performance season.” 

@ltem 831-B-2 

Continues: Opera orchestra 

1. Opera—Scholarships, fellowships, etc. — United 
States — Periodicals. 2. Federal aid to the theater — United 
States — Periodicals. 3. National Endowment for the Arts — 
Periodicals. I. National Endowment for the Arts. 
OCLC 4799307 


NATIONAL MEDIATION BOARD 
Washington, DC 20572 


80-12609 


NMB 1.1:978 


United States. National Mediation Board. 


Annual report - National Mediation Board. [Washington] 
National Mediation Board; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

ill., ports. 27 cm. 

$3.50 

Ist- 1934/35- 

Title varies slightly. 

44th report, covering fiscal year 1978. 

1934/35- include also the Report of the National Railroad 
Adjustment Board. 

Continues: United States. Board of Mediation. Annual 
report - Board of Mediation. 

@ltem 832 

S/N 037-000-00028-1 
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National Science Foundation 


1. Arbitration, Industrial — United States — Periodicals. 2. 
United States. National Mediation Board — Periodicals. I. 
United States. National Railroad Adjustment Board. II. 
Title. 

OCLC 1967007 


80-12610 
NMB 1.7:184 
United States. Emergency Board No. 184. 

Report to the President by Emergency Board No. 184 : 
appointed by Executive Order 11745, dated November 1, 
1973, pursuant to section 10 of the Railway labor act, as 
amended, to investigate a dispute between the Long Island 
Rail Road Company and certain of its employees represented 
by the Brotherhood ofRailroad Signalmen. — Washington : 
National Mediation Board, 1974. 

20572 

20 p. ; 24 cm. — (National Mediation Board case ; no. A- 
9200) 

Jan. 14, 1974. 

No longer available for sale by the Supt. of Docs. 

pbk. 

1. Collective bargaining — Railroads — United States — 
Case studies. 2. Labor disputes— United States — Case 
studies. I. Title. II. Series. 

OCLC 6190639 


80-12611 


NMB 1.7:185 
United States. Emergency Board No. 185. 

Report to the President by Emergency Board No. 185 : 
appointed by Executive Order 11783, dated May 21, 1974, 
pursuant to section 10 of the Railway labor act, as amended, 
to investigate a dispute between certain carriers represented 


by the National Railway Labor Conference, and certain of 
their employees represented by the Sheet Metal Workers’ 
International Association (AFL-CIO).— Washington : Na- 
tional Mediation Board, 1974. 

20572 

16 p. ; 23 cm. — (National Mediation Board case ; no. A- 
9484) 

July 2, 1974. 

pbk. 

1. Collective bargaining — Railroads — United States — 
Case studies. 2. Labor disputes— United States — Case 
studies. I. Title. II. Series. 

OCLC 6139666 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


80-12612 
NS 1.2:In 6/2 
Burger, Robert M., 1927- 

An analysis of the National Science Foundation’s Innova- 
tion Centers experiment : an effort to promote technological 
innovation and entrepreneurship in academic settings / [pre- 
pared by the Research Triangle Institute for the National 
Science Foundation ; R. M. Burger]. — [Washington] : Na- 
tional Science Foundation : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979. 

20402 

vii, 32 p. : ill., graphs ; 24 cm. — (NSF/RA 770718) 

Includes bibliographies. 

@ltem 834-C 

S/N 038-000-00405-1 

pbk. : $1.60 
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1. United States. National Science Foundation. 2. Techno- 
logical innovations — United States. I. Research Triangle In- 
stitute. II. United States. National Science Foundation. III. 
Title. 

OCLC 5839018 


80-12613 
NS 1.11/2:35 
United States. National Science Foundation. 

Reviews of data on science resources. Washington, Nation- 
al Science Foundation; [for sale by the Supt. of Docs., U.S. 
Govt. Print. Off.] 

20402 

graphs 27 cm. (NSF 80-302) 

$1.25 

v. 1, no. 1-6, Dec. 1964-Aug. 1965; no. 7- Jan. 1966- 

Distinctive title: State and local governments r&d expedi- 
tures, FY 1977 Mar. 1980 

no. 35, Mar. 1980. 

Includes bibliographical references. 

Formed by the union of: United States. National Science 
Foundation. Reviews of data on research & development and: 
United States. National Science Foundation. Scientific man- 
power bulletin. 

@ltem 834-G 

S/N 038-000-00436-1 

Main series: United States. National Science Foundation. 
NSF 

1. Science — United States — Periodicals. 2. State govern- 
ments — Research — United States — Finance. 3. Local gov- 
ernment — Research — United States — Finance. I. Title. 
OCLC 1773552 


80-12614 
NS 1.20/2:SE-78-36 
United States. National Science Foundation. Division of Science 
Education Resources Improvement. 

Resource Center for Science and Engineering Program : 
guide for the preparation of proposals. — Washington : Na- 
tional Science Foundation Division of Science Education Re- 
sources Improvement, 1977. 

20550 

iii, 18 p. ; 27 cm. — (SE-78-36) 

December 1977. 

pbk. 

1. Minorities — Education (Higher)— United States. 2. 
Socially handicapped — Education (Higher) — United States. 
I. Title. 

OCLC 6207976 


80-12615 
NS 1.22:In 2/977 
Research and development in industry; funds, scientists & engi- 
neers. [Washington] National Science Foundation. 
20550 
graphs 24 x 30 cm. (NSF 79-325) (Surveys of science re- 
sources series) 
1966- 
Subtitle varies. 
Data collected and compiled by the Bureau of the Census. 
22d report covering 1977 funding data, and Jan. 1978 R&D 
scientist and engineer data. 
@ltem 843-T 
Main series: United States. National Science Foundation. 
NSF 
Main series: United States. National Science Foundation. 
Surveys of science resources series 
Continues: Basic research, applied research, and develop- 
ment in industry, 1962-65 





1. Research, Industrial — United States — Costs — Statis- 
tics — Periodicals. 2. Scientists — United States — Statis- 
tics — Periodicals. 3. Engineers— United States — Statis- 
tics — Periodicals. I. United States. National Science Foun- 
dation. II. United States. Bureau of the Census. III. Series: 
United States. National Science Foundation. Surveys of sci- 
ence resources series. 

OCLC 1269747 


Government Publications — June 1980 


1. Deep Sea Drilling Project. 2. Glomar Challenger (Ship) 
3. Submarine geology. I. United States. National Science 
Foundation. II. National Ocean Sediment Coring Program. 
III. Joint Oceanographic Institutions for Deep Earth Sam- 
pling. IV. Deep Sea Drilling Project. V. Title. 
QE39.C3 

74-603338 //r72 

551.4/608 
OCLC 0077483 


80-12616 
NS 1.37:3/9 
United States. National Science Foundation. 
Program report - National Science Foundation. [Washing- 


80-12618 
NS 1.38:51-53/pt.1-2 
California. University. Scripps Institution of Oceanography, La 


ton] National Science Foundation; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

ill. 26 cm. (NSF 80-20) 

$3.50 

v. 1- Mar. 1977- 

Distinctive title: Arctic research programs 

“Presented by: Directorate for Astronomical, Atmospheric, 
Earth, and Ocean Sciences, Division of Polar Programs.” 

“Prepared by: Office of Planning and Resources Manage- 
ment; Division of Strategic Planning and Analysis, Program 
Review Office.” 

v. 3, no. 9, Jan. 1980. 

@ltem 834-N-3 

S/N 038-000-00434-4 

ISSN 0195-6132 

Main series: United States. National Science Foundation. 
NSF 

1. Science and state — United States — Collected works. 
2. Research — United States — Collected works. 3. Arctic 
research — United States— Collected works. I. United 
States. National Science Foundation. Program Review Office. 

Key Title: Program report - National Science Foundation 
II. Title. 
Q180.U5U541 

79-644239 

505 
OCLC 3170635 


80-12617 


NS 1,38:47/pt.2 
California. University. Scripps Institution of Oceanography, La 
Jolla. 

Initial reports of the Deep Sea Drilling Project : a project 
planned by and carried out with the advice of the Joint 
Oceanographic Institutions for Deep Earth Sampling 
(JOIDES) / prepared for National Science Foundation, Na- 
tional Ocean Sediment Coring Program, by University of 
California, Scripps Institute of Oceanography. — [Washing- 
ton] : The Foundation ; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1969- 

20402 

v. : illus., maps ; 29 cm. — (NSFSP-47, pt.2) 

Contract C-482. 

November 1979. 

Includes bibliographies and index. 

Contents: v. 47, pt. 2. Covering Leg 47, part 2, of the 
cruises of the drilling vessel Glomar Challenger, Vigo, Spain 
to Brest, France, April-May 1976. 

@ltem 834-C-1 

S/N 038-000-00417-4 

$20.00 


Jolla. 

Initial reports of the Deep Sea Drilling Project : a project 
planned by and carried out with the advice of the Joint 
Oceanographic Institutions for Deep Earth Sampling / pre- 
pared for National Science Foundation, National Ocean Sedi- 
ment Coring Program, by University of California, Scripps 
Institute of Oceanography. — [Washington] : The Foundation 
: for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1969- 

20402 

v. : ill, maps ; 29 cm. — (NSFSP-51,52,53, pt.1-2) 

Contract C-482. 

February and March 1980. 

GPO stock number printed incorrectly in publication. 

Includes bibliographical references. 

Contents: v. 51-53, pt. 1-2. Covering Legs 51, 52, and 53 of 
the cruises of the drilling vessel Glomar Challenger, San 
Juan, Puerto Rico to San Juan, Puerto Rico. 

@ltem 834-C-1 

S/N 038-000-00426-3 (2 pt. set, v.51-53) 

$32.00 (2 pt. set, v.51-53) 

1. Deep Sea Drilling Project. 2. Submarine geology. 3. 
Glomar Challenger (Ship) I. United States. National Science 
Foundation. II. National Ocean Sediment Coring Program. 
III. Joint Oceanographic Institutions for Deep Earth Sam- 
pling. IV. Title. 

QE39.C3 

74-603338 //r72 
551.4/608 
OCLC 0077483 


80-12619 


NS 1.39:979/v.1-2 


United States. National Science Foundation. 


Summaries of projects completed. [Washington] National 
Science Foundation; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

26 cm. 

$15.00 (2 v. set) 

1976/77- 

Report covers fiscal year 1979. 

Issued 1978/79- in 2 volumes. 

CONTENTS: v. 1. Mathematical and physical sciences, 
and engineering. Astronomical, atmospheric, earth, and ocean 
sciences.—v. 2. Biological, behavioral, and social sciences. 
Science education. Applied science and research applications. 
Scientific, technological, and international affairs. 

Annual. 

@ltem 834-N-4 

S/N 038-000-00431-0 (2 v. set) 
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United States Postal Service 


ISSN 0161-4169 

1. Federal aid to research — United States — Periodicals. 
2. Science — Research grants — United States — Periodicals. 
3. Engineering — Research grants — United States — Periodi- 
cals. 4. United States. National Science Foundation — Perio- 
dicals. I. Title. 
Q180.USU5S4j 

78-642484 

505 
OCLC 3734795 


UNITED STATES POSTAL SERVICE 
Washington, DC 20260 


80-12620 


P.1.31/7:78 
United States Postal Service. Customer Services Dept. Ad- 
vanced Services Division. 

Mailgram enveloping equipment / prepared by Advanced 
Services Division, Customer Services Department, Headquar- 
ters, and Postal Service Training & Development Institute. — 
[Washington] : The Division, 1979. 

20260 

28 p. : ill. ; 27 cm.— (Methods handbook series ; M-78) 

Jan. 1979. 

@ltem 843 

pbk. 

1. Postal service — United States— Equipment and sup- 
plies. I. Postal Service Training & Development Institute 
(U.S.) II. Title. III. Series: United States Postal Service. 
Methods handbook series ; M-78. 

OCLC 6176242 


80-12621 


P 4.10:970/trans.6 


United States. Postal Service. 


United States postage stamps : an illustrated description of 
all United States postage and special service stamps / United 
States Postal Service. — Washington : United States Postage 
Service : for sale by the Supt. of Docs., U.S. Govt. Print. 
Office, 1970- 

20402 

v. : ill. ; 24 cm.— (Publication - United States Postal 
Service ; 9) 

Transmittal letter 6, Aug. 15, 1979. 

@ltem 840 

S/N 039-000-00262-1 

pbk. : $2.50 (trans.6) 

1. Postage-stamps — United States— Catalogs. I. Title. 
II. Series: United States Postal Service. Publication - United 
States Postal Service ; 9. 

OCLC 4869384 


PERSONNEL MANAGEMENT OFFICE 
Washington, DC 20415 


80-12622 


PM 1.2:C 49 
United States. Office of Personnel Management. 

Civil service reform : a report on the first year. — [Wash- 
ington] : Office of Personnel Management : for sale by the 
Supt. of Docs. U.S. Govt. Print. Off., 1980. 

20402 

26 p. ; 28 cm. 

Jan. 1980. 

@ltem 295 

S/N 006-000-01 150-1 

pbk. : $1.75 
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1. Civil service reform. 2. Civil service — United States. 
I. Title. 
OCLC 6109310 


80-12623 


PM 1.2:Se 5 


United States. Office of Personnel Management. 


Senior executive service. — Washington : Office of Person- 
nel Management : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1980. 

20402 

24 p. ; 23 cm. — (OPM document ; 127-56-6) 

February 1980. 

@ltem 295 

S/N 006-000-01145-4 

pbk. : $1.75 

1. Civil service positions— United States. 2. United 
States — Officials and employees. I. Title. II. Series: 
United States. Office of Personnel Management. OPM docu- 
ment ; 127-56-6. 

OCLC 6209495 


80-12624 


PM 1.8:M 31/3 


United States. Office of Personnel Management. Workforce Ef- 


fectiveness and Development Group. 

Managers guide for improving productivity. — [Washing- 
ton] : Office of Personnel Management, Workforce Effective- 
ness and Development Group, 1980. 

20415 

24 p. : ill. ; 28 cm. — (WP; 1) 

January 1980. 

Bibliography: p. 22. 

@ltem 296-B 

pbk. 

1. Civil service — United States — Labor productivity. 2. 
Management. 3. Labor productivity— United States. I. 
Title. 

OCLC 6038569 


80-12625 


PM 1.10:SM 33-79 


Pay structure of the Federal civil service. [Washington] Office 


of Personnel Management, Agency Compliance and Evalua- 
tion; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

graphs 26 cm. (SM ; 33-79) 

$2.50 

On cover: 19 - : Federal civilian work force statistics. 

Vols. for 19 - issued by the Civil Service Commission, 
Statistics Section; 19 -76 by the Commission’s Bureau of Man- 
power Information System, Manpower Statistics Division; 
1977-78 by the Commission ’s Workforce Analysis and Statis- 
tics Division; 1979- by the Office of Personnel Management, 
Agency Compliance and Evaluation. 

Mar. 31, 1979. 

Chiefly tables. 

Annual. 

@ltem 299 

S/N 006-000-01 123-3 

ISSN 0161-2964 

Main series: United States. Office of Personnel Manage- 
ment. SM 

1. United States — Officials and employees — Salaries, 
allowances, etc. — Statistics — Periodicals. 2. Civil serv- 
ice — United States — Statistics — Periodicals. I. United 
States. Office of Personnel Management. Agency Compliance 
and Evaluation. II. United States. Civil Service Commission. 
Workforce Analysis and Statistics Division. 
351.1 
OCLC 3124826 





80-12626 
PM 1.10:SM 68-12 
PM 1.10:SM 68-13 
United States. Office of Personnel Management. Agency Com- 
pliance and Evaluation. 

Federal civilian workforce statistics, annual report of em- 
ployment by geographic area. [Washington] Office of Person- 
nel Management, Agency Compliance and Evaluation; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill., map 27 cm. (SM ; 68-12) (SM ; 68-13) 

$5.50 (1977) $5.50 (1978) 

1977- 

Spine title: Annual report of employment by geographic 
area 1977- 

Dec. 31, 1977; Dec. 31, 1978. 

Chiefly tables. 

Continues: Federal civilian workforce statistics, annual 
report of employment by geographic areas, ISSN 0148-8597, 
issued by: United States. Civil Service Commission. Bureau of 
Manpower Information Systems. 

@ltem 299 

S/N 006-000-01115-2 (1977) ; 006-000-01119-5 (1978) 

ISSN 0148-8597 

Main series: United States. Office of Personnel Manage- 
ment. SM 

1. Civil service — United States — Statistics — Periodicals. 
2. United States — Officials and employees — Statistics — Per- 
iodicals. I. Title. 

OCLC 5930599 


PRESIDENT OF THE UNITED STATES 
80-12627 


Pr 39.8:C 63/C 63/2/980 
United States. President’s Commission on Coal. 

Coal data book. — Washington : President’s Commission on 
Coal : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1980. 

20402 

235 p. : ill. ; 28 cm. 

Feb. 1980. 

Includes bibliographical references. 

@ltem 851-J 

S/N 052-003-00738-0 

pbk. : $6.50 

1. Coal— United States. 2. Coal mines and mining — 
United States. I. Title. 

OCLC 6108334 


80-12628 
Pr 39.8:C 63/C 63/3 
United States. President’s Commission on Coal. 

The American coal miner : a report on community and 
living conditions in the coalfields / President’s Commission 
on Coal. — Washington : The Commission, 1980. 

xiii, 233 p. : ill. ; 28 cm. 

@ltem 851-J 

ISBN 0-9603-8061— pbk. 

1. Coal-miners — United States. 
HD8039.M62U66975 1980 


I. Title. 


79-607928 
331.7/62233/0973 


OCLC 5943927 
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80-12629 
Pr 39.8:C 63/R 24 
United States. President’s Commission on Coal. 
Recommendations and summary findings. — Washington : 
President’s Commission on Coal, 1980. 
600 E St., NW, 20004 
26 p. ; 28 cm. 
March 1980. 
@ltem 851-J 
1. Coal— United States. 2. Coal mines and mining — 
United States. 3. Energy policy — United States. I. Title. 
OCLC 6108355 


80-12630 
Pr 39.8:C 63/St 1 
United States. President’s Commission on Coal. 

The acceptable replacement of imported oil with coal : the 
staff report to the President’s Commission on Coal. — Wash- 
ington : President’s Commission on Coal : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

iv, 66 p. : map ; 28 cm. 

Mar. 1980. 

Includes bibliographical references. 

@ltem 851-J 

S/N 052-003-00741-0 

pbk. : $3.75 

1. Coal— United States. 2. Coal mines and mining — 
United States. 3. Energy policy— United States. 4. 
Energy development — United States. I. Title. 

OCLC 6167841 


80-12631 
Pr 39.8:T 41/Em 3/2 
United States. President’s Commission on the Accident at Three 
Mile Island. Emergency Preparedness and Response Task 
Force. 

Report of the Emergency Preparedness and Response Task 
Force / by Russell R. Dynes ... [et al.]. — Washington : Presi- 
dent’s Commission on the Accident at Three Mile Island : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

168 p. : ill. ; 27 cm. 

On cover : Staff report to the President’s Commission on 
the Accident at Three Mile Island. 

Oct. 1979. 

Includes bibliographical references. 

@ltem 851-J 

S/N 052-003-00733-9 

pbk. : $5.50 

1. Three Mile Island Nuclear Station, Pa. 2. Disaster 
relief. I. Dynes, Russell Rowe, 1923- II. Title. III. Title: 
Staff report to the President’s Commission on the Accident at 
Three Mile Island. 

OCLC 6069037 


80-12632 
Pr 39.8:T 41/H 34 
United States. President’s Commission on the Accident at Three 
Mile Island. Public Health and Safety Task Force. 

Reports of the Public Health and Safety Task Force on 
public health and safety summary, health physics and dosi- 
metry, radiation health effects, behavioral effects, public 
health and epidemiology / [by Jacob I. Fabrikant]. — Wash- 
ington : President’s Commission on the Accident at Three 
Mile Island : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1979. 

20402 

423 p. : ill. ; 27 cm. 

Cover title: Staff reports to the President’s Commission on 
the Accident at Three Mile Island. 
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Oct. 1979. 

Includes bibliographical references. 

@ltem 851-J 

S/N 052-003-00732-1 

pbk. : $8.00 

1. Three Mile Island Nuclear Station, Pa. 2. Radiation — 
Physiological effect. 3. Radiation— Dosage. 4. Atomic 
power-plants — Pennsylvania — Accidents. I. Fabrikant, 
Jacob I. II. Title. III. Title: Public health and safety sum- 
mary. IV. Title: Staff reports to the President’s Commission 
on the Accident at Three Mile Island. 
OCLC 6084032 


80-12633 
Pr 39.8:T 41/In 3 
United States. President’s Commission on the Accident at Three 
Mile Island. Public’s Right to Information Task Force. 

Report of the Public’s Right to Information Task Force / 
by David M. Rubin ... [et al.].— Washington : President’s 
Commission on the Accident at Three Mile Island : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

262 p. ; 27 cm. 

On cover : Staff report to the President’s Comraission on 
the Accident at Three Mile Island. 

Oct. 1979. 

Includes bibliographical references. 

@ltem 851-J 

S/N 052-003-00734-7 

pbk. : $6.00 

1. Three Mile Island Nuclear Station, Pa. 2. Disasters — 
Public information. I. Rubin, David M. II. Title. III. 
Title: Staff report to the President’s Commission on the Acci- 
dent at Three Mile Island. 

OCLC 6082469 


80-12634 
Pr 39.10:979 
United States. President. 

Federal advisory committees; annual report of the Presi- 
dent. [Washington, for sale by the Supt. of Docs., U.S. Govt. 
Print. Off.] 

20402 

27 cm. 

$5.00 

Ist- 1972- 

8th, 1979. 

Issues prior to 1976 were classed: Pr 38.10. 

@ltem 848-C 

S/N 040-000-00419-0 

ISSN 0091-8040 

1. Executive advisory bodies — United States — Periodicals. 

Key Title: Federal advisory committees I. Title. 

OCLC 3172972 


80-12635 
Pr 39.12:976 
United States. President. 

The Federal ocean program; annual report of the President 
to the Congress on the nation’s efforts to comprehend, con- 
serve, and use the sea. [Washington, for sale by the Supt. of 
Docs., U.S. Govt. Print. Off.] 

20402 

ill. 24 cm. 

$3.50 

1976. 

Prior to 1976, issues were classed: Pr 38.11. 

@ltem 848-B 

S/N 040-000-00410-6 
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Continues: United States. President. Annual report of the 
President to the Congress on the nation’s efforts to compre- 
hend, conserve, and use the sea 

1. Oceanographic research — United States — Periodicals. 
2. Ocean engineering — Research — United States — Periodi- 
cals. 3. Oceonography and state — United States — Periodi- 
cals. I. Title. 

OCLC 3924854 


PRESIDENT’S COMMITTEE ON 
EMPLOYMENT OF THE HANDICAPPED 
Executive Office of the President 
Washington, DC 20210 


80-12636 
PrEx 1.10:Aw 1/3/979 
Mental Health Association, National Headquarters. 

1979 Mental Health Employer of the Year Award competi- 
tion / Mental Health Association. — [Washington] : Presi- 
dent’s Committee on Employment of the Handicapped, 1979. 

20210 

folder (6 p.) ; 22 x 10 cm. 

Sponsored jointly by the President’s Committee on Em- 


ployment of the Handicapped and the Mental Health Associ- 
ation. 


pbk. 

1. Rewards (Prizes, etc.)— United States. 2. Mentally 
handicapped — Employment — United States. I. United 
States. President’s Committee on Employment of the Handi- 
capped. II. Title. 

OCLC 6191338 
80-12637 
PrEx 1.10:D 63/4 
United States. President’s Committee on Employment of the 
Handicapped. 
Distinguished Service Award. — Washington : President’s 


Committee on Employment of the Handicapped, [1980?] 
20210 
[2] p. ; 28 cm. 
@ltem 766-C 
pbk. 
1. Rewards (Prizes, etc.) — United States. 
OCLC 6140272 


80-12638 


I. Title. 


PrEx 1.10:Em 7/5 
United States. President’s Committee on Employment of the 

Handicapped. 

Employer’s Merit Award. — Washington : President’s Com- 
mittee on Employment of the Handicapped, [19807] 

20210 

folder (6 p.) ; 28 cm. 

@ltem 766-C 

pbk. 

1. Rewards (Prizes, etc.)— United States. 2. Handi- 
capped —- Employment — United States. I. Title. 
OCLC 6138698 


80-12639 
PrEx 1,10:Em 7/6 
United States. President’s Committee on Employment of the 
Handicapped. 

The two Employer of the Year awards. — Washington : 
President’s Committee on Employment of the Handicapped, 
[19807] 

20210 

folder (8 p.) ; 28 cm. 

@ltem 766-C 

pbk. 





1. Rewards (Prizes, etc.) — United States. 2. Business — 
Awards. 3. Industry— Awards. 4. Handicapped — Em- 
ployment — United States. I. Title. 

OCLC 6138769 


80-12640 
PrEx 1.10:M 54 
United States. President’s Committee on Employment of the 
Handicapped. 
Citation for meritorious service. — Washington : President’s 
Committee on Employment of the Handicapped, [19807] 
20210 
folder (6 p.) ; 28 cm. 
@ltem 766-C 
pbk. 
1. Handicapped — Employment — United States. 2. Re- 
wards (Prizes, etc.) —- United States. I. Title. 
OCLC 6110084 


80-12641 
PrEx 1.10:P 56 
United States. President’s Committee on Employment of the 
Handicapped. 
Physician’s award. — Washington : President’s Committee 
on Employment of the Handicapped, [19807] 
20210 
folder (6 p.) ; 27 cm. 
@ltem 766-C 
pbk. 
1. Rewards (Prizes, etc.)— United States. 2. Handi- 
capped — Employment — United States. 3. Physicians — 
United States. I. Title. 
OCLC 6138732 


80-12642 
PrEx 1.10:P 96/3 
United States. President’s Committee on Employment of the 
Handicapped. 

John E. Fogarty public personnel award. — Washington : 
President’s Committee on Employment of the Handicapped, 
[19807] 

20210 

folder (6 p.) ; 28 cm. 

@ltem 766-C 

pbk. 

1. Rewards (Prizes, etc.)— United States. 2. Handi- 
capped — Employment — United States. I. Title. 

OCLC 6139596 


80-12643 
PrEx 1,10:R 24/978 
United States. President’s Committee on Employment of the 
Handicapped. 

Recreation is for handicapped people / drawings by Neth- 
erlands Society for Rehabilitation. — [Washington : Presi- 
dent’s Committee on Employment of the Handicapped, 1978. 

20210 

[6] p. : ill. ; 23 x 11 cm. 

Information incorrect in pulbication as to sale by Supt. of 
Docs. 

@ltem 766-C 

pbk. 

1. Handicapped — Recreation. 
voor Revalidatie. II. Title. 
OCLC 6158934 


I. Nederlandse Vereniging 


Government Publications — June 1980 


80-12644 
PrEx 1.10:T 75 
United States. President’s Committee on Employment of the 
Handicapped. 

The President Trophy awarded to the Handicapped Ameri- 
can of the Year.— Washington : President’s Committee on 
Employment of the Handicapped, [19807] 

20210 

folder (8 p.) ; 28 cm. 

@ltem 766-C 

pbk. 

1. Rewards (Prizes, etc.)— United States. 2. Handi- 
capped — Employment — United States. I. Title. 

OCLC 6138670 


80-12645 
PrEx 1.10:W 93 
United States. President’s Committee on Employment of the 
Handicapped. 

Ability counts : survey writing contest.— Washington : 
President’s Committee on Employment of the Handicapped, 
[1980]. 

20210 

[4] p. ; 27 cm. 

@ltem 766-C 

pbk. 

1. Rewards (Prizes, etc.) — United States. 2. Report writ- 
ing — Awards. 3. Handicapped — Employment — United 
States. I. Title. II. Title: Survey writing contest. 

OCLC 6191894 


MANAGEMENT AND BUDGET OFFICE 
Executive Office of the President 
Washington, DC 20503 


80-12646 
PrEx 2.2:As 7 
United States. Office of Management and Budget. 

Managing Federal assistance in the 1980's : a report to the 
Congress of the United States pursuant to the Federal grant 
and cooperative agreement act of 1977 (Pub. L. 95-224). — 
[Washington] : The Office of Management and Budget, 1980. 

20503 

69 p. ; 28 cm. 

Mar. 1980. 

@ltem 854 

pbk. 

1. Economic assistance, Domestic — United States — Man- 
agement. 2. Grants-in-aid— United States — Management. 
3. Intergovernmental fiscal relations — United States — Man- 
agement. I. Title. 

OCLC 6168185 


80-12647 
PrEx 2.8:980/addenda 
United States. Office of Management and Budget. 

The budget of the United States Government. [Dept. ed.] 
[Washington] Executive Office of the President, Office of 
Management and Budget. 

20503 

24 cm. 

1971/72- 

Addenda to The budget of the United States Government, 
fiscal year 1980 correcting p. 515. 

Continues: Budget of the United States Government, ISSN 
0163-2000, issued by: United States. Bureau of the Budget. 

@ltem 853 

ISSN 0163-2000 
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Central Intelligence Agency — Executive Office of the President 


Other editions available: Document edition 
1. Budget — United States — Periodicals. 
HJ2051.A59 


I. Title. 


70-61 1049 
353.007/22 
OCLC 0932137 


CENTRAL INTELLIGENCE AGENCY 
Executive Office of the President 
Washington, DC 20505 


80-12648 
PrEx 3.10/4:Al 3 
United States. Central Intelligence Agency. 
Algeria. [Washington] : Central Intelligence Agency : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., [1971] 
20402 
1 map : col. ; 38 x 40 cm. on sheet 42 x 79 cm. 
Scale 1:5,700,000. 
Cover title: Map of Algeria. 
Relief shown by shading and spot heights. 
“78692 3-71.” 
Maps in margin: “Economic activity,” location and com- 
parative area, “Population,” and “Tribes.” 
@ltem 856-A-1 
S/N 041-015-00104-3 
$1.50 
1. Algeria — Maps. 
G8240 1971.U51 


I. Title. II. Title: Map of Algeria. 
75-692873 /MAPS 
OCLC 5446875 


80-12649 
PrEx 3.10/4:B 73/977 
United States. Central Intelligence Agency. 

Brazil. [Washington] : Central Intelligence Agency : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20402 

1 map : col. ; 39 x 45 cm. 

Scale 1:11,800,000. 

Cover title: Map of Brazil. 

“*$03241 2-77.” 

Relief shown by shading and spot heights. 

Includes comparative area and location maps, and maps of 
“Population, administrative divisions, and economic regions,” 
“Natural vegetation,” “Land use,” “Temperature and precipi- 
tation,” and “Economic activity” in margin. 

S/N 041-015-00052-7 

$1.25 

1. Brazil — Maps. 
G5400 1977.U5 


I. Title. II. Title: Map of Brazil. 
78-691456 /MAPS 
OCLC 5501402 


80-12650 
PrEx 3.10/4:M 29/3 
United States. Central Intelligence Agency. 

Malaysia and Brunei. [Washington] : Central Intelligence 
Agency : for sale by the Supt. of Docs., U.S,. Govt. Print. 
Off., 1978. 

20402 

1 map : col. ; 28 x 66 cm. on sheet 55 x 72 cm. 

Scale 1:3,600,000. 

Cover title: Map of Malaysia and Brunei. 

Relief shown by shading and spot heights. 

“Lambert conformal conic projection — standard parallels, 
6 and 30.” 
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**503007 12-78 (544065).” 

Includes location map, comparative area map, and maps of 
“Agriculture and land use,” “Ethnic groups,” “Population,” 
and “Mining and industry.” 

@ltem 856-A-1 

S/N 041-015-00122-1 

$1.50 

1. Malaysia— Maps. 2. Brunei (State) — Maps. 
II. Title: Map of Malaysia and Brunei. 

OCLC 6105583 


I. Title. 


80-12651 
PrEx 3.10/4:M 57/978 
United States. Central Intelligence Agency. 

Mexico. [Washington] : Central Intelligence Agency : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

1 map : col. ; 40 x 56 cm. 

Scale 1:5,500,000. 

“503497 7-78.” 

“503497 7-78.” 

Includes island inset, comparative location map, distance 
map, and maps of “Administrative divisions,” “Population,” 
“Vegetation,” “Agriculture,” and “Mining and industry” in 
margin. 

@ltem 856-A-1 

S/N 041-015-00100-1 

$1.25 

1. Mexico — Maps. 
G4410 1978.US 


I. Title. 


79-693975 /MAPS 
OCLC 5834239 


COUNCIL ON ENVIRONMENTAL QUALITY 
Executive Office of the President 
Washington, DC 20006 


80-12652 
PrEx 14.2:P 43/979 
Bottrell, Dale R. 

Integrated pest management / written by Dale R. Bot- 
trell. — [Washington] : Council on Environmental Quality : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979 i.e. 
1980. 

20402 

xv, 120 p. : ill. ; 26 cm. 

Dec. 1979. 

Includes bibliographical references. 

@ltem 856-E 

S/N 041-01 1-00049-1 

pbk. : $4.75 

1. Pest control — United States. 
mental aspects — United States. 
Environmental Quality. II. Title. 
OCLC 6104873 


2. Pesticides — Environ- 
I. United States. Council on 


STATE DEPARTMENT 
Washington, DC 20520 


80-12653 
S 1.69:156/2 


United States. Foreign Service Institute. Overseas Briefing 
Center. 





Foreign Service assignment notebook / compiled by the 
Overseas Briefing Center at the Foreign Service Institute, in 
cooperation with the Editorial Division of the Bureau of 
Public Affairs. — [Washington : Dept. of State, Foreign Serv- 
ice Institute, 1979 i. e. 1980. 

20520 

ca. 150 p. in various pagings ; 28 cm. — (Department and 
Foreign Service series ; no. 156) (Department of State publi- 
cation ; 8877, rev.) 

“FSan-Section titles.” 

December 1979. 

@ltem 863 

pbk. 

1. Diplomatic and consular service. 2. Americans in for- 
eign countries— Employment. I. Title. II. Series. III. 
Series: United States. Dept. of State. Department of State 
publication ; 8877 rev. 

OCLC 6141122 


80-12654 
S 1.71/4:131 
United States. President, 1977- (Carter) 

State of the Union : message / President Carter. — Wash- 
ington : Dept. of State, Bureau of Public Affairs, 1980. 

20520 

13 p. ; 28 cm. — (Current policy - Dept. of State ; no. 131) 

Excerts relating to foreign policy from President Carter's 
State of the Union message to Congress dated January 21, 
1980. 

February 1980. 

@ltem 877-C 

pbk. 

1. Presidents— United States — Messages. 2. United 
States — Foreign relations. I. United States. Dept. of State. 
Bureau of Public Affairs. II. Title. III. Series: United 
States. Dept. of State. Bureau of Public Affairs. Current 
policy - Dept. of State ; no. 131. 

OCLC 6207962 


80-12655 
S 1.71/4:138 
Dalley, George A. 

The U.S. and the nonaligned movement / George A. 
Dalley. — Washington : Dept. of State, Bureau of Public Af- 
fairs, 1980. 

20520 

3 p. ; 28 cm. — (Current policy - Dept. of State ; no. 138) 

Address before U.S. military reserve officers, Washington, 
D.C., February 4, 1980. 

March 1980. 

@ltem 877-C 

pbk. 

1. United States — Foreign relations — Addresses, essays, 
lectures. I. United States. Dept. of State. Bureau of Public 
Affairs. II. Title. III. Series: United States. Dept. of State. 
Bureau of Public Affairs. Current policy - Dept. of State ; no. 
138. 

OCLC 6192378 


Government Publications — June 1980 


80-12656 


S 1.123:V 55/979 


United States. Dept. of State. 


Background notes. Venezuela. [Washington] Dept. of State, 
[Bureau of Public Affairs, Office of Public Communication; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

ill., maps 27 cm. (Department of State publication ; 7749) 

$0.75 

Caption title. 

Aug. 1979. 

Includes bibliographical references. 

Continues: Background notes, ISSN 0501-9966, issued by: 
United States. Dept. of State. Office of Media Services. 

@ltem 862-B 

S/N 044-000-91287-2 

ISSN 0501-9966 

Main series: Department of State publication 

1. Venezuela. 

Key Title: Background notes I. Title. II. Series: United 
States. Dept. of State. Department of State publication ; 7749. 
OCLC 4445927 


80-12657 


S 1.128:Af 8/2 


Gist. [Washington] Dept. of State, Bureau of Public Affairs. 


20520 

27 cm. 

Oct. 1974- 

Distinctive title: African refugees 

Mar. 1980. 

“A quick reference aid on U.S. foreign relations. Not a 
comprehensive policy statement.” 

Index issued irregularly. 

Irregular. 

@ltem 864-B-4 

ISSN 0364-2623 

Continues: Foreign policy outlines 

1. United States — Foreign relations — 1945- — Periodicals. 
2. Refugees — Africa — International cooperation. I. United 
States. Dept. of State. Bureau of Public Affairs. 

Key Title: Gist (Washington) 

sc-78001705 

OCLC 1245777 


80-12658 


S 1.128:El 1 s 


Gist. [Washington] Dept. of State, Bureau of Public Affairs. 


20520 

27 cm. 

Oct. 1974- 

Distinctive title: E] Salvador: US policy 

Mar. 1980. 

“A quick reference aid on U.S. foreign relations primarily 
for government use. Not intended as a comprehensive U.S. 
policy statement.” 

Index issued separately. 

ISSN 0364-2623 

Continues: Foreign policy outlines 

1. United States — Foreign relations — 1945- — Periodicals. 
2. United States — Foreign relations — Salvador. 3. Salva- 
dor — Foreign relations — United States. I. United States. 
Dept. of State. Bureau of Public Affairs. 

Key Title: Gist (Washington) 

sc-78001705 
OCLC 1245777 
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80-12659 
S 1,128:Un 3/8 
Gist. [Washington] Dept. of State, Bureau of Public Affairs. 
20520 


28 cm. 

Oct. 1974- 

Distinctive title: US-PRC exchanges 

Mar. 1980. 

“A quick reference aid on U.S. foreign relations. Not a 
comprehensive policy statement.” 

Irregular 


@ltem 864-B-4 

ISSN 0364-2623 

Continues: Foreign policy outlines 

1. United States — Foreign relations — 1945- — Periodicals. 
2. United States— Commerce — China. 3. China — Com- 
merce — United States. I. United States. Dept. of State. 
Bureau of Public Affairs. 

Key Title: Gist (Washington) 

sc-78001705 

OCLC 1245777 


SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


80-12660 
SBA 1.3:9/5 
DeBoer, Llyod Martin, 1923- 

Marketing research procedures / Lloyd Martin DeBoer. — 
Rev. Apr. 1979. — [Washington] : Small Business Administra- 
tion, 1980. 

P.O. Box 15434, Ft. Worth, TX 76119 

8 p. ; 26 cm. — (Small business bibliography ; no. 9) 

@ltem 901-K 

pbk. 

1. Marketing research — Bibliography. I. United States. 
Small Business Administration. II. Title. III. Series: United 
States. Small Business Administration. Small business bibliog- 
raphy ; no. 9. 

OCLC 6208212 


80-12661 
SBA 1.3:88/2 
United States. Small Business Administration. 

Manufacturing management / [Jeffery ie. Jeffrey G. 
Miller]. — Rev. Aug. 1979.— Washington : Small Business 
Administration, 1979. 

P.O. Box 15434, Fort Worth, TX 76119 

7 p. ; 26 cm.— (Small business bibliography ; no. 88) 

@ltem 901-K 

bpk. 

1. Factory management — Bibliography. I. Miller, Jeffrey 
G. II. Title. III. Series: United States. Small Business Ad- 
ministration. Small business bibliography ; no. 88. 

OCLC 6157539 


80-12662 
SBA 1.10:206 
Feller, Jack H. 

Keep pointed toward profit / by Jack Feller, Jr., J.H. 
Feller & Associates. —Rev. May 1979.— [Washington]: 
Small Business Administration, 1979. 

P. O. Box 15434, Ft. Worth, TX 76119 

6 p. ; 27 cm. — (Management aids for small manufacturers 
: MA 206) 

Includes bibliographical references. 

@ltem 901-E 

pbk. 
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1. Profit. 2. Small business — Management. I. United 
States. Small Business Administration. II. Fuller (J.H) & As- 
sociates. III. Title. IV. Series: United States. Small Busi- 
ness Administration. Management aids for small manufactur- 
ers ; MA 206. 

OCLC 6208430 


80-12663 
SBA 1.10:245 
Konikow, Robert B. 

Exhibiting trade shows / by Robert B. Konikow, the Trade 
Show Bureau. — Washington : Small Business Administration, 
[1979] 

P.O. Box 15434, Fort Worth, TX 76119 

7 p. ; 26 cm.— (Management aids for small manufacturers 
; MA 245) 

Jan. 1979. 

Includes bibliographical references. 

@ltem 901-E 

pbk. 

1. Exhibitions. 2. Fairs. I. United States. Small Business 
Administration. II. Trade Show Bureau (U.S.) III. Title. 
IV. Series: United States. Small Business Administration. 
Management aids for small manufacturers ; MA 245. 

OCLC 6212994 


80-12664 
SBA 1.19:T 68/v.1 
United States. Small Business Administration. Office of Assistant 
Administrator for Personnel Management. 

SBA training guide. — [Washington] : Small Business Ad- 
ministration, Office of Assistant Administrator for Personnel 
Management, 1980- 

20416 

v. ; 28 cm. 

Jan. 1980. 

Volume 1. 

@ltem 901-P 

pbk. 

1. Occupational training. 2. Employees, Training of. 3. 
United States. Small Business Administration — Officials and 
employees. I. Title. 

OCLC 6161952 


SECURITIES AND EXCHANGE 
COMMISSION 
Washington, DC 20549 


80-12665 
SE 1.5:In 8/2/975 
United States. Laws, Statutes, etc. 

Investment advisers act of 1940 as in effect June 4, 1975. — 
Washington : Securities and Exchange Commission : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1977. 

20549 

Ill [i.e. iii], 16 p. ; 27 cm. 

Includes bibliographical references. 

@ltem 906 

S/N 046-000-00117-6 

pbk. ; $1.00 

1. Investment advisers — Legal status, laws, etc. — United 
States. I. Title. 

OCLC 6176025 





Government Publications — June 1980 


80-12668 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


SI 1.27:305 
Lewinsohn, Chanan. 


80-12666 Stomatopod Crustacea from the eastern Mediterranean / 


SI 1.2:H 99/2/v.3 

Catalog of hymenoptera in America north of Mexico / prepared 
cooperatively by specialists on the various groups of Hymen- 
optera under the direction of Karl V. Krombein ... [et al.]. — 
Washington : Smithsonian Institution Press : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979- 

20402 

v. ; 29 cm. 

“An outgrowth of ... Hymenoptera of America north of 
Mexico, synoptic catalog (1951) including the first and second 
supplements (1958, 1967)” 

Contents: v. 3. Indexes. 

@ltem 910 

S/N 047-001-00138-9 

$20.00 

1. Hymenoptera— North America. 2. Insects — North 
America. I. Krombein, Karl V. II. Smithsonian Institution. 
QL567.1.A1C37 

78-606008 
595.7/9/097 
OCLC 3728758 


80-12667 


SI 1,25:233-239 
Atoll research bulletin. Washington, Smithsonian Institution. 

20560 

ill., maps 28 cm. 

no. 1/2- Sept. 10, 1951- 

Bulletins for 19 - co-sponsored by the Museum of Natural 
History and the Smithsonian Press. 

No. 1/2-117, 1951-66, issued by the Pacific Science Board, 
National Research Council. 

No. 171, 1973, issued with the assistance of the U.S. Bureau 
of Sport Fisheries and Wildlife. 

Nov. 1979, nos. 233-239. 

No. 71 published 1960, dated 1959. 


Indices: No. 1-100, 1951-63 in no. 100. 

CONTENTS: no. 233. Check list of recent coral records 
from Aldabra (Indian Ocean).—no. 234. Recifs coralliens, 
contructions alguaires et arrecifes a la Guadeloupe, Marie 
Galante et la Desirade.—no. 235. Systematics and ecology of 
the land crabs (Decapoda: Coenobitidae, Grapsidae and Ge- 
carcinidae) of the Tokelau Islands, Central Pacific.—no. 236. 
Some aspects of the ecology of reefs surrounding Anegada, 
British Virgin Islands.—no. 237. The intertidal algae of the 
mainland coast in the vicinity of Townsville, Queensland.— 
no. 238. Blue-green algae (Cyanobacteria) of the oceanic coast 
of Aldabra.—no. 239. Vegetation of Aldabra, a reassessment. 

@ltem 910-C 

ISSN 0077-5630 

1. Coral reefs and islands — Collected works. 2. Coral reef 
ecology. 3. Coral reef fauna. I. Smithsonian Institution. 
II. National Museum of Natural History. III. Smithsonian 
Institution Press. IV. National Research Council. Pacific 
Science Board. V. United States. Bureau of Sport Fisheries 
and Wildlife. 

QES565.A8 
53-039059 
551.96 
[551.42*] 
OCLC 1124628 


Ch. Lewinsohn and Raymond B. Manning. — Washington : 
Smithsonian Institution Press, 1980. 

20560 

iii, 22 p. : ill., maps ; 26 cm. — (Smithsonian contributions 
to zoology ; no. 305) 

Bibliography: p. 20-22. 

@ltem 910-D 

pbk. 

1. Stomatopoda— Mediterranean Sea. 2. Crustacea — 
Mediterranean Sea. I. Manning, Raymond B., 1934- , joint 
author. II. Smithsonian Institution. III. Title. IV. Series: 
Smithsonian Institution. Smithsonian contributions to zoology 
; no. 305. 

QL1.S54 no. 305 
79-009248 
[QL444.M375] 
591/.08 s 
[595/.382/09 16384] 
OCLC 5101839 
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Cressey, Roger F. 


Parasitic copepods of mackerel- and tuna-like fishes (Scom- 
bridae) of the world / Roger Cressey and Hillary Boyle 
Cressey. — Washington : Smithsonian Institution Press, 1980. 

20560 

iii, 186 p. : ill. ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 311) 

Bibliography: p. 51-53. 

@ltem 910-D 

pbk. 

1. Copepoda. 2. Parasites — Fishes. 3. Scombridae — 
Diseases. 4. Fishes — Diseases. I. Cressey, Hillary Boyle, 
1949- , joint author. II. Smithsonian Institution. III. Title. 
IV. Series: Smithsonian Institution. Smithsonian contributions 
to zoology ; no. 311. 

QL1.S54 no. 311 
79-020297 
[QL444.C7] 
591/.08 s 
[595/.34/04524] 
OCLC 5353573 


80-12670 


SI 13.2:M 67 


Hirshhorn Museum and Sculpture Garden. 


Miro, selected paintings / Hirshhorn Museum and Sculp- 
ture Garden, Smithsonian Institution ; Charles W. Millard. — 
Washington : Smithsonian Institution Press : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

94 p. : ill. (part. col.) ; 26 x 23 cm. 

Catalog of an exhibition held at Hirshhorn Museum and 
Sculpture Garden, Mar. 20-June 8, 1980, and at Albright- 
Knox Art Gallery, June 27-Aug. 15, 1980. 

Includes bibliographical references. 

@ltem 922-B-1 

S/N 047-001-00141-9 

ISBN 0-8747-4638- pbk. : $6.50 

1. Miro, Joan, 1893-— Exhibitions. I. Miro, Joan, 1893- 
II. Millard, Charles W. III. Albright-Knox Art Gallery. 
ND813.M5A4 1980 

79-009662 
759.6 
OCLC 5892527 
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Treasury Department 


TREASURY DEPARTMENT 
Washington, DC 20220 


80-12671 
T 1.1/2:980 
United States. Office of Revenue Sharing. 

Annual report of the Office of Revenue Sharing. Washing- 
ton, Treasury Dept.; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

24 cm. 

$2.25 

1972/73- 

7th report, covering fiscal year 1979. 

Mar. 1, 1980. 

@ltem 923 

S/N 048-004-01717-2 

ISSN 0093-660X 

1. Intergovernmental fiscal relations — United States — Per- 
iodicals. 

Key Title: Annual report of the Office of Revenue Sharing 
(Washington) 

HJ275.U574a 

74-642427 
353.007/25 
OCLC 1792702 


80-12672 
T 1.2:R 32/13 
United States. Office of Revenue Sharing. 

Initial interstate data & allocations. — Washington : Treas- 
ury Dept., Internal Revenue Service, Office of Revenue Shar- 
ing, 1976. 

20266 

22 p. in various pagings ; 28 cm. 

At head of title: General revenue sharing. 

Entitlement period 7. 

Apr. 1976. 

No longer available for sale by the Supt. of Docs., 

pbk. 

1. Revenue sharing — United States. 
General revenue sharing. 

OCLC 6162189 


80-12673 


I. Title. II. Title: 


T 1.4/3:23-79 
United States. Treasury Dept. 

United States of America Treasury bonds of 1994. — Wash- 
ington : Treasury Dept., Office of the Secretary, 1979 i.e. 
1980. 

20220 

5 p. ; 27 cm.— (Department circular - Treasury Dept. : 
Public debt series ; no. 23-79) 

Oct. 1, 1979. 

@ltem 924 
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1. Securities — United States. 2. Bonds — United States. 
3. Debts, Public — United States. I. Title. II. Series: United 
States. Treasury Dept. Department circular - Treasury Dept. : 
Public debt series ; no. 23-79. 

OCLC 6100671 


80-12674 
T 1.4/3:24-79 
United States. Treasury Dept. 

United States of America Treasury notes of October 31, 
1981, series Y-1981. — Washington : Treasury Dept., Office of 
the Secretary, 1979 i.e. 1980. 

20220 

4 p. ; 27 cm.— (Department circular - Treasury Dept. : 
Public debt series ; no. 24-79) 
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Oct. 17, 1979. 

pbk. 

1. Securities — United States. 2. Debts, Public — United 
States. I. Title. II. Series: United States. Treasury Dept. 
Department circular - Treasury Dept. : Public debt series ; 
no. 24-79. 

OCLC 6118643 


80-12675 
T 1.4/3:25-79 
United States. Treasury Dept. 

United States America Treasury notes of May 15, 1983, 
Series G-1983. — Washington : Treasury Dept., Office of the 
Secretary, 1979 i.e. 1980. 

20220 

4 p. ; 27 cm.— (Department circular - Treasury Dept. : 
Public debt series ; no. 25-79) 

Oct. 25, 1979. 

@ltem 924 

pbk. 

1. Securities — United States. 2. Debts, Public — United 
States. I. Title. II. Series: United States. Treasury Dept. 
Department circular - Treasury Dept. : Public debt series ; 
no. 25-79. 

OCLC 6191802 


80-12676 
T 1.4/3:26-79 
United States. Treasury Dept. 

United States of America Treasury notes of November 15, 
1989, series B-1989. — Washington : Treasury Dept., Office of 
the Secretary, 1979 i.e. 1980. 

20220 

4 p. ; 27 cm.— (Department circular - Treasury Dept. : 
Public debt series ; no. 26-79) 

Oct. 25, 1979. 

@ltem 924 

pbk. 

1. Securities — United States. 2. Debts, Public — United 
States. I. Title. II. Series: United States. Treasury Dept. 
Department circular - Treasury Dept. : Public debt series ; 
no. 26-79. 

OCLC 6133222 


80-12677 
T 1,.4/3:27-79 
United States. Treasury Dept. 
United States of America Treasury bonds of 2004-2009. — 
Washington : Treasury Dept. Office of the Secretary, 1979. 
20220 
4 p. ; 27 cm.— (Department circular - Treasury Dept. : 
Public debt series ; no. 27-79) 
Oct. 25, 1979. 
Sltem 924 
pbk. 
1. Securities — United States. 2. Bonds — United States. 
3. Debts, Public — United States. I. Title. II. Series: United 
States. Treasury Dept. Department circular - Treasury Dept. : 
Public debt series ; no. 27-79. 
OCLC 6162132 


80-12678 
T 1.4/3:28-79 
United States. Treasury Dept. 

United States of America Treasury notes of November 30, 
1981, series Z-1981. — Washington : Treasury Dept., Office of 
the Secretary, 1979. 

20220 

4 p. ; 27 cm.— (Department circular - Treasury Dept. : 
Public debt series ; no. 28-79) 





Nov. 14, 1979. 

@ltem 924 

pbk. 

1. Securities — United States. 2. Debts, Public — United 
States. I. Title. II. Series: United States. Treasury Dept. 
Department circular - Treasury Dept. : Public debt series ; 
no. 28-79. 

OCLC 6171703 


80-12679 
T 1.4/3:29-79 
United States. Treasury Dept. 

United States of America Treasury notes cf May 15, 1985, 
series C-1985.— Washington : Treasury Dept., Office of the 
Secretary, 1979. 

20220 

4 p. ; 27 cm.— (Department circular - Treasury Dept. : 
Public debt series ; no. 29-79) 

Nov. 21, 1979 

@ltem 924 

pbk. 

1. Securities — United States. 2. Debts, Public — United 
States. I. Title. II. Series: United States. Treasury Dept. 
Department circular - Treasury Dept. : Public debt series ; 
no. 29-79. 

OCLC 6162071 


80-12680 
T 1.4/3:30-79 
United States. Treasury Dept. 

United States of America Treasury notes of December 31, 
1981, series AB-1981. — Washington : Treasury Dept., Office 
of the Secretary, 1979 i.e. 1980. 

20220 

4 p. ; 27 cm.— (Department circular - Treasury Dept. : 
Public debt series ; no. 30-79) 

Dec. 13, 1979. 

@ltem 924 

pbk. 

1. Securities — United States. 2. Debts, Public — United 
States. I. Title. II. Series: United States. Treasury Dept. 
Department circular - Treasury Dept. : Public debt series ; 
no. 30-79. 

OCLC 6162144 


80-12681 
T 1,10:In 5/973 
United States. Office of Revenue Sharing. 

Regulations governing the payment of entitlements under 
Title I of the State and local fiscal assistance act of 1972 / 
Dept. of the Treasury, Office of Revenue Sharing. — Rev. 
Aug. 1973. — Washington : The Office, 1973. 

20226 

42 p. ; 24 cm. 

At head of title: 31 Code of Federal regulations subtitle B, 
part 51, Federal assistance to State and local governments. 

pbk. 

1. Revenue sharing — Law and legislation — United States. 
2. Intergovenmental fiscal relations — United States. I. Title. 
II. Title: 31 Code of Federal regulations, subtitle B, Part 51, 
Federal assistance to State and local governments. 

OCLC 6192398 
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CUSTOMS SERVICE 
Treasury Dept. 
Washington, DC 20229 


80-12682 


T 17.2:T 67/980 
United States. Customs Service. 

U.S. Customs Service trademark information for travel- 
ers. — Washington : Treasury Dept., Customs Service : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 


20 p. ; 8 x 21 cm.— (Customs publication - Customs 
Service ; no. 508) 
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S/N 048-002-00080-3 

pbk. : $1.75 

1. Customs administration and tourists — United States. 2. 
Trade-marks — United States. I. Title. II. Series: United 
States. Customs Service. Customs publication - Customs Serv- 
ice ; no. 508. 
OCLC 6132071 


INTERNAL REVENUE SERVICE 
Treasury Dept. 
Washington, DC 20224 


80-12683 
T 22.2:C 76/3 
United States. Internal Revenue Service. 

Consumer’s guide to phase IV : ESP, economic stabilization 
program / Internal Revenue Service. — [Washington] : The 
Service, 1973. 

20224 

folder (5 p.) ; 21 cm.— (Publication - Internal Revenue 
Service ; S-3069) 

Issued Oct. 19, 1973. 

pbk. 

1. Economic stabilization. 
States. I. Title. 

OCLC 6163491 


2. Wage-price policy — United 


80-12684 
T 22.2:Em 7/2 
United States. Internal Revenue Service. Midwest Regional 
Office. 

Equal employment opportunity action plan FY - 1976 : 
Midwest Regional Office. — Chicago, Ill. : Internal Revenue 
Service, Midwest Regional Office, 1975. 

1 North Wacker Drive, 60606 

61, 12, [24] p. ; 21 x 27 cm. 

Time frame: July 1, 1975 - Sept. 30, 1976. 

pbk. 

1. Affirmative action programs — Middle West. 
OCLC 6191413 


I. Title. 


80-12685 
T 22.2:F 76/6/975 
United States. Internal Revenue Service. 

Catalogue of forms, form letters, notices / Department of 
the Treasury Internal Revenue Service. — Washington : The 
Service, 1976. 

20224 

164 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
676 (rev.4-75 )) 

Includes index. 

No longer available for sale by Supt. of Docs. 

pbk. 
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Internal Revenue Service — Treasury Dept. 


1. Taxation— United States — Bibliography — Catalogs. 
2. Taxation — United States — Periodicals — Bibliography — 
Catalogs. I. Title. 
OCLC 6167705 


80-12686 
T 22.2:F 76/6/976 
United States. Internal Revenue Service. 

Catalogue of forms, form letters, notices / Department of 
the Treasury, Internal Revenue Service. — Washington : The 
Service, 1976. 

20224 

72, 109 p. ; 27 cm.— (Publication - Internal Revenue 
Service ; 676 (rev.2-76 )) 

No longer available for sale by Supt. of Docs. 

Includes index. 
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1. Taxation— United States. — Bibliography — Catalogs. 
2. Taxation — United States. — Periodicals — Bibliography — 
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OCLC 6167627 


80-12687 
T 22.19/2:C 49/976 
United States. Internal Revenue Service. 

Tax guide for U.S. citizens abroad / Department of the 
Treasury, Internal Revenue Service. — 1976 ed. — Washing- 
ton : The Service, 1975. 

20224 

32 p. : forms ; 28 cm.— (Publication - Internal Revenue 
Service ; 54 (rev, Oct, 1975)) 

Superceded by T 22.19/2:C 49/979-2, stock no. 048-004- 
01625-7. price $2.00. 
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1. Americans in foreign countries — Taxation — United 
States. I. Title. 

OCLC 6213655 


80-12688 
T 22.19/2:R 31/2/976 
United States. Internal Revenue Service. 

Comprehensive tax guide to U.S. civil service retirement 
benefits / Department of the Treasury, Internal Revenue 
Service. — Rev. Feb 1979.— Washington : Treasury Dept., 
Internal Revenue Service : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979. 

20224 

76 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
721) 

No longer available for sale by the Supt. of Docs. 

pbk. 

1. Civil service pensions — Taxation — United States. I. 
Title. 

OCLC 6137789 


80-12689 
T 22.19/2:T 19/5/975 
United States. Internal Revenue Service. 

Fundamentals of tax preparation : coursebook / Internal 
Revenue Service. — [Washington] : Treasury Dept., Internal 
Revenue Service, 1975. 

20224 

ca 400 p. in various pagings : forms ; 27 cm. — (Publica- 
tion - Internal Revenue Service ; 796 (rev. July 1975)) 

Includes index. 

pbk. 
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1. Income tax — Law and legislation — United States. I. 
Title. 
KF6369.3.155 
75-602836 
343/.73/052 
OCLC 3035286 


80-12690 


T 22.35/3:B 96/973 
Preliminary statistics of income. Business income tax returns. 
[Washington] Treasury Dept., Internal Revenue Service; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 


28 cm. (Publication - Internal Revenue Service) 

$0.70 

1973. 

S/N 048-004-01282-1 

Main series: Publication - Internal Revenue Service 

Continued by: United States. Internal Revenue Service. 
Preliminary statistics of income. Business income tax returns; 
sole proprietorships, partenerships 

1. Business enterprises — Taxation — United States — Perio- 
dicals. 2. Partnership — Taxation — United States — Periodi- 
cals. 3. Income tax— United States — Statistics — Periodi- 
cals. I. United States. Internal Revenue Service. 
OCLC 6209260 


80-12691 
T 22.35/3:C 81/972 
T 22.35/3:C 81/973 
Preliminary statistics of income. Corporation income tax returns. 
Washington, Treasury Dept., Internal Revenue Service; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 


28 cm. (Publication - Internal Revenue Service ; 159 (11- 
74)) (Publication - Internal Revenue Service ; 159 (1-76)) 

$0.60 (1972) $1.20 (1973) 

1972, 1973. 

S/N 048-004-00786-0 (1972) ; 048-004-01290-1 (1973) 

Main series: Publication - Internal Revenue Service 

1. Corporations — United States — Taxation. 2. Income 
tax— United States — Statistics — Periodicals. I. United 
States. Internal Revenue Service. 
OCLC 5739188 


80-12692 
T 22.35/3:in 2/973 
Preliminary statistics of income. Individual income tax returns. 
[Washington] Treasury Dept., Internal Revenue Service; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
28 cm. (Publication - Internal Revenue Service ; 198 (8-75)) 
$0.65 
1954- 
1973. 
S/N 048-004-0083 1-9 
Main series: Publication - Internal Revenue Service 
1. Income tax— United States — Statistics — Periodicals. 
I. United States. Internal Revenue Service. 
OCLC 4175569 


80-12693 
T 22.44/2:503/12 
United States. Internal Revenue Service. 

Child and disabled dependent care (including illustrated 
forms 940 and 942).—Rev. Nov. 1979.— Washington 
Treasury Dept., Internal Revenue Service : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

7 p. : forms ; 27 cm.— (Publication - Internal Revenue 
Service ; 503) 





“For use in preparing 1979 returns.” 

@ltem 964-B 

S/N 048-004-01629-0 

pbk. : $0.75 

1. Income tax — United States — Expenses. I. Title. 
OCLC 6176209 


80-12694 


T 22.44/2:559/8 
United States. Internal Revenue Service. 

Federal tax guide for survivors, executors, and administra- 
tors / Department of the Treasury, Internal Revenue Serv- 
ice. — 1976 ed. — Washington : The Service, 1976. 

20224 

23 p. : forms ; 27 cm.— (Publication - Internal Revenue 
Service ; 559 (rev. Oct. 1975)) 

Superseded by Tax information for survivors, executors, 
and administrators, T 22.44/2:559/12, stock no. 048-004- 
01678-8, price $1.50. 

pbk. 

1. Decedents’ estates — Taxation — United States. 2. In- 
heritance and transfer tax — United States. 3. Income tax — 
United States. I. Title. 

OCLC 6213673 


80-12695 


T 22.44/2:579 S/7 
United States. Internal Revenue Service. 

Guia para preparar la declaracion del impuesto federal 
sobre ingreso personal guide for preparing the individual Fed- 
eral income tax return.— Rev. Nov. 1979.— Washington : 
Treasury Dept., Internal Revenue Service : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979.i.e. 1980 

20402 

36 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
579 S) 

Spanish language publication. 

“For use in preparing 1979 returns.” 

@ltem 964-B 

S/N 048-004-91685-1 

pbk. : $1.75 

i. 

OCLC 6161983 


GOVERNMENT FINANCIAL OPERATIONS 
BUREAU 
Treasury Dept. 
Washington, DC 20226 


80-12696 


T 63.102:Ai 2/979 
United States. Treasury Dept. Bureau of Government Financial 
Operations. Division of Government Accounts and Reports. 

Federal aid to States. [Washington] Treasury Dept., Fiscal 
Service, Bureau of Government Financial Operations, Divi- 
sion of Government Accounts and Reports. 

20220 

23 cm. 

1973/74- 

Report cover fiscal year 1979. 

Continues a publication of the same title issued by the 
Division of Government Financial Operations. 

@ltem 925 

ISSN 0146-6925 
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Continues: Federal aid to States 
1. Grants-in-aid— United States — States — Statistics — 
Periodicals. I. Title. 
HJ275.A36 
77-647893 
336.1/85 
OCLC 3007307 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


80-12697 


TD 1,1:978 


United States. Dept. of Transportation. 


U.S. Department of Transportation annual report. Washing- 
ton, Dept. of Transportation; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

ill. 29 cm. 

$3.75 

Ist- 1967- 

12th report, covering fiscal year 1978. 

@ltem 982-C 

S/N 050-000-00157-1 

1. United States. Dept. of Transportation — Periodicals. 2. 
Transportation — United States — Periodicals. I. Title. 
OCLC 2707331 


80-12698 


TD 1.20/7:50/79/8 


Altshuler, Alan. A., 1936- 


Potential change strategies in urban transportation : an 
overview and tentative appraisal / Alan Altshuler with James 
Womack and John Pucher, Center for Transportation Studies, 
Massachusetts Institute of Technology. — Washington : Dept. 
of Transportation, Research and Special Programs Adminis- 
tration, Office of University Research ; Springfield, Va. : for 
sale by the National Technical Information Service, 1979 i.e. 
1980. 

22161 

[2], v, 66 p. ; 28 cm.— (Report - Research and Special 
Programs Administration ; no. DOT-RSPA-DPB-50/79/8) 

December 1979, final report under contract DOT-0S-50240. 

Concluding chapter of authors’ The Urban transportation 
system, politics and policy innovation. 

Prepared for U.S. Department of Transportation, Research 
and Special Programs Administration, Office of University 
Research. 

Includes bibliographical references. 

pbk. 

1. Urban transportation policy — United States. 2. Trans- 
portation and state— United States. I. Womack, James P., 
joint author. II. Pucher, John R., joint author. III. United 
States. Dept. of Transportation. Office of University Re- 
search. IV. Massachusetts Institute of Technology. Center 
for Transportation Studies. V. Title. VI. Series: United 
States. Dept. of Transportation. Research and Special Pro- 
grams Administration. Report - Research and Special Pro- 
grams Administration ; no. DOT/RSPA/DPB-50/79/8. 
OCLC 6106501 
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National Transportation Safety Board 


80-12699 


TD 1.20/7:50/79/9 
Altshuler, Alan A., 1936- 

Equity in urban transportation / Alan Altshuler and John 
Pucher. — Washington : Dept. of Transportation, Research 
and Special Programs Administration, Office of University 
Research ; Springfield, Va. : for the sale by the National 
Technical Information Service, 1979 i.e. 1980. 

22161 

[2], vi, 74 p. ; 28 cm.— (Report - Research and Special 
Programs Administration ; no. DOT-RSPA/DPB-50/79/9) 

Final report under contract DOT-OS-50240, December 
1979. 

Eight chapter of The Urban transportation system, politics 
and policy innovation, published by M.J.T. Press, Cambridge, 
1979. 

Includes bibliographical references. 

@ltem 982-1-13 

pbk. 

1. Physically handicapped — Transportation. 2. Aged — 
Transportation. 3. Poor— Transportation. I. Womack, 
James P., joint author. II. Pucher, John R., joint author. 
III. United States. Dept. of Transportation. Office of Univer- 
sity Research. IV. Title. V. Title: Urban transportation 
system. VI. Series: United States. Dept. of Transportation. 
Research and Special Programs Administration. Report - Re- 
search and Special Programs Administration ; no. DOT/ 
RSPA/DPB-50/79/9. 

OCLC 6106511 


80-12700 


TD 1.20/8:79-22 


Cook, Allen R. 


Paratransit resource guide / Allen R. Cook ; prepared by 
School of Civil Engineering and Environmental Science, Uni- 
versity of Oklahoma, prepared for U.S. Department of Trans- 
portation, Urban Mass Transportation Administration, Univer- 
sity Research and Training Program. — [Washington] : Dept. 
of Transportation, Urban Mass Transportation Administra- 
tion, Office of the Secretary ; Springfield, Va. : for sale by 
the National Technical Information Service, 1979 i.e. 1980. 

22161 

viii, 107 p. : ill. ; 28 cm.— (PB ; 80-103237) (Report - 
Office of the Secretary ; no. DOT-I-79-22) 

July 1979. 

Includes bibliographical references. 

@ltem 982-1-15 

pbk. 

1. Personal rapid transit — Bibliography. 2. Local tran- 
sit — Bibliography. I. United States. Dept. of Transporta- 
tion. Office of the Secretary. II. United States. Urban Mass 
Transportation Administration. University Research and 
Training Program. III. Oklahoma. University. School of 
Civil Engineering and Environmental Science. IV. Title. 
V. Series: United States. Dept. of Transportation. Office of 
the Secretary. Report - Office of the Secretary ; no. DOT-I- 
79-22. 

OCLC 5808318 
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United States. Dept. of Transportation. Office of Intergovern- 
mental Affairs. 

Technology sharing : a guide to assistance in obtaining and 
using research, development and demonstration outputs / de- 
veloped by U.S. Department, Office of Intergovernmental 
Affairs, Technology Sharing Program. — Washington : Dept. 
of Transportation, Office of the Secretary : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

95 p. : ill. ; 22 x 28 cm. — (Report - Office of the Secretary 
; no. DOT-I-79-26) 

October 1979. 

@ltem 982-I-15 

S/N 050-000-00158-0 

pbk. : $3.75 

1. Technology transfer. I. United States. Dept. of Trans- 
portation. Office of the Secretary. II. Title. III. Series: 
United States. Dept. of Transportation. Office of the Secre- 
tary. Report - Office of the Secretary ; no. DOT-I-79-26. 
OCLC 6209318 


80-12702 
TD 1.20/9:79-2 
Ward, John Erwin, 1920- 

A study of terrestrial radio determination : applications and 
technology / J. E. Ward, M. E. Connelly, A. K. Tetewsky, 
Electronic Systems Laboratory, Massachusetts Institute of 
Technology. — Washington : Dept. of Transportation, Re- 
search and Special Program Directorate, Office of Transpor- 
tation Programs Bureau ; Springfield, Va. : for sale by the 
National Technical Information Service, 1979. 

22161 

x, 196 p. : ill. ; 27 cm. — (Report - Dept. of Transportation 
; no. DOT-TSC-RSPA-79-2) 

Final report, February 1979. 

Contract No. DOT/TSC-1274. 

Includes bibliographical references. 

pbk. 

1. Automatic tracking. I. Connelly, M. E., joint author. 
Il. Tetewsky, A. K., joint author. III. United States. Trans- 
portation Programs Bureau. IV. Massachusetts Institute of 
Technology. Electronic Systems Laboratory. V. Title. VI. 
Series: United States. Dept. of Transportation. Report - Dept. 
of Transportation ; no. DOT-TSC-RSPA-79-2. 

OCLC 4978403 


NATIONAL TRANSPORTATION SAFETY 
BOARD 
Washington, DC 20594 


80-12703 
TD 1.112:80-1 
United States. National Transportation Safety Board. 

Aircraft accident report : Air New England, Inc. deHavil- 
land DHC-6-300, N383 EX, Hyannis, Massachusetts, June 17, 
1979. — Washington : National Transportation Safety Board ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1980. 

22161 

ii, 25 p. ; 26 cm.— (Report - National Transportation 
Safety Board ; no. NTSB-AAR-80-1) 

January 3, 1980. 

Includes bibliographical references. 

@ltem 982-1-9 

pbk. 





1. Aeronautics — Massachusetts — Hyannis — Accidents. 
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TD 4.8:Ai 7/40 
United States. Federal Aviation Administration. Systems Man- 
agement Branch. 

National airspace system configuration management docu- 
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istration. Systems Research and Development Service. IV. 
United States. National Weather Service. Techniques Devel- 
opment Laboratory. V. Title. VI. Series: United States. 
Federal Aviation Administration. Systems Research and De- 
velopment Service. Report ; FAA-RD-79-98. 
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radiobeacons, racons and loran stations.” 
CONTENTS: v. 4. Great Lakes, United States and Canada. 
“Nineth Coast Guard district.” 
V. 4, corrected to January 26, 1980. 
@ltem 937 
S/N 050-012-00156-1 
ISSN 0565-1557 
Main series: United States. Coast Guard. CG 
1. Aids to navigation— United States — Lists — Periodi- 
cals. I. United States. Coast Guard. 
OCLC 2923471 


Government Publications — June 1980 


80-12767 
TD 5.25/2:35-79 
United States. Coast Guard. Office of Research and Develop- 
ment. 

Disposal systems and techniques for oil and hazardous 
chemicals recovered from marine spills / Warren G. Hansen 
... [et al.], SCS Engineers. — Washington : Dept. of Transpor- 
tation, Coast Guard, Office of Research and Development ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1979. 

22161 

316 p. in various pagings : ill. ; 27 cm.— (Report - U.S. 
Coast Guard, Office of Research and Development ; no. CG- 
D-35-79) 

Prepared for U.S. Department of Transportation, United 
States Coast Guard, Office of Research and Development. 

Contract no. DOT-CG-71044-A. 

Final report, February 1979. 

Bibliography: p. Ref-1-Ref-7. 

@ltem 931-A-3 

pbk. 

1. Oil spills. 2. Marine pollution. 3. Pollution control 
equipment. I. Hansen, Warren Grantland, 1951- II. SCS 
Engineers. III. Title. IV. Series: United States. Coast 
Guard. Office of Research and Development. Report ; no. 
CG-D-35-79. 

OCLC 6161939 


URBAN MASS TRANSPORTATION 
ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


80-12768 
TD 7.2:M 66/v.3 
United States. Urban Mass Transportation Administration. 
Office of Civil Rights. 

A study of minority business participation in the urban mass 
transportation industry. — Washington : Dept. of Transporta- 
tion, Urban Mass Transportaton Administration, Office of 
Civil Rights ; Springfield, Va. : for sale by the National 
Technical Information Service, 1977- 

22161 

v. ; 28 cm.— (Report - Dept. of Transportation ; no. 
DOT-UT-60079 T) 

Prepared for U.S. Department of Transportation, Urban 
Mass Transportation Administration, Office of Civil Rights. 

July 25, 1977. 

Contents: v. 3. Minority Contractors Resource Center, Inc. 
Public transit contracting opportunities for minority business 
enterprises, a manual. 

pbk. 

1. Minority business enterprises — United States. I. Minor- 
ity Contractors Resource Center. II. Title. III. Title: 
Public transit contracting opportunities for minority business 
enterprises, a manual. IV. Series: United States. Dept. of 
Transportation. Report - Dept. of Transportation ; no. DOT- 
UT-60079 T. 

OCLC 3582799 
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Urban Mass Transportation Administration — Transportation Dept. 


80-12769 80-12771 


TD 7.8:M 34/3/v.1-2 
Indiana University. Institute for Urban Transportation. 


TD 7.11:MA-06-0025-77-10 
Holowaty, Michael C 


Handbook for management performance audits / prepared 
by Institute for Urban Transportation, Indiana University ; 
prepared for U.S. Department of Transportation, Urban Mass 
Transportation Administration, University Research and 
Training Program ; by George Smerk ... [et al.]. — Washing- 
ton : Dept. of Transportation, Urban Mass Transportation 
Administration ; Springfield, Va. : for sale by the National 
Technical Information Service, 1979. 

22161 

2 v. : ill. ; 28 cm. — (Report - Office of the Secretary ; no. 
DOT-I-80-6) (Report - Office of the Secretary ; no. DOT-I- 


Includes bibliographical references. 

Contents: v. 1. Theory and technique.—v. 2. Field guide. 

@ltem 982-H-3 

pbk. 

1. Local transit— Management. 2. Management audit — 
Handbooks, manuals, etc. I. Smerk, George M. II. United 
States. Urban Mass Transportation Administration. III. Title. 
IV. Series: United States. Dept. of Transportation. Office of 
the Secretary. Report - Office of the Secretary ; no. DOT-I- 
80-6. V. Series: United States. Dept. of Transportation. 
Office of the Secretary. Report - Office of the Secretary ; no. 
DOT-I-80-7. 

OCLC 6212646 


80-12770 


TD 7.11:IT-06-0189-79-1 
Lea (N.D.) & Associates. 

Roosevelt Island Tramway System assessment / prepared 
by N. D. Lea & Associates, Inc. ; W. Bamberg ... [et al.]. — 
Washington : Dept. of Transportation, Urban Mass Transpor- 
tation Administration, Office of Technology Development 
and Deployment ; Springfield, Va. : for sale by the National 
Technical Information Service, 1979. 

22161 

209 p. in various pagings ; ill. ; 28 cm.— (Report - Urban 
Mass transportation Administration ; UMTA-IT-06-0189-79-1) 

Prepared for U.S. Department of Transportation, Urban 
Mass Transportation Administration, Office of Technology 
Development and Deployment, Office of Socio-Economic 
and Special Projects. 

Contract No. UMTA-UT-80002. 

Final report, August 1979. 

Includes bibliography. 

@ltem 982-1-5 

pbk. 

1. Local transit— New York (City) I. Bamberg, W. II. 
United States. Urban Mass Transportation Administration. 
Office of Technology Development and Deployment. III. 
United States. Urban Mass Transportation Administration. 
Office of Socio-Economic and Special Projects. IV. Title. 
V. Series: United States. Urban Mass Transportation Adminis- 
tration. Report - Urban Mass Transportation Administration ; 
no. UMTA-IT-06-0189-79-1. 

OCLC 5724724 
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In-service performance and costs of methods for control of 
urban rail system noise / Michael C. Holowaty, Hugh J. 
Saurenman, Stanley M. Rosen. — Washington : Dept. of 
Transportation, Urban Mass Transportation Administration, 
Office of Research and Development, Rail Technology Divi- 
sion ; Springfield, Va. : for sale by the National Technical 
Information Service, 1976- 

22161 

v. : ill. ; 27 cm.— (Report - Urban Mass Transportation 
Administration ; no. UMTA-MA-06-0025-77-10) 

Contract No. DOT-TSC-1053. 

Performing organization : Wilson, Ihrig & Associcates, Inc., 
De Leau, Cather & Co. 

Interim report April 1977. 

Contents: [2] Test and evaluation plan. 

pbk. 

1. Railroads — Noise. 2. Noise control— Costs. I. Saur- 
enman, Hugh J., joint author. II. United States. Urban Mass 
Transportation Administration. Office of Rail Technology. 
III. Wilson, Ihrig & Associates. IV. De Leuw, Cather & 
Company. V. Title. VI. Series: United States. Urban Mass 
Transportation Administration. Report - Urban Mass Trans- 
portation Administration ; no. UMTA-MA-06-0025-77-10. 
OCLC 3940059 


80-12772 


TD 7.11:UPM-20-79-3 


Dial, Robert B. 


Transit network analysis : INET / Robert B. Dial, G. Scott 
Rutherford and Lawrence Quillian. — [Washington] : Dept. of 
Transportation, Urban Mass Transportation Administration, 
Office of Planning Methods and Support ; Springfield, Va. : 
for sale by the National Technical Information Service, 1979 
ie. 1980. 

22161 

ca. 250 p. in various pagings : ill. ; 28 cm.— (Report - 
Urban Mass Transportation Administration ; no. UMTA- 
UPM-20-79-3) 

Contract No. DOT-OST-78-048. 

July 1979. 

Includes bibliographical references. 

@ltem 982-1-5 

pbk. 

1. Local transit— Data processing. I. Rutherford, G. 
Scott, joint author. II. Quillian, Lawrence, joint author. 
III. United States. Urban Mass Transportation Administration. 
Office of Planning Methods and Support. IV. Title. V. 
Series: United States. Urban Mass Transportation Administra- 
tion. Report - Urban Mass Transportation Administration ; 
no. @ UMTA-UPM-20-79-3. 

OCLC 5901605 


80-12773 


TD 7.11:UPP-79-8 


Bennett, John, 1941- 


The UMTA rail modernization program : évaluation of the 
impacts of section 3, capital grants for rail rehabilitation and 
modernization, 1965-1977 / John Bennett ; Peat, Marwick, 
Mitchell & Company. — Washington : Dept. of Transporta- 
tion, Urban Mass Transportation Administration, Policy, 
Budget and Program Development, Office of Program Evalu- 
ation ; Springfield, Va. : for sale by the National Technical 
Information Service, 1979 i.e. 1980. 

22161 

295 p. : ill, maps ; 28 cm.— (Report - Urban Mass Trans- 
portation Administration ; no. UMTA-UPP-79-8) 





Prepared for the U.S. Department of Transportation, Urban 
Mass Transporatation Administration, Policy, Budget and 
Program Development, Office of Program Evaluation. 

May 1979. 

Includes bibliographical references. 

@ltem 982-1-5 

pbk. 

1. Electric railroads — Rolling-stock. 2. Subways — Main- 
tenance and repair. 3. Electric railroads — Rails. I. United 
States. Urban Mass Transportation Administration. Office of 
Program Evaluation. II. Peat, Marwick, Mitchell, and Com- 
pany. III. Title. IV. Series: United States. Urban Mass 
Transportation Administration. Report - Urban Mass Trans- 
portation Administration ; no. UMTA-UPP-79-8. 

OCLC 5979852 


NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION 
Transportation Dept. 

Washington, DC 20590 


80-12774 
TD 8.2:Al 1/37 
United States. National Highway Traffic Safety Administration. 
Alcohol & highway safety laws : a national overview. — 
Washington : Dept. of Transportation, National Highway 
Traffic Safety Administration, 1980. 
20590 
81 p. : map ; 28 cm. — (DOT HS 805 173) 
Feb. 1980. 
@ltem 982-D-1 
pbk. 
1. Drunk driving — United States. 
accidents — United States. I. Title. 
OCLC 6161867 


80-12775 


2. Drinking and traffic 


TD 8.2:D 54/7 
So you really want to do something about the drunk driver? — 
[Washington : Dept. of Transportation, National Highway 
Traffic Safety Administration, 1979]. 
20590 
8 p. : col. ill ; 23 cm. — (DOT HS-804 103) 
@ltem 982-D-1 
pbk. 
1. Drinking and traffic accidents. I. United States. Nation- 
al Highway Traffic Safety Administration. 
OCLC 6162280 


80-12776 
TD 8.2:N 21/3/v.4 
United States. National Highway Traffic Safety Administration. 
National Center for Statistics and Analysis. 

The National Accident Sampling System : a status report / 
prepared by U.S. Department of Transportation, National 
Highway Traffic Safety Administration, Research and Devel- 
opment, National Center for Statistics and Analysis. — [Wash- 
ington] : The Center, 1979. 

4 v. : ill. ; 27 cm.— (DOT HS-804 852) 

April 1979. 

Includes bibliographical references. 

Contents: v. 4. Smith, R. A., Lunn, E. Implementation 
schedules and resource requirements. 

@ltem 982-D-1 

pbk. 

1. Traffic accidents — United States — Statistics. 
accident investigation — Statistical methods. I. Smith, Rus- 
sell A. II. Lunn, Eugene, 1921- III. Title. IV. Title: Im- 
plementation schedule and resource requirements. 

OCLC 5000665 


2. Traffic 


Government Publications — June 1980 


80-12777 
TD 8.8:An 8/2 
United States. National Highway Traffic Safety Administration. 
A manual of anti-theft guidelines for state motor vehicle 
titling programs. — Washington : Dept. of Transportaton, Na- 
tional Highway Traffic Safety Administration ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1980. 
22161 
iii, 20 p. ; 28 cm. — (DOT HS-805 198) 
January 1980. 
Includes bibliographic references. 
@ltem 982-D-3 
pbk. 
1. Theft from motor vehicles. 2. Automobiles — Anti-theft 
devices. 3. Automobiles — Registration. I. Title. 
OCLC 6093721 


80-12778 
TD 8.16:979 
International Technical Conference on Experimental Safety Ve- 
hicles, 7th, Paris, France, 1979. 

Seventh International Technical Conference on Experimen- 
tal Safety Vehicles. — Washington : Dept. of Transportation, 
National Highway Traffic Safety Administration : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1979 ie. 1980. 

20402 

xxv, 961 p. : ill. ; 27 cm. — (DOT HS-805 199) 

Sponsored by the Government of France. 

Held in Paris, France, June 5-8, 1979. 

December 1979. 

Includes bibliographical references. 

@ltem 982-D-12 

S/N 050-003-00378-6 

pbk. : $12.00 

1. Automobiles — Safety measures — Congresses. 2. Traf- 
fic safety — Congresses. I. United States. National Highway 
Traffic Safety Administration. II. France. III. Title. 

OCLC 6176833 


VETERANS ADMINISTRATION 
Washington, DC 20420 


80-12779 
VA 1.2:D 54 
Crigler, Diane. 

Understanding diabetes mellitus / Veterans Administration 
Medical Center, Diabetic Teaching Section ; written by 
Diane Crigler, Kathleen Moreland, illustrated by Dawn 
Potter. — Buffalo, N.Y. : Veterans Administration, Dept. of 
Medicine and Surgery, Diabetic Teaching Section, 1976, 1980 
printing. 

14215 

70 p. : ill. ; 28 cm. 

October 1979. 

Bibliography: p. 70. 

@ltem 985 

pbk. 

1. Diabetes. I. Moreland, Kathleen, joint author. II. 
Potter, Dawn. III. United States. Veterans Administration. 
Dept. of Medicine and Surgery. IV. Veterans Administra- 
tion Medical Center, Buffalo, N.Y. V. Title. 

OCLC 6191781 
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Congressional Record 


80-12780 
VA 1.2:Sp 1 
United States. Veterans Administration. Office of Construction. 
A study of space planning criteria development procedures, 
Veterans Administration facilities: — Washington : Veterans 
Administration, Office of Construction, 1978 i.e. 1979. 
20420 
iii, 62 p. : ill. ; 28 cm. 
Consultants: Shotwell-Anderson, Inc. in association with 
Benham-Blair & Associates [i.e. Affiliates], Inc. 
“Research study report.” 
October 1978. 
Bibliography: p. 55-57. 
pbk. 


1. United States. Veterans Administration. 
ning — United States. 3. 
United States. 
& Affiliates, inc. 
OCLC 6151427 


80-12781 


2. Health plan- 

Health facilities — Planning — 

I. Shotwell-Anderson, inc. II. Benham-Blair 
III. Title. 


VA 1.19:26-1/6 
United States. Dept. of Veterans Benefits. 

Minimum property requirements for proposed construction 
in areas designated by the Administrator of Veterans Affairs 
as “housing credit shortage areas”.—Rev. Jan. 1980.— 
[Washington] : Veterans Administration, Dept. of Veterans 
Benefits, 1980. 

20420 

ii, 10 p. ; 23 x 11 cm. — (VA pamphlet ; 26-1) 

“Rescission: VA pamphlet 26-1, revised July 1977.” 

@ltem 988 

pbk. 

1. Real property. 2. Credit. 
OCLC 6157482 


80-12782 


3. Building. I. Title. 


VA 1.19:29-79-2 
United States. Veterans Administration. 

Veterans mortgage life insurance : information and premi- 
um rates, VMLI. — Rev. Feb. 1980. — [Washington] : Veter- 
ans Administration, 1980. 

20420 

8 p. ; 23 x 11 cm. — (VA pamphlet ; 29-79-2) 

Recission: VA pamphlet 29-77-2 dated May 1977. 

@ltem 988 

pbk. 

1. Veterans — Loans — United States. 2. Insurance, Mort- 
gage life. I. Title. 

OCLC 6191386 


CONGRESSIONAL RECORD 


80-12783 
X.95/1:123/pt.16 
United States. Congress. 

Congressional record; proceedings and debates of the Con- 
gress. Permanent ed. Washington, [for sale by the Supt. of 
Docs], U.S. Govt. Print. Off. 

20402 

29 cm. 

$22.00 

v. 1- 43d Cong., Ist sess.- ; 1873- 

Vol. 123, pt. 16: Proceedings and debates for the 95th 
Cong., Ist sess., June 15-22, 1977. 

An index is issued for each session which includes History 
of bills and resolutions. 

Beginning with the 80th Cong., Mar. 1947, a section, Daily 
digest, is included. 
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Appendices issued for the 43d-83d Cong., Ist sess., 1873- 
1953. 

Preceded by the Debates and proceedings in the Congress 
of the United States, Ist-18th Cong., Ist sess.; the Register of 
debates in Congress, 18th Cong., 2d sess.-25th Cong., Ist sess.; 
and the Congressional globe, 23d-42d Cong. 

@ltem 993, 993-A (microfiche) 

S/N 052-000-00558-2 

1. United States — Politics and government — Periodicals. 
2. Legislation — United States — Periodicals. I. Title. 

J11.R5 
12-036438 rev 
OCLC 2559927 


80-12784 
X.95/1:123/pt.18-19 
United States. Congress. 

Congressional record; proceedings and debates of the Con- 
gress. Permanent ed. Washington, [for sale by the Supt. of 
Docs., U.S. Govt. Print. Off.] 

20402 

29 cm. 

$19.00 (pt. 18) $27.00 (pt. 19) 

v. 1- 43d Cong., Ist sess.- ; 1873- 

Vol. 123, pt. 18-19: Proceedings and debates for the 95th 
Cong., Ist sess., July 1-21, 1977. 

An index is issued for each session which includes History 
of bills and resolutions. 

Beginning with the 80th Cong., Mar. 1947, a section, Daily 
digest, is included. 

Appendices issued for the 43d-83d Cong., Ist sess., 1873- 
1953. 

Preceded by the Debates and proceedings in the Congress 
of the United States, Ist-18th Cong., Ist sess.; the Register of 
debates in Congress, 18th Cong., 2d sess.-25th Cong., Ist sess.; 
and the Congressional globe, 23d-42d Cong. 

@ltem 993, 993-A 

S/N 052-000-00560-4 (pt. 18) ; 052-000-00561-2 (pt. 19) 

1. United States — Politics and government — Periodicals. 
2. Legislation — United States — Periodicals. I. Title. 

J11.R5 
12-036438 rev 
OCLC 2559927 


80-12785 
X.95/1:123/pt.20 
United States. Congress. 

Congressional record; proceedings and debates of the Con- 
gress. Permanent ed. Washington, [for sale by the Supt. of 
Docs.], U.S. Govt. Print. Off. 

20402 

29 cm. 

$26.00 

v. 1- 43d Cong., Ist sess.- ; 1873- 

Vol. 123, pt. 20: Proceedings and debates of the 95th 
Cong., Ist sess., July 22-29, 1977. 

An index is issued for each session which includes History 
of bills and resolutions. 

Beginning with the 80th Cong., Mar. 1947, a section, Daily 
digest, is included. 

Appendices issued for the 43d-83d Cong., Ist sess., 1873- 
1953. 

Preceded by the Debates and proceedings in the Congress 
of the United States, Ist-18th Cong., Ist sess.; the Register of 
debates in Congress, 18th Cong., 2d sess.-25th Cong., Ist sess.; 
and the Congressional globe, 23d-42d Cong. 

@ltem 993, 993-A (microfiche) 

S/N 052-000-00562-1 





Government Publications — June 1980 


1. United States — Politics and government — Periodicals. 80-12788 
2. Legislation — United States — Periodicals. I. Title. X 96-1:H.doc.12/pt.3 
J11.R5 United States. Dept. of the Interior. 


12-036438 rev 
OCLC 2559927 


CONGRESSIONAL SERIAL SET 


During each session of Congress the House and Senate docu- 
ments and reports are accumulated into bound volumes compris- 
ing the Congressional serial set. No ctalog entry is made for the 
volumes of the Serial set since the document and reports con- 
tained therein have been previously listed in the Monthly Cata- 
log. The following bound volumes were sent to depository 
libraries during the period of this catalog. 


80-12786 
X 96-1:H.doc.12/pt.1 
United States. Dept. of the Interior. 

National Park System new area studies; threatened natural 
landmarks and nationally significant historic places. Washing- 
ton, U.S. Govt. Print. Off. 

26 cm. (House document - 96th Congress, Ist session ; no. 
96-12, pt.1) 

“Communication from the Assistant Secretary of the Interi- 
or transmitting the annual report listing (1) areas of national 
significance with potential for inclusion in the National Park 
System, and (2) areas included on the Registry of natural 
landmarks and areas of national significance included on the 
National register of historic places which exhibit known or 
anticipated damage or threats to the integrity of their re- 
sources, pursuant to section 8 of Public Law 91-383, as 
amended (90 Stat.1940)” 

Feb. 5, 1979. 

Accompanied each year by separate reports on various 
areas. 

Annual. 

@ltem 996-B (microfiche) 

Main series: United States. Congress. House. Document 

1. National parks and reserves — United States — Periodi- 
cals. 2. Natural monuments— United States — Periodicals. 
3. Historic sites — United States — Periodicals. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. House. 
Document ; no. 96-12, pt.1. 

OCLC 5869414 


80-12787 
X 96-1:H.doc.12/pt.2 
United States. National Park Service. 

Proposed Prairie National Park, Kans., Okla. / submitted as 
an accompanying part of the communication from the Secre- 
tary of the Interior transmitting reports on studies of new 
areas with potential for inclusion in the National Park System 
; [United States Department of the Interior, National Park 
Service]. — Washington : U.S. Govt. Print. Off., 1979. 

566 p. : ill, maps ; 26 cm.— (House document - 96th 
Congress, Ist session ; no. 96-12, pt.2) 

Feb. 5, 1979. 

Includes bibliographies. 

@ltem 996-B (microfiche) 

pbk. 

1. National parks and reserves— Kansas. 2. National 
parks and reserves— Oklahoma. 3. National parks and re- 
serves — United States. I. United States. Dept. of the Interi- 
or. II. Title. III. Series: United States. 96th Congress, Ist 
session, 1979. House. Document ; no. 96-12, pt.2. 

OCLC 6128734 


Proposed Channel Islands National Park, Calif. / submitted 
as an accompanying part of the communication from the 
Secretary of the Interior transmitting reports on studies of 
new areas with potential for inclusion in the National Park 
System. — Washington : U.S. Govt. Print. Off., 1979. 

20 p. : ill. ; 26 cm.— (House document - 96th Congress, 
Ist session ; no. 96-12, pt.3) 

Feb. 5, 1979. 

@ltem 996-B (microfiche) 

pbk. 

1. Channel Islands, Calif. 2. Natural areas — California. 
3. National parks and reserves — United States. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. House. 
Document ; no. 96-12, pt.3. 

OCLC 6128752 


80-12789 


X 96-1:H.doc.12/pt.4 


United States. National Park Service. Southwest Region. 


Proposed Valle Grande-Bandelier National Park, N. Mex. / 
submitted as an accompanying part of the communication 
from the Secretary of the Interior transmitting reports on 
studies of new areas with potential for inclusion in the Na- 
tional Park System ; [United States Department of the Interi- 
or, National Park Service, Southwest Region]. — Washington 
: U.S. Govt. Print. Off., 1979. 

31 p. : ill, maps ; 26 cm.— (House document - 96th 
Congress, Ist session ; no. 96-12, pt.4) 

Feb. 5, 1979. 

@ltem 996-B (microfiche) 

pbk. 

1. National parks and reserves — New Mexico. 2. National 
parks and reserves — United States. I. United States. Dept. 
of the Interior. II. Title. III. Series: United States. 96th 
Congress, Ist session, 1979. House. Document ; no. 96-12, 
pt.4. 

OCLC 6128781 


80-12790 


X 96-1:H.doc.12/pt.5 


United States. National Park Service. North Atlantic Region. 


Proposed Frederick Law Olmsted Home and Office nation- 
al historic site / submitted as an accompanying part of the 
communication from the Assistant Secretary of the Interior 
transmitting reports on studies of new areas with potential for 
inclusion in the National Park System ; [prepared by North 
Atlantic Region, National Park Service, U.S. Department of 
the Interior].— Washington : U.S. Govt. Print. Off., 1979. 

101 p. : ill, maps ; 26 cm.— (House document - 96th 
Congress, Ist session ; no. 96-12, pt.5) 

Feb. 5, 1979. 

Bibliography: p. 99-100. 

@ltem 996-B (microfiche) 

pbk. 

1. Brookline, Mass. Frederick Law Olmsted Home and 
Office. 2. National parks and reserves — United States. I. 
United States. Dept. of the Interior. II. Title. III. Series: 
United States. 96th Congress, Ist session, 1979. House. Docu- 
ment ; no. 96-12, pt.5. 

OCLC 6158359 
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80-12791 
X 96-1:H.doc.12/pt.6 
United States. Dept. of the Interior. 

Proposed City of Rocks National Monument, Idaho / sub- 
mitted as an accompanying part of the communication from 
the Secretary of the Interior transmitting reports on studies of 
new areas with potential for inclusion in the National Park 
System. — Washington : U.S. Govt. Print. Off., 1979. 

86 p. : ill, maps ; 26 cm.— (House document - 96th 
Congress, Ist session ; no. 96-12, pt.6) 

Feb. 5, 1979. 

Bibliography: p. 43-45. 

@ltem 996-B (microfiche) 

pbk. 

1. City of Rocks National Monument, Idaho. 2. National 
parks and reserves—Idaho. 3. National parks and re- 
serves — United States. I. Title. II. Series: United States. 
96th Congress, Ist session, 1979. House. Document ; no. 96- 
12, pt.6. 

OCLC 6128809 


80-12792 
X 96-1:H.doc.12/pt.7 
United States. National Park Service. 

Proposed Hagerman Fauna Sites, Idaho / submitted as an 
accompanying part of the communication from the Secretary 
of the Interior transmitting reports on studies of new areas 
with potential for inclusion in the National Park System. — 
Washington : U.S. Govt. Print. Off., 1979. 

36 p. : ill, maps ; 26 cm.— (House document - 96th 
Congress, Ist session ; no. 96-12, pt.7) 

Feb. 5, 1979. 

Bibliography: p. 33-35. 

@ltem 996-B (microfiche) 

pbk. 

1. National parks and reserves—Idaho. 2. Natural 
areas—Idaho. 3. National parks and reserves — United 
States. I. United States. Dept. of the Interior. II. Title. 
III. Series: United States. 96th Congress, Ist session, 1979. 
House. Document ; no. 96-12, pt.7. 

OCLC 6128825 


80-12793 
X 96-1:H.doc.12/pt.8 
United States. Dept. of the Interior. 

Proposed addition of Hopeton Earthworks to the Mound 
City Group National Monument / submitted as an accompa- 
nying part of the communication from the Assistant Secretary 
of the Interior transmitting reports on studies of new areas 
with potential for inclusion in the National Park System. — 
Washington : U.S. Govt. Print. Off., 1979. 

87 p. : maps ; 26 cm. — (House document - 96th Congress, 
Ist session ; no. 96-12, pt.8) 

Feb. 5, 1979. 

@ltem 996-B (microfiche) 

pbk. 

1. Mound City Group National Monument, Ohio. 2. Natu- 
ral monuments— Ohio. 3. National parks and reserves — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. House. Document ; no. 96-12, pt.8. 
OCLC 6128844 
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80-12794 
X 96-1:H.doc.12/pt.9 
United States. National Park Service. Denver Service Center. 

Proposed Potomac National River / submitted as an ac- 
companying part of the communication from the Secretary of 
the Interior transmitting reports on studies of new areas with 
potential for inclusion in the National Park System ; [prepared 
by Denver Service Center, National Park Service, Depart- 
ment of the Interior]. — Washington : U.S. Govt. Print. Off., 
1979, 

156 p. : ill., maps ; 26 cm.— (House document - 96th 
Congress, Ist session ; no. 96-12, pt.9) 

Feb. 5, 1979. 

Bibliography: p. 152-156. 

@ltem 996-B (microfiche) 

pbk. 

1. Potomac National River. 
serves — United States. I. United States. Dept. of the Interi- 
or. II. Title. III. Series: United States. 96th Congress, Ist 
session, 1979. House. Document ; no. 96-12, pt.9. 

OCLC 6128878 


80-12795 


2. National parks and re- 


X 96-1:H.doc.12/pt.10 
United States. Dept. of the Interior. 

Proposed Mount Mitchell National Park / submitted as an 
accompanying part of the communication from the Assistant 
Secretary of the Interior transmitting reports on studies of 
new areas with potential for inclusion in the National Park 
System. — Washington : U.S. Govt. Print. Off., 1979. 

58 p. : maps ; 26 cm. — (House document - 96th Congress, 
Ist session ; no. 96-12, pt.10) 

Feb. 5, 1979. 

Bibliography: p. 55-56. 

@ltem 996-B (microfiche) 

pbk. 

1. National parks and reserves — North Carolina. 2. Na- 
tional parks and reserves— United States. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. House. 
Document ; no. 96-12, pt.10. 

OCLC 6129081 


80-12796 
X 96-1:H.doc.12/pt.11 
United States. Dept. of the Interior. 

Proposed Great Basin National Park, Nev. / submitted as 
an accompanying part of the communication from the Secre- 
tary of the Interior transmitting reports on studies of new 
areas with potential for inclusion in the National Park 
System. — Washington : U.S. Govt. Print. Off., 1979. 

48 p. : ill, maps ; 26 cm.— (House document - 96th 
Congress, Ist session ; no. 96-12, pt.11) 

Feb. 5, 1979. 

@ltem 996-B (microfiche) 

pbk. 

1. National parks and reserves— Nevada. 2. National 
parks and reserves— United States. I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. House. Docu- 
ment ; no. 96-12, pt.11. 

OCLC 6129227 


80-12797 
X 96-1:H.doc.38 
Veterans of World War I of the U.S.A. 

Proceedings of the National Convention of the Veterans of 
World War I of the United States, Inc. Washington, U.S. 
Govt. Print. Off. 

ports 24 cm. (House document - 96th Congress, Ist session ; 
no. 96-38) 


26th National Convention, Cleveland, Ohio, Sept. 6-8, 1978. 
Annual. 





@ltem 996-B (microfiche) 

Main series: United States. Congress. House. Document 

1. Veterans of World War I of the U.S.A. — Periodicals. 
I. Title. II. Series: United States. 96th Congress, Ist session, 
1979. House. Document ; no. 96-38. 
OCLC 2870880 


80-12798 


X 96-1:H.doc.40 
United States. Office of Management and Budget. 

The budget of the United States Government. Doc. ed. 
Washington, U.S. Govt. Print. Off. 

ill., graphs 23 cm. (House document - 96th Congress, ist 


Report covers fiscal year 1980. 

Continues: The Budget of the United States Government, 
ISSN 0163-2000, issued by: United States. Bureau of the 
Budget. 

@ltem 996-B (microfiche) 

ISSN 0163-2000 

Main series: United States. Congress. House. Document 

Other editions available: Departmental edition 

1. Budget— United States— Periodicals. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. House. 
Document ; no. 96-40. 

OCLC 6018330 


80-12799 


X 96-1:H.doc.61 
United States. Congress. House. Office of the Clerk. 

Report of the Clerk of the House. Washington, U.S. Govt. 
Print. Off. 

24 cm. (House document - 96th Congress, Ist session ; no. 
96-61) 

Quarterly, July 1, 1977- 

Semiannual, 1970-June 30, 1977 

1970- 

Oct.1-Dec. 31, 1978. 

@ltem 996-B (microfiche) 

Main series: United States. Congress. House. Document 

1. United States. Congress. House — Appropriations and 
expenditures — Periodicals. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. House. Document ; 
no. 96-61. 


Government Publications — June 1980 


80-12801 


X 96-1:H.doc.96 


United States. President, 1977- (Carter) 


Supplemental appropriations : communication from the 
President of the United States transmitting proposed supple- 
mental appropriations for fiscal year 1979 for foreign assist- 
ance in support of Turkish economic stabilization and 
reform. — Washington : U.S. Govt. Print. Off., 1979. 

3 p. ; 24 cm.— (House document - 96th Congress, Ist 
session ; no. 96-96) 

Apr. 23, 1979. 

@ltem 996-B (microfiche) 

pbk. 

1. United States— Appropriations and expenditures, 1979. 
2. Economic assistance, American — Turkey. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. House. 
Document ; no. 96-96. 

OCLC 6181880 


80-12802 


X 96-1:H.doc.100 


Veterans of Foreign Wars of the United States. 


Proceedings of the National Convention of the Veterans of 
Foreign Wars of the United States. Washington, U.S. Govt. 
Print. Off. 

ports 24 cm. (House document - 96th Congress, Ist session ; 
no. 96-100) 

59th- 1958- 

“Summary of minutes.” 

79th National Convention, Dallas, Tex., Aug. 18-25, 1978. 

Proceedings of the Ist-25th encampments not printed. 

Annual. 

@ltem 996-B (microfiche) 

ISSN 0160-1474 

Main series: United States. Congress. House. Document 

Continues: Veterans of Foreign Wars of the United States. 
National Encampment of the Veterans of Foreign Wars of the 
United States 1925-57 

1. Veterans of Foreign Wars of the United States — Perio- 
dicals. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. House. Document ; no. 96-100. 

E181V473 

77-647000 
369/.18 
OCLC 2870747 


OCLC 2986388 80-12803 


X 96-1:H.doc.160 
Cumulative report on rescissions and deferrals. Washington, 
U.S. Govt. Print. Off. 


80-12800 


X 96-1:H.doc.73 
Girl Scouts of the United States of America. 


Annual report - Girl Scouts of the U.S.A. [Washington, 
U.S. Govt. Print. Off.] 

map 24 cm. (House document - 96th Congress, Ist session ; 
no. 96-73) 

Report covers fiscal year 1978. 

@ltem 996-B (microfiche) 

Main series: United States. Congress. House. Document 

Continues: Girl Scouts of the United States of America. 
Report. 

1. Girl Scouts of the United States of America — Periodi- 
cals. 2. Girl Scouts— Periodicals. I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. House. Docu- 
ment ; no. 96-73. 

OCLC 5698168 


23 cm. (House document - 96th Congress, Ist session ; no. 
96-160) 

Title varies slightly. 

“Communication from the Director, Office of Management 
and Budget, Executive Office of the President, transmitting ... 
pursuant to section 1014(e) of Public Law 93-344.” 

July 1979. 

Monthly. 

@ltem 996-B (microfiche) 

Main series: United States. Congress. House. Document 

1. Executive impoundment of appropriated funds — United 
States — Periodicals. I. United States. Office of Management 
and Budget. II. Series: United States. 96th Congress, Ist 
session, 1979. House. Document ; no. 96-160. 

OCLC 2864748 
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80-12804 
X 96-1:H.rp.142 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Changing the name of the Palmetto Bend Reservoir on the 
Navidad River in Texas to Lake Texana : report to accompa- 
ny H.R. 2771. — [Washington : U.S. Govt Print. Off., 1979] 

3 p. ; 24cm. — (House report - 96th Congress, Ist session ; 
no. 96-142) 

Caption title. 

May 14, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Palmetto Bend Reservoir, Tex. I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. House. Report 
; no. 96-142. 

OCLC 6171694 


80-12805 
X 96-1:H.rp.198/pt.2 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 
National aquaculture act of 1979 : report to accompany 
H.R. 20. — [Washington : U.S. Govt. Print. Off., 1979- ] 
v. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-198) 
Caption title. 
Pt. 2, report from the Committee on Agriculture, July 16, 
1979. 
@ltem 1008-A-2 (microfiche) 
pbk. 
1. Aquaculture — Law and legislation — United States. I. 
United States. Congress. House. Committee on Agriculture. 
Il. Title. III. Series: United States. 96th Congress, Ist ses- 
sion, 1979. House. Report ; no. 96-198. 
OCLC 5039148 


80-12806 
X 96-1:H.rp.325 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Obsolete vessel sale : report to accompany H.R. 3094. — 
[Washington : U.S. Govt. Print. Off., 1979] 

6 p. ; 24. cm. — (House report - 96th Congress, Ist session ; 
no. 96-325) 

Caption title. 

@Item 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Ships— Reconstruction. 2. Ships— Scrapping. I. 
Title. II. Series: United States. 96th Congress, Ist session, 
1979. House. Report ; no. 96-325. 

OCLC 6192008 


80-12807 
X 96-1:H.rp.376 
United States. Congress. House. Committee on Ways and 
Means. 

Extension of duty-free entry period for telescope and asso- 
ciated articles for use of the international telescope project in 
Hawaii : report to accompany H.R. 1319.— [Washington : 
U.S. Govt. Print. Off., 1979] 

3 p. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-376) 

Caption title. 

July 24, 1979. 

@Item 1008-A, 1008-A-2 (microfiche) 

pbk. 
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1. Telescope. 2. Taxation — Law and legislation — United 
States. 3. Duty-free importation of scientific equipment — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. House. Report ; no. 96-376. 

OCLC 6159979 


80-12808 
X 96-1:H.rp.377 
United States. Congress. House. Committee on Ways and 
Means. 

Continuation until July 1, 1982, of the existing suspension 
of duties on Synthetic rutile : report to accompany H.R. 
2297. — [Washington : U.S. Govt. Print. Off., 1979] 

4 p. ; 24cm. — (House report - 96th Congress, Ist session ; 
no. 96-377) 

Caption title. 

July 24, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Rutile. 2. Duty-free importation— United States. 3. 
Tariff — Law and legislation — United States. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. House. 
Report ; no. 96-377. 

OCLC 6160101 


80-12809 
X 96-1:H.rp.378 
United States. Congress. House. Committee on Ways and 
Means. 
Duty-free entry on carillon bells for the University of Flor- 
ida : report to accompany H.R. 1212. — [Washington : U.S. 
Govt. Print. Off., 1979] 
2 p. ; 24cm. — (House report - 96th Congress, Ist session ; 
no. 96-378) 
Caption title. 
July 24, 1979. 
@Item 1008-A, 1008-A-2 (microfiche) 
pbk. 
1. Florida. University, Gainesville. 2. Carillons — Flor- 
ida — Gainesville. 3. Duty-free importation — United States. 
I. Title. II. Series: United States. 96th Congress, Ist session, 
1979. House. Report ; no. 96-378. 
OCLC 6159778 


80-12810 
X 96-1:H.rp.379 
United States. Congress. House. Committee on Ways and 
Means. 

Tariff treatment of certain articles : report to accompany 
H.R. 3122. — [Washington : U.S. Govt. Print. Off., 1979] 

10 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-379) 

Caption title. 

July 24, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Tariff on dyestuffs — United States. 2. Duty-free impor- 
tation — United States. 3. Tariff—Law and legislation — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, lst session, 1979. House. Report ; no. 96-379. 

OCLC 6159754 


80-12811 
X 96-1:H.rp.387 


United States. Congress. House. Committee on Interior and 
Insular Affairs. 
Relief of the city of Nenana, and for other purposes : 
report to accompany H.R. 4811. — [Washington : U.S. Govt. 
Print. Off., 1979] 


17 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-387) 





Caption title. 

July 25, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Nenana, Alaska— Public lands. I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. House. Report 
; no. 96-387. 

OCLC 6159809 


80-12812 
X 96-1:H.rp.392 
United States. Congress. House. Committee on Rules. 

Providing for sending H.R. 111 to conference : report to 
accompany H. Res. 390.— [Washington : U.S. Govt. Print. 
Off., 1979] 

[1] p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-392) 

July 27, 1979. 

@ltem 1008-A-2 (microfiche) 

pbk. 

1. Bills, Legislative-- United States. I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. House. Report 
; no. 96-392. 

OCLC 4783409 


80-12813 
X 96-1:H.rp.393 
United States. Congress. House. Committee on Agriculture. 
Marketing quota penalities exemption for States prison 
farms : report to accompany H.R. 998. — [Washington : U.S. 
Govt. Print. Off., 1979] 
6 p. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-393) 
Caption title. 
July 27, 1979. 


@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Prisons — United States — States. 2. Agricultural laws 
and legislation — United States. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. House. Report ; no. 
96-393. 

OCLC 6139932 


80-12814 
X 96-1:H.rp.403 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Relating to self-determination for the people of Puerto Rico 
: report to accompany H. Con. Res. 165.— [Washington : 
U.S. Govt. Print. Off., 1979] 

[1] p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-403) 

Aug. 1, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Puerto Rico— Politics and government — 1952- I. 
Title. II. Series: United States. 96th Congress, Ist session, 
1979. House. Report ; no. 96-403. 

OCLC 6113120 


80-12815 
X 96-1:H.rp.405 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Canal Zone Biological Area authorization 
company S. 817.—[Washington : 
1979] 

16 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-405) 

Caption title. 

Aug. 2, 1979. 


: report to ac- 
U.S. Govt. Print. Off., 


Government Publications — June 1980 


@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United States. Canal Zone Biological Area, Barro Colo- 
rado Island — Appropriations and expenditures. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. House. 
Report ; no. 96-405. 

OCLC 6132960 


80-12816 
X 96-1:H.rp.406 
United States. Congress. House. Committee on Interstate and 
Foreign Commerce. 

Disapproval of report on home health services under title 
XVIII, XIX, and XX of the Social security act / Committee 
on Interstate and Foreign Commerce. — Washington : U.S. 
Govt. Print. Off., 1979. 

ii, 5 p. ; 24 cm.— (House report - 96th Congress, Ist 
session ; no. 96-406) 

Aug. 2, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Home care services—Law and legislation — United 
States. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. House. Report ; no. 96-406. 

OCLC 6113962 


80-12817 
X 96-1:H.rp.411/pt.3 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Promoting the orderly development of hard mineral re- 
sources in the deep seabed, pending adoption of an interna- 
tional regime relating thereto : report to accompany H.R. 
2759 / referred jointly to the Committees on Foreign Affairs, 
Interior and Insular Affairs, Merchant Marine and Fisheries, 
and Ways and Means. — [Washington : U.S. Govt. Print. Off., 
1979- ] 

v. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-411) 

Caption title. 

Pt. 3, report from the Committee on Ways and Means, 
Nov. 2, 1979, has title: Deep seabed hard mineral resources 
act. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Ocean mining — Law and legislation — United States. I. 
United States. Congress. House. Committee on Ways and 
Means. II. Title. III. Title: Deep seabed hard mineral re- 
sources act. IV. Series: United States. 96th Congress, Ist 
session, 1979. House. Report ; no. 96-411. 

OCLC 5393746 


80-12818 
X 96-1:H.rp.415 
United States. Congress. House. Committee on Armed Services. 

Report of the Committee on Armed Services pursuant to 
section 302(b) of the Congressional budget act of 1974 and 
section 4(b) of the first concurrent resolution on the budget 
for fiscal year 1980.— Washington : U.S. Govt. Print. Off., 
1979. 

iii, 2 p. ; 24 cm.— (House report - 96th Congress, Ist 
session ; no. 96-415) 

Sept. 5, 1979. 

@Item 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United States. Congress. House. Committee on Armed 
Services. 2. United States— Appropriations and expendi- 
tures, 1980. 3. Supplemental security income program — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. House. Report ; 96-415. 

OCLC 6113909 
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80-12819 
X 96-1:H.rp.417 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Validating the effectiveness of certain plans for the use or 
distribution of funds appropriated to pay judgements awarded 
to Indian tribes or groups : report to accompany H.J. Res 
383. — [Washington : U.S. Govt. Print. Off., 1979] 

5 p. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-417) 

Caption title. 

Sept. 5, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Indians of North America—Claims. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. House. 
Report ; no. 96-417. 

OCLC 6113195 


80-12820 
X 96-1:H.rp.419 
United States. Congress. Conference Committees, 1979. 

Extension and revision of nurse training and other health 
programs : conference report to accompany S. 230. — [Wash- 
ington : U.S. Govt. Print. Off., 1979] 

15 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-419) 

Caption title. 

Sept. 5, 1979. 

@ltem 1008-A-2 (microfiche) 

pbk. 

1. Federal aid to nursing education— United States. 2. 
Federal aid to medical education — United States. I. Title. 
II. Series: United States. 96th Congress, Ist session, 1979. 
House. Report ; no. 96-419. 

OCLC 6181854 


80-12821 
X 96-1:H.rp.421 
United States. Congress. House. Committee on Banking, Fi- 
nance, and Urban Affairs. 

Federal Open Market Committee minutes : report to ac- 
company H.R. 4998. — [Washington : U.S. Govt. Print. Off., 
1979] 

5 p. ; 24cm. — (House report - 96th Congress, Ist session ; 
no. 96-421) 

Caption title. 

Sept. 7, 1979. 

@ltem 1008-A, 1008-2 (microfiche) 

pbk. 

1. United States. Federal Open Market Committee — Public 
records. I. Title. II. Series: United States. 96th Congress, 
Ist session, 1979. House. Report ; no. 96-421. 

OCLC 6113437 


80-12822 
X 96-1:H.rp.427 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Lines fo demarcation : report to accompany H.R. 1198. — 
(Washington : U.S. Govt. Print. Off., 1979] 

14 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-427) 

Caption title. 

Sept. 13, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Maritime law — United States. 2. Rules of the road at 
sea. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. House. Report ; no. 96-427. 

OCLC 6113316 
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80-12823 
X 96-1:H.rp.428 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Vessel documentation act : report to accompany H.R. 
1196. — [Washington : U.S. Govt. Print. Off., 1979] 

39 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-428) 

Caption title. 

Sept. 13, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Ships — Registration and transfer — United States. I. 
Title. II. Series: United States. 96th Congress, Ist session, 
1979. House. Report ; no. 96-428. 

OCLC 6139920 


80-12824 
X 96-1:H.rp.429 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Tonnage measurement simplification act : report to accom- 
pany H.R. 1197.—[Washington : U.S. Govt. Print. Off., 
1979] 

12 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-429) 

Caption title. 

Sept. 13, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Ships — Measurement. 2. Tonnage. 3. Maritime law — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. House. Report ; no. 96-429. 

OCLC 6113272 


80-12825 
X 96-1:H.rp.431 
United States. Congress. House. Committee on Public Works 
and Transportation. 
Sidney L. Christie Federal Building : report to accompany 
H.R. 1298. — [Washington : U.S. Govt. Print. Off., 1979] 


3 p. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-431) 


Caption title. 

Sept. 14, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Huntington, W. Va. Sidney L. Christie Federal Building. 
I. Title. II. Series: United States. 96th Congress, Ist session, 
1979. House. Report ; no. 96-431. 
OCLC 6112938 


80-12826 
X 96-1:H.rp.432 
United States. Congress. House. Committee on Public Works 
and Transportation. 
John H. Wood, Jr. Building : report to accompany H.R. 
4619. — [Washington : U.S. Govt. Print. Off., 1979] 


3 p. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-432) 


Caption title. 

Sept. 14, 1979. 

@Item 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. San Antonio, Tex. John H. Wood, Jr., Federal Court- 
house. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. House. Report ; no. 96-432. 

OCLC 6112984 





80-12827 
X 96-1:H.rp.433 
United States. Congress. House. Committee on Public Works 
and Transportation. 

Bob Casey Federal Building — U.S. Courthouse : report to 
accompany H.R. 4792.—[Washington : U.S. Govt. Print. 
Off., 1979] 

3 p. ; 24cm. — (House report - 96th Congress, Ist session ; 
no. 96-433) 

Caption title. 

Sept. 14, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Houston, Tex. Bob Casey Federal Building—U.S. Court- 
house. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. House. Report ; no. 96-433. 

OCLC 6113031 


80-12828 
X 96-1:H.rp.448 


United States. Congress. House. Committee on Ways and 
Means. 


Fringe benefit regulations : report to accompany H.R. 


5224. — [Washington : U.S. Govt. Print. Off., 1979] 


10 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; No. 96-448) 


Caption title. 
Sept. 20, 1979. 
@ltem 1008-A, 1008-A-2 (microfiche) 


pbk. 

1. Non-wage payments — Taxation— United States. I. 
Title. II. Series: United States. 96th Congress, Ist session, 
1979. House. Report ; no. 96-448. 

OCLC 6113397 


80-12829 
X 96-1:H.rp.466 
United States. Congress. House. Committee on Ways and 
Means. 

Services program for disabled and blind children under the 
SSI program : report to accompany H.R. 4612. — [Washing- 
ton : U.S. Govt. Print. Off., 1979] 

13 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-466) 

Caption title. 

Sept. 21, 1979. 

@ltem 1008-A, 1008-2-A (microfiche) 

pbk. 

1. Handicapped children— Legal status, laws, etc, — 
United States. 2. Insurance, Unemployment — United 
States. 3. Supplemental security income program — United 
States. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. House. Report ; no. 96-466. 

OCLC 5874929 


80-12830 
X 96-1:H.rp.488 
United States. Congress. House. Committee on Post Office and 
Civil Service. 
State tax exemption for postal vehicles : report to accompa- 
ny H.R. 4064. — [Washington : U.S. Govt. Print. Off., 1979] 


4 p. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-488) 


Caption title. 

Sept. 28, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 
pbk. 


Government Publications — June 1980 


1. Postal service — United States — Transportation, Auto- 
motive. 2. Taxation, Exemption from— United States — 
States. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. House. Report ; no. 96-488. 

OCLC 6113493 


80-12831 
X 96-1:H.rp.489 
United States. Congress. House. Committee on the Judiciary. 

Amending title 28 of the United States Code to allow the 
United States attorney and assistant United States attorneys 
for the Eastern District of New York to reside within twenty 
miles of the district : report to accompany H.R. 3959. — 
[Washington : U.S. Govt. Print. Off., 1979] 

3 p. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-489) 

Caption title. 

Sept. 28, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Domicile— New York (City) 2. Government attor- 
neys — United States. I. Title. II. Series: United States. 
96th Congress, Ist session, 1979. House. Report ; no. 96-489. 
OCLC 6159729 


80-12832 
X 96-1:H.rp.505 
United States. Congress. House. Committee on the Judiciary. 
United Service Organizations, Inc. : report to accompany 
H.R. 600. — [Washington : U.S. Govt. Print. Off., 1979] 


14 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-505) 


Caption title. 

Oct. 10, 1979. 

@Item 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United Service Organizations, Incorporated. I. Title. 
II. Series: United States. 96th Congress, Ist session, 1979. 
House. Report ; no. 96-505. 

OCLC 6093776 


80-12833 
X 96-1:H.rp.506 
United States. Congress. House. Committee on the Judiciary. 

Amending section 12 of the Contract disputes act of 1978 : 
report to accompany H.R. 3909. — [Washington : U.S. Govt. 
Print. Off., 1979] 

7 p. ; 24cm. — (House report - 96th Congress, Ist session : 
no. 96-506) 

Caption title. 

Oct. 10, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Public contracts — United States. 2. Interest (Law) 3. 
United States— Claims. I. Title. II. Series: United States. 
96th Congress, Ist session, 1979. House. Report ; no. 96-506. 
OCLC 6094904 


80-12834 
X 96-1:H.rp.507 
United States. Congress. House. Committee on the Judiciary. 
Granting the consent of Congress to the compact between 
the States of New York and New Jersey providing for the 
coordination, facilitation, promotion, preservation, and protec- 
tion of trade and commerce in and through the Port of New 
York [through] the financing and effectuation of industrial 
development projects : report to accompany H.R. 4943. — 
[Washington : U.S. Govt. Print. Off., 1979] 


55 p. ; 24 cm. — (House report - 96th Congress, Ist session 
: no. 96-507) 
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Caption title. 

Oct. 10, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Port Authority of New York and New Jersey. 2. New 
York (City)— Harbor. 3. New York (State) — Industries. 
4. New Jersey — Industries. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. House Report ; no. 
96-507. 

OCLC 6094691 


80-12835 
X 96-1:H.rp.514 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Authorizing Federal participation in stream rectification, 
Trinity River Division, Central Valley Project, California, 
and for other purposes : report to accompany H.R. 507. — 
[Washington : U.S. Govt. Print. Off., 1979] 

7 p. ; 24cm. — (House report - 96th Congress, Ist session ; 
no. 96-514) 

Caption title. 

Oct. 12, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Dredging — Law and legislation — California. 2. Trin- 
ity River, Calif. I. Title. II. Series: United States. 96th 
Congress, Ist session, 1979. House Report ; no. 96-514. 

OCLC 6094820 


80-12836 
X 96-1:H.rp.517 
United States. Congress. House. Committee on Armed Services. 

Uniformed services health professionals special pay act : 
report to accompany H.R. 5235. — [Washington : U.S. Govt. 
Print. Off., 1979] 

64 p. : graphs ; 24 cm. — (House report - 96th Congress, 
Ist session ; no. 96-517) 

Caption title. 

Oct. 16, 1979. 

@Item 1008-A, 1008-2-A (microfiche) 

pbk. 

1. Physicians — Salaries, pensions, etc. — United States. 2. 
United States— Armed Forces — Medical care. 3. United 
States — Armed Forces — Pay, allowances, etc. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. House. 
Report ; no. 96-517. 

OCLC 6026399 


80-12837 
X 96-1:H.rp.518 
United States. Congress. House. Committee on Education and 
Labor. 

Congressional award act : report to accompany H.R. 
2196. — [Washington : U.S. Govt. Print. Off. 1979] 

6 p. ; 24. cm. — (House report - 96th Congress, Ist session : 
no. 96-518) 

Caption title. 

Oct. 16, 1979. 

@Item 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Congressional Award. 2. Youth— United States. I. 
Title. II. Series: United States. 96th Congress, Ist session, 
1979. House Report ; no. 96-518. 

OCLC 6094744 
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80-12838 


X 96-1:H.rp.539/pt.3 


United States. Congress. House. Committee on Ways and 


Means. 

Unemployment compensation to employees of the National 
Oceanic and Atmospheric Administration : report to accom- 
pany S. 1454 / jointly referred to the Committee on Armed 
Services, the Committee on Merchant Marine and Fisheries, 
and the Committee on Ways and Means. — [Washington : 
U.S. Govt. Print. Off., 1979- } 

v. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-539) 

Caption title. 

Pt. 3, report from the Committee on Armed Services, Dec. 
11, 1979, has title: Transfer of commissioned officers between 
Armed Forces and National Oceanic and Atmospheric Ad- 
ministration. 

@Item 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United States. National Oceanic and Atmospheric Ad- 
ministration — Officials and employees. 2. United States — 
Armed Forces. 3. Insurance, Unemployment — United 
States. I. United States. Congress. House. Committee on 
Armed Services. II. United States. Congress. House. Com- 
mittee on Merchant Marine and Fisheries. III. Title. IV. 
Title: Transfer of commissioned officers between Armed 
Forces and National Oceanic and Atmospheric Administra- 
tion. V. Series: United States. 96th Congress, Ist session, 
1979. House. Report ; no. 96-539. 

OCLC 5660010 


80-12839 


X 96-1:H.rp.545 


United States. Congress. House. Committee on Ways and 


Means. 

Tax administrative provisions revision act of 1979 : report 
to accompany H.R. 5505. — [Washington : U.S. Govt. Print. 
Off., 1979] 

48 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-545) 

Caption title. 

Oct. 23, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Taxation—Law and legislation— United States. I. 
Title. II. Series: United States. 96th Congress, Ist session, 
1979. House. Report ; no. 96-545. 

OCLC 6175638 


80-12840 


X 96-1:H.rp.550 


United States. Congress. House. Committee on the District of 


Columbia. 

Extend borrowing authority for the District of Columbia : 
report to accompany H.R. 5537. — [Washington : U.S. Govt. 
Print. Off., 1979] 

7 p. ; 24cm. — (House report - 96th Congress, Ist session ; 
no. 96-550) 

Caption title. 

Oct. 24, 1979. 

@Item 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Finance, Public — Law and legislation — District of Co- 
lumbia. I. Title. II. Series: United States. 96th Congress, 
Ist session, 1979. House. Report ; no. 96-550. 

OCLC 6108304 





80-12841 
X 96-1:H.rp.557 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Relating to the Indiana Dunes National Lakeshore, and for 
other purposes : report to accompany H.R. 2742. — [Washing- 
ton : U.S. Govt. Print. Off., 1979] 

23 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-557) 

Caption title. 

Oct. 25, 1979. 

@Item 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Indiana Dunes National Lakeshore, Ind. 2. National 
parks and reserves— Indiana. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. House. Report ; no. 
96-557. 

OCLC 6108438 


80-12842 
X 96-1:H.rp.591/pt.2 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Recreational boating safety and facilities improvement act 
of 1979 : report to accompany H.R. 4310. — [Washington : 
U.S. Govt. Print. Off., 1979- ] 

v. ; 24 cm.— (House report - 96th Congress, Ist session ; 
no. 96-591) 

Caption title. 

Pt. 2, report from the Committee on Ways and Means, 
Nov. 7, 1979, has title: Recreational boating fund act of 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Boats and boating—Law and _ legislation — United 
States. I. United States. Congress. House. Committee on 


Ways and Means. II. Title. III. Title: Recreational boating 
fund act of 1979. IV. Series: United States. 96th Congress, 
Ist session, 1979. House. Report ; no. 96-591. 

OCLC 5794939 


80-12843 
X 96-1:H.rp.592 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Permitting the National Park Service to accept private do- 
nated funds and to expend such funds on property on the 
National Register of Historic Places : report to accompany 
H.R. 126. — [Washington : U.S. Govt. Print. Off., 1979] 

4 p. ; 24cm. — (House report - 96th Congress, Ist session ; 
no. 96-592) 

Caption title. 

Nov. 7, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United States. National Park Service — Finance. 2. Na- 
tional Register of Historic Places. I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. House. Report 
; no. 96-592. 

OCLC 6192023 


80-12844 
X 96-1:H.rp.596 
United States. Congress. Conference Committees, 1979. 

Naval petroleum and oil shale reserves authorization act, 
1980 : conference report to accompany H.R. 3354. — [Wash- 
ington : U.S. Govt. Print. Off., 1979] 

4 p. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-596) 

Caption title. 

Nov. 8, 1979. 
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@ltem 1008-A-2 (microfiche) 

pbk. 

1. United States. Dept. of Energy — Appropriations and 
expenditures. 2. Petroleum law and _ legislation — United 
States. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. House. Report ; no. 96-596. 

OCLC 6181909 


80-12845 
X 96-1:H.rp.607 
United States. Congress. House. Committee on Armed Services. 

Reserve officers’ training corps scholarships for military 
junior colleges : report to accompany H.R. 5766. — [Washing- 
ton : U.S. Govt. Print. Off., 1979] 

9 p. ; 24cm. — (House report - 96th Congress, Ist session ; 
no. 96-607) 

Caption title. 

Nov. 9, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United States—Armed Forces — Reserves — Pay, 
allowances, etc. I. Title. II. Series: United States. 96th 
Congress, Ist session, 1979. House. Report ; no. 96-607. 
OCLC 6210023 


80-12846 
X 96-1:H.rp.611 
United States. Congress. Conference Committees, 1979. 

Environmental Protection Agency research authorization 
for appropriations for fiscal year 1980 : conference report to 
accompany H.R. 2676.— [Washington : U.S. Govt. Print. 
Off., 1979] 

15 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-611) 

Caption title. 

Nov. 9, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United States. Environmental Protection Agency — Ap- 
propriations and expenditures. 2. Pollution — Research — 
United States. 3. Environmental protection — Research — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. House. Report ; no. 96-611. 

OCLC 6175653 


80-12847 
X 96-1:H.rp.620 
United States. Congress. House. Committee on Public Works 
and Transportation. 

Interstate system apportionments : report to accompany 
H.R. 5871. — [Washington : U.S. Govt. Print. Off., 1979] 

8 p. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-620) 

Caption title. 

Nov. 14, 1979. 

@tem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Express highways—Law and legislation — United 
States. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. House. Report ; no. 96-620. 

OCLC 6175657 


80-12848 
X 96-1:H.rp.631 
United States. Congress. House. Committee on the Judiciary. 
Gina Marie S. Hernandez : report to accompany H.R. 
894. — [Washington : U.S. Govt. Print. Off., 1979] 
7 p. ; 24cm. — (House report - 96th Congress, Ist session ; 
no. 96-631) 
Caption title. 
Nov. 16, 1979. 
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@ltem 1008-D (microfiche) 

pbk. 

1. Hernandez, Gina Marie S., 1976- I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. House. Report 
; no. 96-631. 

OCLC 6150194 


80-12849 
X 96-1:H.rp.636 
United States. Congress. House. Committee on the Judiciary. 

Eileen Ferraren Fair : report to accompany H.R. 3320. — 
[Washington : U.S. Govt. Print. Off., 1979] 

9 p. ; 24 cm. — (House report - 96th Congress, ist session ; 
no. 96-636) 

Caption title. 

Nov. 16, 1979. 

@ltem 1008-D (microfiche) 

pbk. 

1. Fair, Eileen Ferraren, 1969- I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. House. Report ; no. 
96-636. 

OCLC 6150177 


80-12850 
X 96-1:H.rp.650 
United States. Congress. House. Committee on the Judiciary. 
Dirk Vierkant : report to accompany S. 132. — [Washing- 
ton : U.S. Govt. Print. Off., 1979] 
3 p. ; 23 cm. — (House report - 96th Congress, Ist session ; 
no. 96-650) 
Caption title. 
Nov. 16, 1979. 
@ltem 1008-D (microfiche) 
pbk. 
1. Vierkant, Dirk, 1962- I. Title. II. Series: United States. 
96th Congress, Ist session, 1979. House. Report ; no. 96-650. 
OCLC 6150154 


80-12851 
X 96-1:H.rp.665 
United States. Congress. House. Committee on Public Works 
and Transportation. 

Frances Perkins Department of Labor Building : report to 
accompany H.R. 5781.— [Washington : U.S. Govt. Print. 
Off., 1979] 

2 p. ; 24cm. — (House report - 96th Congress, Ist session ; 
no. 96-665) 

Caption title. 

Nov. 27, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Washington, D.C. Frances Perkins Department of Labor 
Building. I. Title. II. Series: United States. 96th Congress, 
Ist session, 1979. House. Report ; no. 96-665. 

OCLC 6175655 


80-12852 
X 96-1:H.rp.669 
United States. Congress. Conference Committees, 1979. 
Extension of international energy program : conference 
report to accompany S. 1871.— [Washington : U.S. Govt. 
Print. Off., 1979] 
4 p. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-669) 
Caption title. 
Nov. 28, 1979. 
@ltem 1008-A, 1008-A-2 (microfiche) 
pbk. 
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1. Energy policy — International cooperation. 
policy — United States. 3. Petroleum industry and trade — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. House. Report ; no. 96-669. 

OCLC 6175674 


2. Energy 


80-12853 
X 96-1:H.rp.672 
United States. Congress. House. Committee on Science and 
Technology. 

‘Materials policy, research, and development act of 1979 : 
report together with additional views to accompany H.R. 
2743. — [Washington : U.S. Govt. Print. Off., 1979] 

19 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-672) 

Caption title. 

Nov. 29, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Materials research — United States. 2. Materials — Law 
and legislation — United States. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. House. Report ; no. 
96-672. 

OCLC 6175695 


80-12854 
X 96-1:H.rp.694 
United States. Congress. House. Committee on Government Op- 
erations. 

The Department of the Air Force’s Phase IV program 
should be redirected : twelfth report / by the Committee on 
Government Operations together with additional views. — 
Washington : U.S. Govt. Print. Off., 1979. 

v, 67 p. : maps ; 24 cm. — (House report - 96th Congress, 
Ist session ; no. 96-694) 

“Based on a study by the Legislation and National Security 
Subcommittee.” 

Dec. 10, 1979. 

@ltem 1008-A-2 (microfiche) 

pbk. 

1. United States. Dept. of the Air Force — Data processing. 
I. United States. Congress. House. Committee on Government 
Operations. Legislation and National Security Subcommittee. 
II. Title. III. Series: United States. 96th Congress, Ist ses- 
sion, 1979. House. Report ; no. 96-694. 

OCLC 6132888 


80-12855 
X 96-1:H.rp.698 
United States. Congress. House. Committee on Government Op- 
erations. 

Recession and targeted fiscal assistance : report together 
with dissenting and additional views to accompany H.R. 
5980. — [Washington : U.S. Govt. Print. Off., 1979] 

55 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-698) 

Caption title. 

Dec. 11, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Intergovernmental fiscal relations — United States. 2. 
Economic assistance, Domestic—Law and legislation — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. House. Report ; no. 96-698. 

OCLC 6175729 





80-12856 
X 96-1:H.rp.709 
United States. Congress. House. Committee on Public Works 
and Transportation. 

Additional allotment for water pollution control purposes : 
report to accompany H.R. 4113. — [Washington : U.S. Govt. 
Print. Off., 1979] 

7 p. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-709) 

Caption title. 

Dec. 17, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Water — Pollution—Law and legislation — United 
States. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. House. Report ; no. 96-709. 

OCLC 6175709 


80-12857 
X 96-1:H.rp.713 
United States. Congress. House. Committee on Foreign Affairs. 
Special Central American assistance act of 1979 : report of 
the Committee on Foreign Affairs together with dissenting 
and additional views ... on H.R. 6081 ....— Washington : U.S. 
Govt. Print. Off., 1979. 
iii, 19 p. ; 24 cm.— (House report - 96th Congress, Ist 
session ; no. 96-713) 
Dec. 18, 1979. 
@Item 1008-A, 1008-A-2 (microfiche) 
pbk. 
1. Economic assistance, American — Central America. 2. 
Economic assistance, American — Nicaragua. 3. Economic 
assistance, American — Caribbean area. I. Title. II. Series: 


United States. 96th Congress, Ist session, 1979. House. Report 


; no. 96-713. 
OCLC 5865576 


80-12858 
X 96-1:H.rp.720 
United States. Congress. House. Committee on Foreign Affairs. 

Allocation of budget totals under the second concurrent 
resolution on the budget for fiscal year 1980 : report. — 
Washington : U.S. Govt. Print. Off., 1979. 

2 p. ; 24 cm. — (House report - 96th Congress, Ist session ; 
no. 96-720) 

Caption title. 

Dec. 20, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United States. Congress. House. Committee on Foreign 
Affairs. 2. United States — Appropriations and expenditures, 
1980. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. House. Report ; no. 96-720. 

OCLC 6123704 


80-12859 
X 96-1:Pub.Law 30 
United States. Laws, statutes, etc. 

An act to extend the existing antitrust exemption for oil 
companies that participate in the agreement on an internation- 
al energy program. — [Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979] 

20402 

[1] p. ; 24 cm. — (Public Law ; 96-30) 

S. 1317 enacted into Pub. Law 96-30. 

Approved June 30, 1979. 

“93 STAT. 80.” 

@ltem 575 

pbk. : $0.60 
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1. Energy policy — International cooperation. 2. Energy 
policy — United States. 3. Petroleum industry and trade — 
United States. I. Title. II. Series. 

OCLC 6113162 


80-12860 
X 96-1:Pub.Law 32 
United States. Laws, statutes, etc. 

Public health service act, amendment : [joint resolution to 
amend the Public health service act and related health laws to 
correct printing and other technical errors]. — [Washington : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979] 

20402 

[4] p. ; 24 cm. — (Public Law ; 96-32) 

S.J. Res. 14 enacted into Pub. Law 96-32. 

Approved July 10, 1979. 

“93 STAT. 82.” 

@ltem 575 

pbk. : $0.70 

1. Public health laws — United States. 
OCLC 6181447 


80-12861 


I. Title. II. Series. 


X 96-1:Pub.Law 45 
United States. Laws, statutes, etc. 

Warsaw uprising anniversary : [joint resolution recognizing 
the anniversaries of the Warsaw uprising and the Polish resis- 
tance to the invasion of Poland during World War II]. — 
(Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979] 

20402 

[2] p. ; 24cm. — (Public Law ; 96-45) 

H.J. Res. 373 enacted into Pub. Law 96-45. 

Approved Aug. 3, 1979. 

“93 STAT. 336.” 

@ltem 575 

pbk. : $0.60 

1. Warsaw, Poland— Uprising of 1944 — Anniversaries, 
etc. I. Title. II. Series. 

OCLC 6113127 


80-12862 
X 96-1:Pub.Law 55 
United States. Laws, statutes, etc. 

An act for the relief of the city of Nenana, Alaska, and to 
amend the Act of January 2, 1976, as amended, and for other 
purposes. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979] 

20402 

[1] p. ; 24cm. — (Public Law ; 96-55) 

H.R. 4811 enacted into Pub. Law 96-55. 

Approved Aug. 14, 1979. 

“93 STAT. 386.” 

@ltem 575 

pbk. : $0.60 

1. Nenana, Alaska — Public lands. 
OCLC 6157757 


I. Title. II. Series. 


80-12863 
X 96-1:Pub.Law 89 
United States. Laws, statutes, etc. 

An act to amend the act of July 2, 1940, as amended, to 
increase the amount authorized to be appropriated for the 
Canal Zone Biological Area. — [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979] 

20402 

[1] p. ; 24cm. — (Public Law ; 96-89) 

S. 817 enacted into Pub. Law 96-89. 

Approved Oct. 19, 1979. 
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“93 STAT. 697.” 

@ltem 575 

pbk. : $0.60 

1. United States. Canal Zone Biological Area, Barro Colo- 
rado Island — Appropriations and expenditures. I. Title. II. 
Series. 
OCLC 6113089 


80-12864 
X 96-1:Pub.Law 91 
United States. Laws, statutes, etc. 

An act to amend title 28 of the United States Code to allow 
the United States attorney and assistant United States attor- 
neys for the Eastern District of New York to reside within 
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Supt. of Docs., U.S. Govt. Print. Off., 1979] 
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X 96-1:Pub.Law 94 
United States. Laws, statutes, etc. 

An act to amend the Energy policy and conservation act to 
extend for two months certain authorities relating to the inter- 
national energy program. — [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979] 
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policy — United States. 3. Petroleum industry and trade — 
United States. I. Title. II. Series. 
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80-12866 
X 96-1:Pub.Law 96 
United States. Laws, statutes, etc. 

An act to amend the Higher education act of 1965 to 
provide that any reduction in the amount appropriated for 
fiscal year 1980 pursuant to section 101(a) of such act from 
the amount so appropriated for fiscal year 1979 shall be borne 
equally by all the States. — [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979] 
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An act to amend the Foreign assistance act of 1961 to 
authorize special Caribbean hurricane relief assistance. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979] 
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ance, American — Caribbean area. I. Title. II. Series. 
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United States. Laws, statutes, etc. 


An act to amend the Agricultural adjustment act of 1938, as 
amended, to exempt State prison farms from paying of mar- 
keting quota penalties. — [Washington : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1979] 
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An act to establish a Congressional Award Board to admin- 
ister a Congressional Award Program designed to encourage 
initiative and achievement among youths. — [Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979] 

20402 

[5] p. ; 24 cm. — (Public Law ; 96-114) 

Caption title. 

H.R. 2196 enacted into Pub. Law 96-114. 
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An act to designate the United States Federal Courthouse 
Building located at 655 East Durango, San Antonio, Texas, as 
the “John H. Wood, Jr., Federal Courthouse”. — [Washing- 
ton : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
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An act to allow the Interest rate modification act of 1979, 
passed by the Council of the District of Columbia, to take 
effect immediately. — [Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979] 
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H.R. 5811 enacted into Pub. Law 96-124. 
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trict of Columbia. I. Title. II. Series. 
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An act to amend the Energy policy and conservation act to 
extend certain authorities relating to the international energy 
program, and for other purposes. — [Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1979] 

20402 

[2] p. ; 24 cm. — (Public Law ; 96-133) 

Caption title. 

S. 1871 enacted into Pub. Law 96-133. 
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policy — United States. I. Title. II. Series. 
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An act to designate the building known as the Federal 
Building in Wilmington, Delaware, as the “J. Caleb Boggs 
Building”. — [Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979] 
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An act to designate the building known as the Federal 
Building at 211 Main Street in Scott City, Kansas, as the 
“Henry D. Parkinson Federal Building”. — [Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979] 
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An act to designate the Federal Building in Rochester, 
New York, the “Kenneth B. Keating Federal Building”. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979] 
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United States. Laws, statutes, etc. 

An act to designate the building known as the Department 
of Labor Building in Washington, District of Columbia, as the 
“Frances Perkins Department of Labor Building”. — [Wash- 
ington : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
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S. 1655 enacted into Pub. Law 96-141. 
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Building. I. Title. II. Series. 
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X 96-1:Pub.Law 144 
United States. Laws, statutes, etc. 

An act to authorize the apportionment of funds for the 
interstate system to amend section 103(e)(4) of title 23, United 
States Code, and for other purposes. — [Washington : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1979] 
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H.R. 5871 enacted into Pub. Law 96-144. 
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States. I. Title. II. Series. 
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United States. Laws, statutes, etc. 

An act to fix the annual rates of pay for the Architect of 
the Capitol and the Assistant Architect of the Capitol. — 
(Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979] 
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1. United States. Architect of the Capitol — Appointments, 
promotions, salaries, etc. I. Title. II. Series. 
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United States. Laws, statutes, etc. 

An act to amend the National Consumer Cooperative Bank 
act to provide for a small business representative on the 
Bank’s Board. — [Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979] 
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An act to establish by law the position of Chief of the 
Capitol Police, and for other purposes. — [Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979] 
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H.R. 5651 enacted into Pub. Law 96-152. 
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I. Title. II. Series. 

OCLC 6119643 


80-12881 
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United States. Laws, statutes, etc. 

An act to amend the District of Columbia self-government 
and governmental reorganization act with respect to the bor- 
rowing authority of the District of Columbia. — [Washington 
: for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1980] 
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H.R. 5537 enacted into Pub. Law 96-160. 
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lumbia. I. Title. II. Series. 
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X 96-1:Pub.Law 161 
United States. Laws, statutes, etc. 

An act to authorize automatic transfer accounts at commer- 
cial banks, remote service units at Federal savings and loan 
associations, and share draft accounts at Federal credit unions 
during the period beginning on December 31, 1979, and 
ending on April 1, 1980.—[Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980] 
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H.R. 4998 enacted into Pub. Law 96-161. 
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New York-New Jersey Port Authority compact : [an act 
granting the consent of Congress to the compact between the 
States of New York and New Jersey providing for the co- 
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tion of trade ...].— [Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1980] 

20402 

[17] p. ; 24 cm. — (Public Law ; 96-163) 

H.R. 4943 enacted into Pub. Law 96-163. 
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York (City)— Harbor. 3. New York (State) — Industries. 
4. New Jersey — Industries. I. Title. II. Series. 
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United States. Laws, statutes, etc. 

An act to continue through May 31, 1981, the existing 
prohibition on the issuance of fringe benefit regulations, and 
for other purposes. — [Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1980] 
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H.R. 5224 enacted into Pub. Law 96-167. 

Approved Dec. 29, 1979. 
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1. Non-wage payments — Taxation— United States. I. 
Title. II. Series. 
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United States. Laws, statutes, etc. 

An act to change the name of the Palmetto Bend Reservoir 
on the Navidad River in Texas to Lake Texana. — [Washing- 
ton : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
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H.R. 2771 enacted into Pub. Law 96-172. 
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1. Palmetto Bend Reservoir, Tex. I. Title. II. Series. 
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United States. 96th Congress, Ist session, 1979. 
Memorial addresses and other tributes in the Congress of 
the United States on the life and contributions of Nelson A. 
Rockefeller / Ninety-sixth Congress, first session. — Washing- 
ton : U.S. Govt. Print. Off., 1979. 
xi, 279 p. : port. ; 24 cm.— (Senate document - 96th 
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nomic conditions — 1971- I. Title. II. Series. 
OCLC 6181031 


80-12887 


X 96-1:Pub.Law 186 
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Joint resolution extending the dates for submission of the 
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United States. Congress. Senate. 


Report of the Secretary of the Senate. Washington, U.S. 
Govt. Print. Off. 


X 96-1:S.doc.7 
United States. Army. Corps of Engineers. 


Rampart Canyon, Alaska : letter from the Secretary of the 
Army transmitting a letter from the Chief of Engineers, De- 
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... — Washington : U.S. Govt. Print. Off., 1979. 

xviii, 487 p. : ill., maps ; 26 cm. — (Senate document - 96th 
Congress, Ist session ; no. 96-7) 

Feb. 1979. 

@ltem 996-B (microfiche) 

pbk. 

1. Yukon River — Power utilization. I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. House. Docu- 
ment ; no. 96-7. 

OCLC 6123798 


80-12888 


X 96-1:S.doc.13 

X 96-1:S.doc.14 

United States. Congress. Senate. Committee on Governmental 
Affairs. 

Study on Federal regulation : prepared pursuant to S. Res. 
71, to authorize a study of the purpose and current effective- 
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tal Affairs, United States Senate. — Washington : U.S. Govt. 
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v. ; 24 cm.— (Senate document - 96th Congress, Ist ses- 
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80-12892 
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United States. Congress. Senate. Committee on the Budget. 
First concurrent resolution on the budget, FY 1980 : report 
of the Committee on the Budget, United States Senate, to 
accompany S. Con. Res. 22 ... and S. Con. Res. 23 ... together 
with additional and minority views. — Washington : U.S. 
Govt. Print. Off., 1979. 
xxxii, 393 p. : graphs ; 24 cm.— (Senate report - 96th 
Congress, Ist session ; no. 96-68) 
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96-68. 
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80-12893 
X 96-1:S.rp.94 
United States. Congress. Senate. Committee on the Judiciary. 

Amendment to section 545(a) of title 28 of the United 
States Code to allow the United States attorney and assistant 
United States attorneys for the Eastern District of New York 
to reside within 20 miles of the District : report to accompany 
S. 567. — [Washington : U.S. Govt. Print. Off., 1979] 
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1. Domicile—New York (City) 2. Government attor- 
neys— United States. I. Title. II. Series: United States. 
96th Congress, Ist session, 1979. Senate. Report ; no. 96-94. 
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United States. Congress. Senate. Committee on Energy and 
Natural Resources. 

Standby emergency building temperature restrictions : 
report to accompany S. Res. 122. — [Washington : U.S. Govt. 
Print. Off., 1979] 
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United States. Congress. Senate. Committee on Energy and 
Natural Resources. 

Standby emergency advertising lighting restrictions : report 
together with minority views to accompany S. Res. 123. — 
[Washington : U.S. Govt. Print. Off., 1979] 

14 p. : 24. cm. — (Senate report - 96th Congress, Ist session 
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servation — Law and legislation — United States. I. Title. 
II. Series: United States. 96th Congress, Ist session, 1979. 
Senate. Report ; no. 96-98. 
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80-12896 
X 96-1:S.rp.120 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Canal Zone Biological Area (Barro Colorado Island Facili- 
ty of the Tropical Research Institute of the Smithsonian Insti- 
tution) : report to accompany S. 817. — [Washington : U.S. 
Govt. Print. Off., 1979] 
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no. 96-120) 

Caption title. 

May 8, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United States. Canal Zone Biological Area, Barro Colo- 
rado Island — Appropriations and expenditures. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. Senate. 
Report ; no. 96-120. 
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United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Repealing Senate resolution 112, 92d Congress : report to 
accompany S. Res. 119.— [Washington : U.S. Govt. Print. 
Off., 1979] 

3 p. ; 24cm. — (Senate report - 96th Congress, Ist session ; 
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1. United States. Congress. Senate — Officials and employ- 
ees. 2. Capitol pages. 3. Sex discrimination in employ- 
ment — Law and legislation— United States. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. Senate. 
Report ; no. 96-122. 
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X 96-1:S.rp.127 
United States. Congress. Senate. Committee on Foreign Rela- 
tions. 

Restrictions on appointment of an ambassador to Afghani- 
stan : report to accompany S. Res. 106. — [Washington : U.S. 
Govt. Print. Off., 1979] 

5 p. ; 24cm. — (Senate report - 96th Congress, Ist session ; 
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1. Ambassadors — United States. 2. United States — Dip- 
lomatic and consular service — Afghanistan. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. Senate. 
Report ; no. 96-127. 
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United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 

Authorizing appropriations for the International investment 
survey act for fiscal years 1980 and 1981 : report to accompa- 
ny S. 758. — [Washington : U.S. Govt. Print. Off., 1979] 
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1979. Senate. Report ; no. 96-129. 
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United States. Congress. Senate. Committee on Commerce, Sci- 
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Authorization for title III of the Marine protection, re- 
search, and sanctuaries act for fiscal years 1980 and 1981 : 
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Print. Off., 1979] 
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1. Waste disposal in the ocean — Law and legislation — 
United States. 2. Marine pollution — Law and legislation — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. Senate Report ; no. 96-148. 
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United States. Congress. Senate. Committee on Environment 
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Environmental research, development, and demonstration 
authorization act of 1980 : report to accompany H.R. 2676. — 
[Washington : U.S. Govt. Print. Off., 1979] 
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1. United States. Environmental Protection Agency — Ap- 
propriations and expenditures. 2. Pollution — Research — 
United States. 3. Environmental protection — Research — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. Senate. Report ; no. 96-158. 
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United States. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. Senate. Report ; no. 96-163. 
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United States. Congress. Senate. Committee on Environment 


and Public Works. 

Supplemental expenditures by the Committee on Environ- 
ment and Public Works : report to accompany S. Res. 171. — 
[Washington : U.S. Govt. Print. Off., 1979] 
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1. United States. Congress. Senate. Committee on Environ- 
ment and Public Works — Appropriations and expenditures. 
2. Three Mile Island Nuclear Station, Pa. I. Title. IL. 
Series: United States. 96th Congress, Ist session, 1979. Senate. 
Report ; no. 96-194. 
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United States. Congress. Senate. Committee on the Judiciary. 
City of Rockville, Md., designated as an “All American 
City” : report to accompany S. Con. Res. 20. — [Washington : 
U.S. Govt. Print. Off., 1979] 
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1. Rockville, Md. I. Title. II. Series: United States. 96th 
Congress. Ist session, 1979. Senate. Report ; no. 96-198. 
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United States. Congress. Senate. Committee on Rules and Ad- 


ministration. 

Payment of witness fees : report to accompany S. Res. 
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1. Witnesses — United States— Fees. I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. Senate. Report 
; no. 96-203. 
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United States. Congress. Senate. Committee on Energy and 


Natural Resources. 

Amending the Public utility regulatory policies act of 1978 
: report to accompnay S. 948.— [Washington : U.S. Govt. 
Print. Off., 1979] 
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1. Water-power electric plants— Law and legislation — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. Senate. Report ; no. 96-204. 
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United States. Congress. Senate. Committee on Agriculture, Nu- 
trition, and Forestry. 

Study of the school nutrition programs : report to accom- 
pany S. Res. 90.—[Washington : U.S. Govt. Print. Off., 
1979] 
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1. School children — Food — Law and legislation — United 
States. 2. National school lunch program. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. Senate. 
Report ; no. 96-208. 
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80-12908 
X 96-1:S.rp.213 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Authorizing the payment out of the contingent fund of the 
Senate of the expenses incurred by Senator Morgan in sup- 
porting a motion to quash certain subpeans in an antitrust 
legal proceeding : report to accompany S. Res. 96. — [Wash- 
ington : U.S. Govt. Print. Off., 1979] 
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1. Morgan, Robert, 1925- 2. United States. Congress. 
Senate— Appropriations and expenditures. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. Senate. 
Report ; no. 96-213. 
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X 96-1:S.rp.227 
United States. Congress. Senate. Committee on Finance. 
Finance Committee allocation of budget totals. [Washing- 
ton, U.S. Govt. Print. Off.] 
24 cm. (Senate report - 96th Congress, Ist session ; no. 96- 
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OCLC 6118405 


Page 270 


80-12910 
X 96-1:S.rp.228 
United States. Congress. Senate. Committee on Appropriations. 

Allocation to subcommittees of budget totals from the third 
concurrent resolution, fiscal year 1979 / submitted pursuant to 
section 302 of the Congressional budget act of 1974 by the 
Committee on Appropriations, U.S. Senate. — Washington : 
U.S. Govt. Print. Off., 1979. 
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1. United States. Congress — Senate. Committee on Appro- 
priations. 2. United States— Appropriations and expendi- 
tures, 1979. I. Title. II. Series: United States. 95th Con- 
gress, Ist session, 1979. Senate. Report ; no. 96-228. 
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United States. Congress. Senate. Committee on Appropriations. 

Allocation to subcommittees of budget totals from the first 
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ant to section 302 of the Congressional budget act of 1974 by 
the Committee on Appropriations, U.S. Senate. — Washington 
: U.S. Govt. Print. Off., 1979. 
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1. United States. Congress. Senate. Committee on Appro- 
priations. 2. United States— Appropriations and expendi- 
tures, 1980. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. Senate. Report ; no. 96-229. 
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United States. Congress. House. Committee on Finance. 

HEW home health report : report to accompnay S. Res. 
169. — [Washington : U.S. Govt. Print. Off., 1979] 
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1. Home care services—Law and legislation — United 
States. I. Title. II. Series: United States. 96th Congress, ist 
session, 1979. House. Report ; no. 96-233. 
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United States. Congress. Senate. Committee on the Judiciary. 

Antitrust procedural improvements act of 1979 : report of 
the Committee on the Judiciary of the United States Senate to 
accompany S. 390.— Washington : U.S. Govt. Print. Off., 
1979. 
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1. Antitrust law — United States. 2. Consolidation and 
merger of corporations — United States. I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. House. Report 
; No. 96-238. 
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United States. Congress. Senate. Committee on Finance. 

Transitional rules for tax exempt mortgage bonds : report 
to accompany S. Res. 188. — [Washington : U.S. Govt. Print. 
Off., 1979] 
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1. Mortgage bonds — United States. 2. Taxation of bonds, 
securities, etc. — United States. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. Senate. Report ; no. 
96-243. 
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United States. Congress. Senate. Committee on Governmental 
Affairs. 

Congressional award program act : report to accompnay S. 
221. — [Washington : U.S. Govt. Print. Off., 1979] 
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1. Congressional Award. 2. Youth— United States. I. 
Title. II. Series: United States. 96th Congress, Ist session, 
1979. Senate. Report ; no. 96-245. 
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United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Increasing the limitation on expenditures by the Select 
Committee on Intelligence for the procurement of consultants 
: report to accompany S. Res. 198.— [Washington : U.S. 
Govt. Print. Off., 1979] 
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1. United States. Congress. Senate. Select Committee on 
Intelligence — Appropriations and expenditures. I. Title. 
II. Series: United States. 96th Congress, Ist session, 1979. 
Senate. Report ; no. 96-264. 
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80-12917 
X 96-1:S.rp.265 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Increasing the limitation on expenditures by the Committee 
on Commerce, Science, and Transportation for the training of 
its professional staff : report to accompany S. Res. 201. — 
[Washington : U.S. Govt. Print. Off., 1979] 

4 p. ; 24cm. — (Senate report - 96th Congress, Ist session ; 
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merce, Science, and Transportation — Appropriations and ex- 
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gress, Ist session, 1979. Senate. Report ; no. 96-265. 
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United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Increasing the limitation on expenditures by the Committee 
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1. United States. Congress. Senate. Committee on the 
Budget — Appropriations and expenditures. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. Senate. 
Report ; no. 96-266. 
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United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 


U.S. Capitol Historical Society wall calendars for use by 


the Senate : report to accompany S. Res. 208. — [Washington 
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1. United States Captiol Historical Society, Washington, 
D.C. 2. Calendars. I. Title. II. Series: United States. 96th 
Congress, Ist session, 1979. Senate. Report ; no. 96-267. 
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United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Requiring documentation for reimburesments out of Sena- 
tors’ official office expense accounts from the contingent fund 
of the Senate : report to accompany S. Res. 170. — [Washing- 
ton : U.S. Govt. Print. Off., 1979] 
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1. United States. Congress. Senate— Appropriations and 
expenditures. 2. Expense accounts. I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. Senate. Report 
; no. 96-275. 
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1. United States— Armed Forces — Officers. 2. United 
States — Armed Forces— Personnel management. I. Title. 
II. Series: United States. 96th Congress, Ist session, 1979. 
Senate. Report ; no. 96-375. 
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United States. Congress. Senate. Committee on Environment 
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ny S. 1491.— [Washington : U.S. Govt. Print. Off., 1979] 
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1. Scott City, Kan. Henry D. Parkinson Federal Building. 
I. Title. II. Series: United States. 96th Congress, Ist session, 
1979. Senate. Report ; no. 96-389. 
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United States. Congress. Senate. Committee on Environment 
and Public Works. 
Kenneth B. Keating Building : report to accompany S. 
1535. — [Washington : U.S. Govt. Print. Off., 1979] 
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I. Title. II. Series: United States. 96th Congress, Ist session, 
1979. Senate. Report ; no. 96-390. 
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80-12924 
X 96-1:S.rp.391 
United States. Congress. Senate. Committee on Environment 
and Public Works. 

J. Caleb Boggs Building : report to accompany S. 1686. — 
[Washington : U.S. Govt. Print. Off., 1979] 
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1. Wilmington, Del. J. Caleb Boggs Building. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. Senate. 
Report ; no. 96-391. 

OCLC 6150735 


Page 272 


80-12925 
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United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Revising and modernizing the Standing Rules of the Senate 
without substantive change in Senate procedure and to incor- 
porate therein other rules of the Senate : report to accompany 
S. Res. 274. — [Washington : U.S. Govt. Print. Off., 1979] 
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1. United States. Congress. Senate— Rules and practice. 
I. Title. II. Series: United States. 96th Congress, Ist session, 
1979. Senate. Report ; no. 96-403. 
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United States. Congress. Senate. Committee on Energy and 
Natural Resources. 

River of No Return Wilderness : report together with addi- 
tional views to accompany S. 2009.— [Washington : U.S. 
Govt. Print. Off., 1979] 
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1. Wilderness areas — Law and legislation — United States. 
2. Wilderness areas—Idaho. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. Senate. Report ; no. 
96-414. 
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80-12927 
X 96-1:S.rp.415 
United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 

Airport and airway system development act of 1979 : 
report to accompany S. 1648.— [Washington : U.S. Govt. 
Print. Off., 1979] 
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1. Airports—Law and legislation— United States. I. 
Title. II. Series: United States. 96th Congress, Ist session, 
1979. Senate. Report ; no. 96-415. 
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United States. Congress. Conference Committees, 1979. 

Justice Department authorizations, fiscal 1980 : conference 
report to accompany S. 1157.— [Washington : U.S. Govt. 
Print. Off., 1979] 
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1. United States. Dept. of Justice — Appropriations and ex- 
penditures. I. Title. II. Series: United States. 96th Con- 
gress, lst session, 1979. Senate. Report ; no. 96-418. 
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United States. Congress. Senate. Committee on Armed Services. 

Authorizing the sale to certain foreign nations of certain 
excess naval vessels : report to accompany H.R. 5163. — 
[Washington : U.S. Govt. Print. Off., 1979] 

9 p. ; 24 cm. — (Senate report - 96th Congress, Ist session ; 
no. 96-420) 
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1. Ships. 2. Military assistance, American. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. Senate. 
Report ; no. 96-420. 
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80-12930 
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United States. Congress. Senate. Committee on Energy and 
Natural Resources. 
The Oregon wilderness act of 1979 : report to accompany 
S. 2031. — [Washington : U.S. Govt. Print. Off., 1979] 
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1. Wilderness areas — Law and legislation — United States. 
2. Wilderness areas — Oregon. I. Title. II. Series: United 


States. 96th Congress, Ist session, 1979. Senate. Report ; no. 
96-421. 
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X 96-1:S.rp.423 
United States. Congress. Senate. Committee on Banking, Hous- 
ing, and Urban Affairs. 

Amending the Federal Reserve act : report to accompany 
H.R. 4998. — [Washington : U.S. Govt. Print. Off., 1979] 
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1. United States. Federal Open Market Committee — Public 
records. I. Title. II. Series: United States. 96th Congress, 
Ist session, 1979. Senate. Report ; no. 96-423. 
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80-12932 
X 96-1:S.rp.437 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Providing for the acceptance of a statue of Mother Joseph 
of the Sisters of Providence for the National Statuary Hall 
collection : report to accompany S. Con. Res. 48. — [Wash- 
ington : U.S. Govt. Print. Off., 1979] 

6 p. ; 24cm. — (Senate report - 96th Congress, Ist session ; 
no. 96-437) 
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1. Joseph, Mother, 1823-1902. 2. Washington, D.C. — 
Statutes. I. Title. II. Series: United States. 96th Congress, 
Ist session, 1979. Senate. Report ; no. 96-437. 
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United States. Congress. Senate. Committee on Energy and 
Natural Resources. 

Conveying certain lands in city of Hot Springs, Ark. : 
report to accompany S. 1850.— [Washington : U.S. Govt. 
Print. Off., 1979] 
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1. Levi Memorial Hospital Association. 2. Conveyanc- 
ing — Arkansas — Hot Springs. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. Senate. Report ; no. 
96-473. 
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United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 

Authorize documentation of the vessel “Sara” : report to 
accompany S. 1442. — [Washington : U.S. Govt. Print. Off., 
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1. Sara (Ship) 2. Ships— Registration and transfer — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. Senate. Report ; no. 96-477. 
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United States. Congress. Senate. Committee on the Judiciary. 

Rolando R. Gaza, Teresita C. Gaza, and Rolynne Therese 
Gaza : report to accompany H.R. 1619. — [Washington : U.S. 
Govt. Print. Off., 1979] 

4 p. ; 24cm. — (Senate report - 96th Congress, Ist session ; 
no. 96-520) 

Caption title. 

Dec. 18, 1979. 

@ltem 1008-D (microfiche) 

pbk. 

1. Gaza, Rolando Rivera, 1951- 2. Gaza, Rolynne The- 
rese. 3. Gaza, Teresita Condes, 1955- I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. Senate. Report 
; no. 96-520. 

OCLC 6150132 


80-12936 
X 96-1:S.rp.532 
United States. Congress. Senate. Committee on Finance. 
Carillon bells : report to accompany H.R. 1212. — [Wash- 
ington : U.S. Govt. Print. Off., 1979] 
50 p. ; 24 cm. — (Senate report - 96th Congress, Ist session 
; no. 96-532) 
Caption title. 
Dec. 19, 1979. 
@ltem 1008-A, 1008-A-2 (microfiche) 
pbk. 
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1. Florida. University, Gainesville. 2. Carillons — Flor- 
ida — Gainesville. 3. Taxation — United States. 4. Employ- 
ee ownership — United States. 5. Pension trusts — United 
States. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. Senate. Report ; no. 96-532. 

OCLC 6094565 


CONGRESSIONAL SERIAL SET 


During each session of Congress the House and Senate docu- 
ments and reports are accumulated into bound volumes compris- 
ing the Congressional serial set. No catalog entry is made for 
the volumes of the Serial set since the documents and reports 
contained therein have been previously listed in the Monthly 
Catalog. The following bound volumes were sent to depository 
libraries during the period of this catalog. 

80-12937 

X 96-2:H.doc.253 

United States. General Accounting Office. 

Examination of financial statements, Government National 
Mortgage Association. Washington, U.S. Govt. Print. Off. 

24 cm. (House document - 96th Congress, 2d session ; no. 
96-253) 

“ 1978/79- 

Report covers fiscal year 1979. 

“Communication from the Comptroller General of the 
United States transmitting ... pursuant to section 106 of the 
Government corporation control act.” 

@ltem 996-A, 996-B (microfiche) 

Main series: United States. Congress. House. Document 

Continues: Audit of the Government National Mortgage 
Association 

1. Government National Mortgage Association — Auditing 
and inspection— Periodicals. I. Title. II. Series: United 
States. 96th Congress, 2d session, 1980. House. Document ; 
no. 96-253. 

OCLC 6212462 


80-12938 
X 96-2:H.doc.254 
United States. Congress. House. Office of the Clerk. 

Reports to be made to Congress - Clerk, U.S. House of 
Representatives. Washington, U.S. Govt. Print. Off. 

24 cm. (House document - 96th Congress, 2d session ; no. 
96-254) 

“Communication from the Clerk, U.S. House of Repre- 
sentatives transmitting a list of reports which it is the duty of 
any officer or department to make to Congress, pursuant to 
rule III, clause 2, of the rules of the House of Representa- 
tives.” 

Jan. 22, 1980. 

Includes index. 

Annual. 

@ltem 996, 996-B (microfiche) 

Main series: United States. Congress. House. Document 

1. United States — Executive departments — Records and 
correspondence — Periodicals. I. Title. II. Series: United 
States. Congress. House. Document ; no. 96-254. 

OCLC 6128042 
80-12939 
X 96-2:H.doc.271 
United States. Congress. House. Office of the Clerk. 

Report of the Clerk of the House. Washington, U.S. Govt. 
Print. Off. 

24 cm. (House document - 96th Congress, 2d session ; no. 
96-271) 

Quarterly, July 1, 1977- 

Semiannual, 1970-June 30, 1977 

1970- 
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Oct.1-Dec. 31, 1979. 

@ltem 996-A, 996-B (microfiche) 

Main series: United States. Congress. House. Document 

1. United States. Congress. House — Appropriations and 
expenditures — Periodicals. 2. United States. Congress. 
House — Accounting — Periodicals. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Docu- 
ment ; no. 96-271. 
OCLC 2986388 


80-12940 
X 96-2:H.doc.279 
Cumulative report on rescissions and deferrals. Washington, 
U.S. Govt. Print. Off. 

24 cm. (House document - 96th Congress, 2d session ; no. 
96-279) 

Title varies slightly. 

“Communication from the Director, Office of Management 
and Budget, Executive Office of the President transmitting ... 
pursuant to section 1014(e) of Public Law 93-344.” 

Mar. 1980. 

Monthly. 

@ltem 996-A, 996-B (microfiche) 

Main series: United States. Congress. House. Document 

1. Executive impoundment of appropriated funds — United 
States — Periodicals. I. United States. Office of Management 
and Budget. II. Series: United States. 96th Congress, 2d ses- 
sion, 1980. House. Document ; no. 96-279. 

OCLC 2864748 


80-12941 
X 96-2:H.rp.588/pt.3 
United States. Congress. House. Committee on Ways and 
Means. 

Medicare amendments of 1979 : report of the Committee on 
Ways and Means, U.S. House of Representatives, to accompa- 
ny H.R. 3990 ... / jointly referred to the Committee on Ways 
and Means and the Committee on Interstate and Foreign 
Commerce. — Washington : U.S. Govt. Print. Off., 1979- 

v. ; 24 cm.— (House report - 96th Congress, 2d session ; 
no. 96-588) 

Pt. 3, report of the Committee on Interstate and Foreign 
Commerce together with additional views, Mar. 18, 1980, has 
title: Medicare amendments of 1980. 

Pt. 1-2 issued during 96th Cong., Ist sess. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Medicare—Law and legislation— United States. I. 
United States. Congress. House. Committee on Interstate and 
Foreign Commerce. II. Title. III. Title: Medicare amend- 
ments of 1980. IV. Series: United States. 96th Congress, 2d 
session, 1980. House. Report ; no. 96-588. 

OCLC 5741050 


80-12942 
X 96-2:H.rp.726/pt.2 
United States. Congress. House. Committee on Post Office and 
Civil Service. 

Civilian air traffic controllers of the Department of Defense 
and flight service station personnel : report together with 
minority views to accompany H.R. 1262.— [Washington : 
U.S. Govt. Print. Off., 1979- ] 

v. ; 24 cm.— (House report - 96th Congress, 2d session ; 
no. 96-726) 

Caption title. 

Pt. 1 issued during 96th Cong., Ist sess. 

Pt. 2, adverse report from the Committee on Appropri- 
ations, Feb. 21, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 





1. Air traffic controllers — Legal status, laws, etc. — United 
States. I. United States. Congress. House. Committee on Ap- 
propriations. II. Title. III. Series: United States. 96th Con- 
gress, 2d session, 1980. House. Report ; no. 96-726. 

OCLC 5901126 


80-12943 
X 96-2:H.rp.738 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

War risk insurance extension : report to accompany H.R. 
5784. — [Washington : U.S. Govt. Prini. Off., 1980] 

6 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 
no. 96-738) 

Caption title. 

Jan. 28, 1980. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Insurance, Marine— United States— War risks. I. 
Title. II. Series: United States. 96th Congress, 2d session, 
1980. House. Report ; no. 96-738. 

OCLC 6175688 


80-12944 
X 96-2:H.rp.744 
United States. Congress. House. Committee on the Judiciary. 
Isaac David Cosson : report to accompany H.R. 2475. — 
[Washington : U.S. Govt. Print. Off., 1980] 
9 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 
no. 96-744) 
Caption title. 
Jan. 30, 1980. 
@ltem 1008-C, 1008-D (microfiche) 
pbk. 
1. Cosson, Isaac David. I. Title. II. Series: United States. 
96th Congress, 2d session, 1980. House. Report ; no. 96-744. 
OCLC 6132610 


80-12945 
X 96-2:H.rp.759/errata 
United States. Congress. House. Committee on House Adminis- 
tration. 

To provide funds for the expenses of investigations and 
studies to be conducted by the Committee on Education and 
Labor : report to accompany H. Res. 530 [errata]. — [Wash- 
ington : U.S. Govt. Print. Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-759) 

Feb. 19, 1980. 

Corrects the dollar amount on p. 2 and replaces table on p. 
20. 

@tem 1008-C, 1008-D (microfiche) 

pbk. 

1. United States. Congress. House. Committee on Educa- 
tion and Labor — Appropriations and expenditures. I. Title. 
II. Series: United States. 96th Congress, 2d session, 1980. 
House. Report ; no. 96-759. 

OCLC 6035178 


80-12946 
X 96-2:H.rp.760 
United States. Congress. House. Committee on House Adminis- 
tration. 

To provide funds for the expenses of investigations and 
studies to be conducted by the Committee on Standards of 
Official Conduct : report to accompany H. Res. 531.— 
[Washington : U.S. Govt. Print. Off., 1980] 

3 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 
no. 96-760) 

Caption title. 

Feb. 19, 1980. 
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@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. United States. Congress. House. Committee on Standards 
of Official Conduct — Appropriations and expenditures. I. 
Title. II. Series: United States. 96th Congress, 2d session, 
1980. House. Report ; no. 96-760. 

OCLC 6109703 


80-12947 
X 96-2:H.rp.762 
United States. Congress. House. Committee on House Adminis- 
tration. 

To provide funds for the expenses of investigations and 
studies to be conducted by the Committee on Science and 
Technology : report to accompany H. Res. 535. — [Washing- 
ton : U.S. Govt Print. Off., 1980] 

12 p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-762) 

Caption title. 

Feb. 19, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. United States. Congress. House. Committee on Science 
and Technology— Appropriations and expenditures. I. 
Title. II. Series: United States. 96th Congress, 2d session, 
1980. House. Report ; no. 96-762. 

OCLC 6109659 


80-12948 


X 96-2:H.rp.763 
United States. Congress. House. Committee on House Adminis- 
tration. 


To provide funds for the expenses of investigations and 


studies to be conducted by the Committee on Banking, Fi- 
nance and Urban Affairs : report to accompany H. Res. 
536. — [Washington : U.S. Govt. Print. Off., 1980] 

4 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 
no. 96-763) 

Caption title. 

Feb. 19, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. United States. Congress. House. Committee on Banking, 
Finance, and Urban Affairs— Appropriations and expendi- 
tures. I. Title. II. Series: United States. 96th Congress, 2d 
session, 1980. House. Report ; no. 96-763. 

OCLC 6109022 


80-12949 
X 96-2:H.rp.770 
United States. Congress. House. Committee on House Adminis- 
tration. 

To provide funds for the expenses of investigations and 
studies to be conducted by the Committee on Merchant 
Marine and Fisheries : report to accompany H. Res. 546. — 
[Washington : U.S. Govt. Print. Off., 1980] 

28 p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-770) 

Caption title. 

Feb. 19, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. United States. Congress. House. Committee on Merchant 
Marine and Fisheries — Appropriations and expenditures. I. 
Title. II. Series: United States. 96th Congress, 2d session, 
1980. House. Report ; no. 96-770. 

OCLC 6109209 
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80-12950 
X 96-2:H.rp.777 
United States. Congress. House. Committee on House Adminis- 
tration. 

To provide funds for the expenses of investigations and 
studies to be conducted by the Permanent Select Committee 
on Intelligence : report to accompany H. Res. 569. — [Wash- 
ington : U.S. Govt. Print. Off., 1980] 

5 p. ; 24cm. — (House report - 96th Congress, 2d session ; 
no. 96-777) 

Caption title. 

Feb. 19, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. United States. Congress. House. Permanent Select Com- 
mittee on Intelligence — Appropriations and expenditures. I. 
Title. II. Series: United States. 96th Congress, 2d session, 
1980. House. Report ; no. 96-777. 

OCLC 6109821 


80-12951 
X 96-2:H.rp.779 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 6081 : report to 
accompany H. Res. 581. — [Washington : U.S. Govt. Print. 
Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-779) 

Feb. 21, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-779. 

OCLC 6099591 


80-12952 
X 96-2:H.rp.780 
United States. Congress. House. Committee on Appropriations. 

Report by the Committee on Appropriations on allocation 
of budget totals based on the second concurrent resolution on 
the budget for fiscal year 1980 / submitted by Mr. Whitten, 
chairman of the Committee on Appropriations, pursuant to 
section 302 of the Congressional budget act of 1974. — Wash- 
ington : U.S. Govt. Print. Off., 1980. 

iii, 23 p. ; 24 cm.— (House report - 96th Congress, 2d 
session ; no. 96-780) 

Feb. 21, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. United States. Congress. House. Committee on Appropri- 
ations. 2. United States— Appropriations and expenditures, 
1980. I. Whitten, Jamie L. II. Title. III. Series: United 
States. 96th Congress, 2d session, 1980. House. Report ; no. 
96-780. 

OCLC 6123096 


80-12953 
X 96-2:H.rp.781 
United States. Congress. Conference Committees, 1980. 
Refugee act of 1980 : conference report to accompany S. 
643. — [Washington : U.S. Govt. Print. Off., 1980] 


23 p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-781) 


Caption title. 

Feb. 22, 1980. 

@ltem 1008-C, 1008-D (microfiche) 
pbk. 
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1. Refugees — Legal status, laws, etc. — United States. I. 
Title. II. Series: United States. 96th Congress, 2d session, 
1980. House. Report ; no. 96-781. 

OCLC 6099816 


80-12954 
X 96-2:H.rp.783 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Authorizing the conveyance of lands in the city of Hot 
Springs, Ark. : report to accompany S. 1850. — [Washington : 
U.S. Govt. Print. Off., 1980] 

7 p. ; 24cm. — (House report - 96th Congress, 2d session ; 
no. 96-783) 

Caption title. 

Feb. 25, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Levi Memorial Hospital Association. 2. Conveyanc- 
ing — Arkansas — Hot Springs. I. Title. II. Series: United 
States. 96th Congress, 2d session, 1980. House. Report ; no. 
96-783. 

OCLC 6100096 


80-12955 
X 96-2:H.rp.786 
United States. Congress. House. Committee on Rules. 

Waiving certain points of order against the conference 
report on S. 643 : report to accompany H. Res. 586. — [Wash- 
ington : U.S. Govt. Print. Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-786) 

Feb. 26, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-786. 

OCLC 6099698 


80-12956 
X 96-2:H.rp.787 
United States. Congress. Conference Committees, 1980. 

Making appropriations for foreign assistance and related 
programs : conference report to accompany H.R. 4473. — 
[Washington : U.S. Govt. Print. Off., 1980] 

20 p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-787) 

Caption title. 

Feb. 27, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Economic assistance, American. 2. Military assistance, 
American. 3. United States — Appropriations and expendi- 
tures, 1980. I. Title. II. Series: United States. 96th Con- 
gress, 2d session, 1980. House. Report ; no. 96-787. 

OCLC 6099525 


80-12957 
X 96-2:H.rp.788 
United States. Congress. House. Committee on Agriculture. 
Food stamp act amendments of 1980 : report together with 
supplemental views, dissenting views, additional dissenting 
views, and separate views ... on S. 1309 ....— [Washington : 
U.S. Govt. Print. Off.], 1980] 
439 p. ; 23 cm.— (House report - 96th Congress, 2d 
session ; no. 96-788) 
Feb. 27, 1980. 
@ltem 1008-C, 1008-D (microfiche) 
pbk. 





1. Food stamp program — Law and legislation — United 
States. I. Title. II. Series: United States. 96th Congress, 2d 
session, 1980. House. Report ; no. 96-788. 

OCLC 6099104 


80-12958 
X 96-2:H.rp.789 
United States. Congress. Conference Committees, 1980. 
Agricultural adjustment act of 1980 : conference report to 
accompany H.R. 3398.— [Washington : U.S. Govt. Print. 
Off., 1980] 
8 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 
no. 96-789) 
Caption title. 
Feb. 28, 1980. 
@ltem 1008-C, 1008-D (microfiche) 
pbk. 
1. Agricultural price supports — United States. I. Title. 
II. Series: United States. 96th Congress, 2d session, 1980. 
House. Report ; no. 96-789. 
OCLC 6099884 


80-12959 
X 96-2:H.rp.790 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 6291 : report to 
accompany H. Res. 589.— [Washington : U.S. Govt. Print. 
Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-790) 

Feb. 28, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. 


I. Title. II. Series: 


United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-790. 
OCLC 6099591 


80-12960 
X 96-2:H.rp.792 
United States. Congress. House. Committee on Post Office and 
Civil Service. 
“National Bicycling Day” : report to accompany H.J. Res. 
414. — [Washington : U.S. Govt. Print. Off., 1980] 
[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-792) 
Mar. 3, 1980. 
@ltem 1008-C, 1008-D (microfiche) 
pbk. 
1. National Bicycling Day. I. Title. II. Series: United 
States. 96th Congress, 2d session, 1980. House. Report ; no. 
96-792. 


OCLC 6100400 


80-12961 
X 96-2:H.rp.793 
United States. Congress. House. Committee on Post Office and 
Civil Service. 
“National Cystic Fibrosis Week” : report to accompany 
H.J. Res. 445. — [Washington : U.S. Govt. Print. Off., 1980] 
[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-793) 
Mar. 3, 1980. 
@ltem 1008-C, 1008-D (microfiche) 
pbk. 
1. National Cystic Fibrosis Week. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-793. 
OCLC 6104902 
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80-12962 
X 96-2:H.rp.794 
United States. Congress. House. Committee on Post Office and 
Civil Service. 

“National Diabetes Week” : report to accompany H.J. Res. 
463. — [Washington : U.S. Govt. Print. Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-794) 

Mar. 3, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. National Diabetes Week. I. Title. II. Series: United 
States. 96th Congress, 2d session, 1980. House. Report ; no. 
96-794. 

OCLC 6104876 


80-12963 
X 96-2:H.rp.795 
United States. Congress. House. Committee on Interstate and 
Foreign Commerce. 

Amending the Wool products labeling act of 1939 with 
respect to recycled wool : report to accompany H.R. 4197. — 
[Washington : U.S. Govt. Print. Off., 1980] 

6 p. ; 24. cm. — (House report - 96tii Congress, 2d session ; 
no. 96-795) 

Caption title. 

Mar. 4, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Wool trade and industry — Law and legislation — United 
States. 2. Labels — Law and legislation — United States. I. 
Title. II. Series: United States. 96th Congress, 2d session, 
1980. House. Report ; no. 96-795. 

OCLC 6100292 


80-12964 
X 96-2:H.rp.796 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 6029 : report to 
accompany H. Res. 595.— [Washington : U.S. Govt. Print. 
Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-796) 

Mar. 4, 1980. 

@Item 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-796. 

OCLC 6099591 


80-12965 
X 96-2:H.rp.797 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 6152 : report to 
accompany H. Res. 596.— [Washington : U.S. Govt. Print. 
Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-797) 

Mar. 4, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-797. 

OCLC 6099591 
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80-12966 
X 96-2:H.rp.798 
United States. Congress. House. Committee on House Adminis- 
tration. 

Providing for the printing of the brochure entitled “How 
our laws are made” : report to accompany H. Con. Res. 
95. — [Washington : U.S. Govt. Print. Off., 1980] 

2 p. ; 24cm. — (House report - 96th Congress, 2d session ; 
no. 96-798) 

Caption title. 

Mar. 5, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Documents, Printing of. I. Title. II. Series: United 
States. 96th Congress, 2d session, 1980. House. Report ; no. 
96-798. 

OCLC 6101000 


80-12967 
X 96-2:H.rp.799 
United States. Congress. House. Committee on House Adminis- 
tration. 

Providing for the printing of the final report of the Indian 
Claims Commission as a House document : report to accom- 
pany H. Con. Res. 162.— [Washington : U.S. Govt. Print. 
Off., 1980] 

2 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 
no. 96-799) 

Caption title. 

Mar. 5, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Documents, Printing of. I. Title. II. Series: United 
States. 96th Congress, 2d session, 1980. House. Report ; no. 
96-799. 

OCLC 6101000 


80-12968 
X 96-2:H.rp.800 
United States. Congress. House. Committee on House Adminis- 
tration. 

Providing for the printing as a House document an antholo- 
gy of Captive Nations Week proclamations, addresses, and 
other relevant material : report to accompany H. Con. Res. 
233. — [Washington : U.S. Govt. Print. Off., 1980] 


2 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 
no. 96-800) 


Caption title. 

Mar. 5, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Documents, Printing of. I. Title. II. Series: United 


States. 96th Congress, 2d session, 1980. House. Report ; no. 
96-800. 


OCLC 6101000 


80-12969 
X 96-2:H.rp.801 
United States. Congress. House. Committee on House Adminis- 
tration. 

Authorizing the printing of a revised edition of “Our 
American Government” as a House document : report to 
accompany H. Con. Res. 279. — [Washington : U.S. Govt. 
Print. Off., 1980} 

2 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 
no. 96-801) 

Caption title. 

Mar. 5, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 
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1. Documents, Printing of. I. Title. II. Series: United 
States. 96th Congress, 2d session, 1980. House. Report ; no. 
96-801. 

OCLC 6102822 


80-12970 
X 96-2:H.rp.802 
United States. Congress. House. Committee on House Adminis- 
tration. 

Authorizing the printing of a revised edition of the “Hand- 
book for small business” as a Senate document : report to 
accompany H. Con. Res. 45.— [Washington : U.S. Govt. 
Print. Off., 1980] 

3 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 
no. 96-802) 

Caption title. 

Mar. 5, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Documents, Printing of. I. Title. II. Series: United 
States. 96th Congress, 2d session, 1980. House. Report ; no. 
96-802. 

OCLC 6102822 


80-12971 
X 96-2:H.rp.803 


United States. Congress. House. Committee on House Adminis- 
tration. 


Authorizing the reprinting of the committee print entitled 
“Synthetic fuels” : report to accompany S. Con. Res. 56. — 


[Washington : U.S. Govt. Print. Off., 1980] 
2 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 


no. 96-803) 
Caption title. 
Mar. 5, 1980. 
@ltem 1008-C, 1008-D (microfiche) 
pbk. 
1. Documents, Printing of. I. Title. II. Series: United 


States. 96th Congress, 2d session, 1980. House. Report ; no. 
96-803. 


OCLC 6102822 


80-12972 
X 96-2:H.rp.804 
United States. Congress. House. Committee on House Adminis- 
tration. 

Providing for the printing as a House document the publi- 
cation entitled “Federal election campaign laws relating to 
the United States House of Representatives” : report to ac- 
company H. Con. Res. 283.— [Washington : U.S. Govt. 
Print. Off., 1980] 

2 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 
no. 96-804) 

Caption title. 

Mar. 5, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Documents, Printing of. I. Title. II. Series: United 


States. 96th Congress, 2d session, 1980. House. Report ; no. 
96-804. 


OCLC 6101000 





80-12973 
X 96-2:H.rp.810 
United States. Congress. House. Committee on House Adminis- 
tration. 

Providing funds for the expenses of investigations and stud- 
ies to be conducted by the Committee on the Judiciary : 
report to accompany H. Res. 548. — [Washington : U.S. Govt 
Print. Off., 1980] 

6 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 
no. 96-810) 

Caption title. 

Mar. 6, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. United States. Congress. House. Committee on the Judi- 
ciary— Appropriations and expenditures. I. Title. II. 
Series: United States. 96th Congress, 2d session, 1980. House. 
Report ; no. 96-810. 

OCLC 6113357 


80-12974 
X 96-2:H.rp.811 
United States. Congress. House. Committee on House Adminis- 
tration. 

Providing for the expenses of investigations and studies to 
be conducted by the Select Committee on Narcotics Abuse 
and Control : report to accompany H. Res. 572. — [Washing- 
ton : U.S. Govt Print. Off., 1980] 

4 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 
no. 96-811) 

Caption title. 

Mar. 6, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. United States. Congress. House. Select Committee on 
Narcotics Abuse and Control — Appropriations and expendi- 
tures. I. Title. II. Series: United States. 96th Congress, 2d 
session, 1980. House. Report ; no. 96-811. 

OCLC 6113435 


80-12975 
X 96-2:H.rp.812 
United States. Congress. House. Committee on House Adminis- 
tration. 

Providing funds for the expenses of investigations and stud- 
ies to be conducted by the Select Committee on the Outer 
Continental Shelf : report to accompany H. Res. 573. — 
[Washington : U.S. Govt. Print. Off., 1980] 

5 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 
no. 96-812) 

Caption title. 

Mar. 6, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. United States. Congress. House. Select Committee on the 
Outer Continental Shelf — Appropriations and expenditures. 
I. Title. II. Series: United States. 96th Congress, 2d session, 
1980. House. Report ; no. 96-812. 

OCLC 6113616 


80-12976 
X 96-2:H.rp.813 
United States. Congress. House. Committee on House Adminis- 
tration. 

Providing funds for the expenses of the Committee on 
House Administration to provide for the maintenance and 
improvement of ongoing computer services for the House of 
Representatives ... : report to accompany H. Res. 574. — 
[Washington : U.S. Govt. Print. Off., 1980] 


20 p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-813) 
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Caption title. 

Mar. 6, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. United States. Congress. House. Committee on House 
Administration — Appropriations and expenditures. 2. 
United States. Congress. House — Information services. 3. 
United States. Congress. House — Data processing. I. Title. 
II. Series: United States. 96th Congress, 2d session, 1980. 
House. Report ; no. 96-813. 

OCLC 6113803 


80-12977 
X 96-2:H.rp.814 
United States. Congress. House. Committee on House Adminis- 
tration. 

Providing funds for the expenses of investigations and stud- 
ies to be conducted by the Select Committee on Committees : 
report to accompany H. Res. 580.— [Washington : U.S. 
Govt. Print. Off., 1980] 

3 p. ; 24 cm. — (House report - 96th Congress, 2d session ; 
no. 96-814) 

Caption title. 

Mar. 6, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. United States. Congress. House. Select Committee on 
Committees — Appropriations and expenditures. I. Title. 
II. Series: United States. 96th Congress, 2d session, 1980. 
House. Report ; no. 96-814. 

OCLC 6110091 


80-12978 
X 96-2:H.rp.815 
United States. Congress. House. Committee on House Adminis- 
tration. 

Providing funds for the expenses of investigations and stud- 
ies to be conducted by the Committee on Interstate and 
Foreign Commerce : report to accompany H. Res. 583. — 
[Washington : U.S. Govt Print. Off., 1980] 

27 p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-815) 

Caption title. 

Mar. 6, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. United States. Congress. House. Committee on Interstate 
and Foreign Commerce — Appropriations and expenditures. 
I. Title. II. Series: United States. 96th Congress, 2d session, 
1980. House. Report ; no. 96-815. 

OCLC 6113293 


80-12979 
X 96-2:H.rp.817 
United States. Congress. Conference Committees, 1980. 

Crude oil windfall profit tax act of 1980 : conference report 
to accompany H.R. 3919. — [Washington : U.S. Govt. Print. 
Off., 1980] 

180 p. ; 24 cm.— (House report - 96th Congress, 2d 
session ; no. 96-817) 

Caption title. 

Mar. 7, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Excess profits tax — United States. 
ation — United States. 3. Petroleum law and legislation — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, 2d session, 1980. House. Report ; no. 96-817. 

OCLC 6099152 


2. Petroleum — Tax- 
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80-12980 
X 96-2:H.rp.819 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of House Resolution 602 : 
report to accompany H. Res. 602.—([Washington : U.S. 
Govt. Print. Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-819) 

Mar. 11, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-819. 

OCLC 6099591 


80-12981 
X 96-2:H.rp.820 
United States. Congress. House. Committee on Rules. 

Waiving certain points of order against the conference 
report on H.R. 3919 : report to accompany H. Res. 605. — 
[Washington : U.S. Govt. Print. Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-820) 

Mar. 11, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-820. 

OCLC 6099698 


80-12982 
X 96-2:H.rp.822 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of S. 2222 : report to ac- 
company H. Res. 606. — [Washington : U.S. Govt. Print. Off., 
1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-822) 

Mar. 12, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-822. 

OCLC 6099591 


80-12983 
X 96-2:H.rp.823 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of House Resolution 549 : 
report to accompany H. Res. 607.—([Washington : U.S. 
Govt. Print. Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-823) 

Mar. 12, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-823. 

OCLC 6099591 
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80-12984 
X 96-2:H.rp.825 
United States. Congress. House. Committee on House Adminis- 
tration. 

Allocation of budget totals by program. Washington, U.S. 
Govt. Print. Off. 

24 cm. (House report - 96th Congress, 2d session ; no. 96- 
825) 

“Report of the Committee on House Administration pursu- 
ant to section 302(b) of the Congressional budget act of 
1974.” 

Mar. 13, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

Main series: United States. Congress. House. Report 

1. United States. Congress. House. Committee on House 
Administration — Periodicals. 2. United States — Appropri- 
ations and expenditures — Periodicals. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-825. 

OCLC 5198127 


80-12985 
X 96-2:H.rp.836/pt.1 
United States. Congress. House. Committee on House Adminis- 
tration. 

National publications act of 1980 : report / by the Commit- 
tee on House Administration of the U.S. House of Repre- 
sentatives together with minority, additional, and supplemen- 
tal views. — Washington : U.S. Govt. Print. Off., 1980- 

v. ; 23 cm.— (House report - 96th Congress, 2d session ; 
no. 96-836) 

Pt. 1, Mar. 19, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. United States. Government Printing Office. 2. Printing, 
Public — United States. 3. Government information — 
United States. 4. United States — Government publications. 
I. Title. II. Series: United States. 96th Congress, 2d session, 
1980. House. Report ; no. 96-836. 

OCLC 6149813 


80-12986 
X 96-2:H.rp.851 
United States. Congress. House. Committee on Rules. 
Providing for the consideration of House Joint Resolution 
514 : report to accompany H. Res. 619. — [Washington : U.S. 
Govt. Print. Off., 1980] 
[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-851) 
Mar. 25, 1980. 
@ltem 1008-C, 1008-D (microfiche) 
pbk. 
1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-851. 
OCLC 6099591 


80-12987 
X 96-2:H.rp.852 
United States. Congress. House. Committee on Rules. 

Waiving certain points of order against the conference 
report on H.R. 4986 : report to accompany H. Res. 620. — 
[Washington : U.S. Govt. Print. Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-852) 

Mar. 25, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 





1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-852. 

OCLC 6099698 


80-12988 
X 96-2:H.rp.853 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 6837 : report to 
accompany H. Res. 621.— [Washington : U.S. Govt. Print. 
Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-853) 

Mar. 25, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-853. 

OCLC 6099591 


80-12989 
X 96-2:H.rp.859 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 5563 : report to 
accompany H. Res. 625.— [Washington : U.S. Govt. Print. 
Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-859) 

Mar. 28, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-859. 

OCLC 6099591 


80-12990 
X 96-2:H.rp.860 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 6464 : report to 
accompany H. Res. 628. — [Washington : U.S. Govt. Print. 
Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-860) 

Mar. 31, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-860. 

OCLC 6099591 


80-12991 
X 96-2:H.rp.861 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 6554 : report to 
accompany H. Res. 629.— [Washington : U.S. Govt. Print. 
Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-861) 

Mar. 31, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-861. 

OCLC 6099591 
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80-12992 
X 96-2:H.rp.862 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 6614 : report to 
accompany H. Res. 630.— [Washington : U.S. Govt. Print. 
Off., 1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-862) 

Mar. 31, 1980. 

@item 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-862. 

OCLC 6099591 


80-12993 
X 96-2:H.rp.863 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of S. 2009 : report to ac- 
company H. Res. 631. — [Washington : U.S. Govt. Print. Off., 
1980] 

[1] p. ; 24 cm. — (House report - 96th Congress, 2d session 
; no. 96-863) 

Mar. 31, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. House. Report 
; no. 96-863. 

OCLC 6099591 


80-12994 
X 96-2:Priv.Law 44 
United States. Laws, statutes, etc. 
An act for the relief of Rocio Edmondson. — [Washington : 
U.S. Govt. Print. Off., 1980] 
[1] p. ; 24cm. — (Private Law ; 96-44) 
S. 214 enacted into Priv. Law 96-44. 
Approved Mar. 3, 1980. 
pbk. 
1. Edmondson, Rocio Isabel. 
OCLC 6167492 


I. Title. II. Series. 


80-12995 
X 96-2:Priv.Law 45 
United States. Laws, statutes, etc. 
An act for the relief of Maria Corazon Samtoy. — [Wash- 
ington : U.S. Govt. Print. Off., 1980] 
[1] p. ; 24 cm. — (Private Law ; 96-45) 
H.R. 948 enacted into Priv. Law 96-45. 
Approved Mar. 6, 1980. 
pbk. 
1. Samtoy, Maria Corazon, 1973- 
OCLC 6167536 


I. Title. II. Series. 


80-12996 
X 96-2:Priv.Law 46 
United States. Laws, statutes, etc. 
An act for the relief of Pedro Gauyan Nelson. — [Washing- 
ton : U.S. Govt. Print. Off., 1980] 
[1] p. ; 24cm. — (Private Law ; 96-46) 
H.R. 3139 enacted into Priv. Law 96-46. 
Approved Mar. 6, 1980. 
pbk. 
1. Feraro, Pedro G., 1963- 
OCLC 6167582 


I. Title. II. Series. 
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80-12997 
X 96-2:Priv.Law 47 
United States. Laws, statutes, etc. 
An act for the relief of Jan Kutina. — [Washington : U.S. 
Govt. Print. Off., 1980] 
[1] p. ; 24cm. — (Private Law ; 96-47) 
H.R. 3873 enacted into Priv. Law 96-47. 
Approved Mar. 6, 1980. 
pbk. 
1. Kutina, Jan, 1924- I. Title. 
OCLC 6167616 


80-12998 


II. Series. 


X 96-2:Priv.Law 48 
United States. Laws, statutes, etc. 

An act for the relief of Barbara Laws Smith. — [Washing- 
ton : U.S. Govt. Print. Off., 1980] 

[1] p. ; 24cm. — (Private Law ; 96-48) 

H.R. 891 enacted into Priv. Law 96-48. 

Approved Mar. 11, 1980. 

pbk. 

1. Smith, Barbara Doreen Laws, 1923- I. Title. II. Series. 
OCLC 6167653 


80-12999 
X 96-2:Priv.Law 49 
United States. Laws, statutes, etc. 
An act for the relief of Nelia Ruiz Hedlund. — [Washington 
: U.S. Govt. Print. Off., 1980] 
[1] p. ; 24cm. — (Private Law ; 96-49) 
H.R. 1559 enacted into Priv. Law 96-49. 
Approved Mar. 11, 1980. 
pbk. 
1. Hedlund, Nelia Ruiz, 1957- I. Title. 
OCLC 6168010 


80-13000 


II. Series. 


X 96-2:Pub.Law 189 
United States. Laws, statutes, etc. 

Bear River compact, congressional consent : [an act to 
consent to the amended Bear River compact between the 
States of Utah, Idaho, and Wyoming]. — [Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1980] 

20402 

[13] p. ; 24 cm. — (Public Law ; 96-189) 

H.R. 4320 enacted into Pub. Law 96-189. 

Approved Feb. 8, 1980. 

“94 STAT. 4.” 

@ltem 575 

pbk. : $0.90 

1. Water-rights— Utah. 2. Water-rights— Wyoming. 3. 
Water-rights— Idaho. 4. Bear River, Utah-Idaho — Water- 
rights. I. Title. II. Series. 

OCLC 6186549 


80-13001 
X 96-2:Pub.Law 195 
United States. Laws, statutes, etc. 

An act to extend the provisions of title XII of the Merchant 
Marine act, 1936, relating to war risk insurance. — [Washing- 
ton : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1980] 

20402 

[1] p. ; 24cm. — (Public Law ; 96-195) 

S. 1452 enacted into Pub. Law 96-195. 

Approved Feb. 25, 1980. 

“94 STAT. 63.” 

@ltem 575 

pbk. : $0.60 
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1. Insurance, Marine — United States— War risks. I. 
Title. II. Series. 
OCLC 6123125 


80-13002 
X 96-2:Pub.Law 196 
United States. Laws, statutes, etc. 

Joint resolution designating February 19, 1980, as “Iwo 
Jima Commemoration Day”. — [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980] 

20402 

[1] p. ; 24cm. — (Public Law ; 96-196) 

H.J. Res. 469 enacted into Pub. Law 96-196. 

Approved Feb. 28, 1980. 

“94 STAT. 64.” 

@ltem 575 

pbk. : $0.60 

1. Iwo Jima Commemoration Day. 
OCLC 6128191 


80-13003 


I. Title. II. Series. 


X 96-2:Pub.Law 198 
United States. Laws, statutes, etc. 

Joint resolution to provide for designation of Friday, 
March 7, 1980, as “Teacher Day, United States of Amer- 
ica”. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980] 

20402 

[1] p. ; 24 cm. — (Public Law ; 96-198) 

H.J. Res. 267 enacted into Pub. Law 96-198. 

Approved Mar. 5, 1980. 

“94 STAT. 66.” 

@ltem 575 

pbk. : $0.60 

1. Teacher Day, United States of America. 
Series. 

OCLC 6128225 


80-13004 


I. Title. II. 


X 96-2:Pub.Law 199 
United States. Laws, statutes, etc. 

An act to establish the Channel Islands National Park, and 
for other purposes. — [Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1980] 

20402 

[11] p. ; 24cm. — (Public Law ; 96-199) 

Caption title. 

H.R. 3757 enacted into Pub. Law 96-199. 

Approved Mar. 5, 1980. 

“94 STAT. 67.” 

@ltem 575 

pbk. : $0.80 

1. National parks and reserves — California — Channel Is- 
lands. 2. National parks and reserves— United States. I. 
Title. II. Series. 

OCLC 6128279 


80-13005 
X 96-2:Pub.Law 200 
United States. Laws, statutes, etc. 

Joint resolution to provide for the designation of October 3, 
1980, as “American Enterprise Day”. — [Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1980] 

20402 

[1] p. ; 24cm. — (Public Law ; 96-200) 

S.J. Res. 109 enacted into Pub. Law 96-200. 

Approved Mar. 6, 1980. 

“94 STAT. 78.” 

@ltem 575 

pbk. : $0.60 
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1. American Enterprise Day. I. Title. II. Series. 
OCLC 6128331 


80-13006 


80-13010 
X 96-2:Pub.Law 205 
United States. Laws, statutes, etc. 
United States insular areas appropriation authorization : [an 


% SGSiub Lan 208 act to authorize appropriations for certain insular areas of the 


United States. Laws, statutes, etc. 


An act to authorize the President of the United States to 
present on behalf of the Congress a specially struck gold 
medal to Ambassador Kenneth Taylor. — [Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1980] 

20402 

[1] p. ; 24cm. — (Public Law ; 96-201) 

H.R. 6374 enacted into Pub. Law 96-201. 

Approved Mar. 6, 1980. 

“94 STAT. 79.” 

@ltem 575 

pbk. : $0.60 

1. Taylor, Kenneth, 1934-— Medals. 2. Medals — Law 
and legislation — United States. I. Title. II. Series. 

OCLC 6149774 


80-13007 


X 96-2:Pub.Law 202 
United States. Laws, statutes, etc. 

Joint resolution to proclaim March 21, 1980, “National 
Energy Education Day”.— [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980] 

20402 

[1] p. ; 24 cm. — (Public Law ; 96-202) 

S.J. Res. 43 enacted into Pub. Law 96-202. 

Approved Mar. 8, 1980. 

“94 STAT. 80.” 

@ltem 575 

pbk. : $0.60 

1. National Energy Education Day. I. Title. II. Series. 
OCLC 6128360 


United States, and for other purposes].— [Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1980] 

20402 

[9] p. ; 24. cm. — (Public Law ; 96-205) 

H.R. 3756 enacted into Pub. Law 96-205. 

Approved Mar. 12, 1980. 

“94 STAT. 84.” 

@ltem 575 

pbk. : $0.80 

1. United States — Insular possessions. 2. United States — 
Appropriations and expenditures. I. Title. II. Series. 
OCLC 6128466 


80-13011 


X 96-2:Pub.Law 207 


United States. Laws, statutes, etc. 


Joint resolution providing for the appointment of William 
G. Bowen as a citizen regent of the Board of Regents of the 
Smithsonian Institution. — [Washington : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1980] 

20402 

[1] p. ; 24cm. — (Public Law ; 96-207) 

H.J. Res. 493 enacted into Pub. Law 96-207. 

Approved Mar. 13, 1980. 

“94 STAT. 94.” 

@ltem 575 

pbk. : $0.60 

1. Bowen, William G. 2. Smithsonian Institution. Board of 
Regents — Appointments, promotions, salaries, etc. I. Title. 
II. Series. 


OCLC 6153520 
80-13012 


80-13008 
X 96-2:Pub.Law 203 
United States. Laws, statutes, etc. 


An act to authorize the conveyance of lands in the city of X 96-2:Pub.Law 208 


United States. Laws, statutes, etc. 


Hot Springs, Arkansas. — [Washington : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1980] 

20402 

[2] p. ; 24 cm. — (Public Law ; 96-203) 

Caption title. 

S. 1850 enacted into Pub. Law 96-203. 

Approved Mar. 10, 1980. 

“94 STAT. 81.” 

@ltem 575 

pbk. : $0.60 

1. Levi Memorial Hospital Association. 2. Conveyanc- 
ing — Arkansas — Hot Springs. I. Title. II. Series. 
OCLC 6128404 


80-13009 


X 96-2:Pub.Law 204 
United States. Laws, statutes, etc. 

Joint resolution to authorize and request the President to 
issue a proclamation designating April 6 through 12, 1980, 
“National Medic Alert Week”. — [Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1980] 

20402 

[1] p. ; 24cm. — (Public Law ; 96-204) 

H.J. Res. 434 enacted into Pub. Law 96-204. 

Approved Mar. 11, 1980. 

“94 STAT. 83.” 

@ltem 575 

pbk. : $0.60 

1. National Medic Alert Week. I. Title. II. Series. 
OCLC 6128445 


Joint resolution providing for the appointment of Carlisle 
H. Humelsine as a citizen regent of the Board of Regents of 
the Smithsonian Institution. — [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980] 

20402 

[1] p. ; 24 cm. — (Public Law ; 96-208) 

H.J. Res. 494 enacted into Pub. Law 96-208. 

Approved Mar. 13, 1980. 

“94 STAT. 95.” 

@ltem 575 

pbk. : $0.60 

1. Humelsine, Carlisle. 2. Smithsonian Institution. Board 
of Regents— Appointments, promotions, salaries, etc. I. 
Title. II. Series. 

OCLC 6153090 


80-13013 


X 96-2:Pub.Law 209 


United States. Laws, statutes, etc. 


U.S. Foreign Claims Settlement Commission, transfer to 
Justice Department : [an act to provide for the transfer of the 
Foreign Claims Settlement Commission of the United States 
to the United States Department of Justice as a separate 
agency in that Department ...].— [Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1980] 

20402 


[4] p. ; 24 cm. — (Public Law ; 96-209) 
H.R. 4337 enacted into Pub. Law 96-209. 
Approved Mar. 14, 1980. 
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“94 STAT. 96.” 

@ltem 575 

pbk. : $0.70 

1. United States. Foreign Claims Settlement Commission. 
I. Title. II. Series. 
OCLC 6153013 


80-13014 
X 96-2:Pub.Law 210 
United States. Laws, statutes, etc. 

An act to amend section 502(a) of the Merchant marine act, 
1936. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980] 

20402 

[1] p. ; 24 cm. — (Public Law ; 96-210) 

H.R. 5913 enacted into Pub. Law 96-210. 

Approved Mar. 17, 1980. 

“94 STAT. 100.” 

@ltem 575 

pbk. : $0.60 

1. Ship-building — Contracts and specifications — United 
States. 2. Public contracts— United States. I. Title. II. 
Series. 

OCLC 6186238 
80-13015 
X 96-2:Pub.Law 211 
United States. Laws, statutes, etc. 

An act to authorize the President of the United States to 
present on behalf of the Congress a specially struck gold 
medal to Simon Wiesenthal. — [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980] 

20402 

[1] p. ; 24 cm. — (Public Law ; 96-211) 

S. 1792 enacted into Pub. Law 96-211. 

Approved Mar. 17, 1980. 

“94 STAT. 101.” 

@ltem 575 

pbk. : $0.60 

1. Wiesenthal, Simon. 
United States. I. Title. 
OCLC 6152954 


80-13016 


2. Medals — Law and legislation — 
II. Series. 


X 96-2:Pub.Law 212 
United States. Laws, statutes, etc. 

Refugee act of 1980 : [an act to amend the Immigration and 
nationality act to revise the procedures for the admission of 
refugees ...]. — [Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1980] 

20402 

[17] p. ; 24 cm. — (Public Law ; 96-212) 

S. 643 enacted into Pub. Law 96-212. 

Approved Mar. 17, 1980. 

“94 STAT. 102.” 

@ltem 575 

pbk. : $1.50 

1. Refugees — Legal status, laws, etc. — United States. I. 
Title. II. Series. 

OCLC 6201421 


80-13017 
X 96-2:Pub.Law 213 
United States. Laws, statutes, etc. 

An act to adjust target prices for the 1980 and 1981 crops 
of wheat and feed grains ....— [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980] 

20402 


[3] p. ; 24 cm. — (Public Law ; 96-213) 
Caption title. 
H.R. 3398 enacted into Pub. Law 96-213. 


Page 284 


Approved Mar. 18, 1980. 

“94 STAT. 119.” 

@ltem 575 

pbk. : $1.00. 

1. Agricultural price supports — United States. 
II. Series. 
OCLC 6201399 


I. Title. 


80-13018 
X 96-2:Pub.Law 214 
United States. Laws, statutes, etc. 

An act to provide that receipts from certain sales of items 
by the Sergeant at Arms of the Senate to Senators and com- 
mittees and offices of the Senate shall be credited to the 
appropriation from which such items were purchased. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1980] 

20402 

[1] p. ; 24cm. — (Public Law ; 96-214) 

S. 2225 enacted into Pub. Law 96-214. 

Approved Mar. 24, 1980. 

“94 STAT. 122.” 

@ltem 575 

pbk. : $1.00 

1. United States. Congress. Senate — Appropriations and 
expenditures. I. Title. II. Series. 

OCLC 6201382 


80-13019 
X 96-2:Pub.Law 215 
United States. Laws, statutes, etc. 

An act to authorize the voluntary interservice transfer of 
officers between the commissioned corps of the National Oce- 
anic and Atmospheric Administration and the Armed Forces 
... — [Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1980] 

20402 

[2] p. ; 24 cm. — (Public Law ; 96-215) 

Caption title. 

S. 1454 enacted into Pub. Law 96-215. 

Approved Mar. 25, 1980. 

“94 STAT. 123.” 

@ltem 575 

pbk. : $1.00 

1. United States. National Oceanic and Atmospheric Ad- 
ministration — Officials and employees. 2. Insurance, Unem- 
ployment — United States. I. Title. II. Series. 

OCLC 6207805 


80-13020 
X 96-2:Pub.Law 217 
United States. Laws, statutes, etc. 

An act to extend the time for commencing actions on 
behalf of an Indian tribe, band, or group, or on behalf of an 
individual Indian whose land is held in trust or restricted 
status. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1980] 

20402 

[1] p. ; 24 cm. — (Public Law ; 96-217) 

S. 2222 enacted into Pub. Law 96-217. 

Approved Mar. 27, 1980. 

“94 STAT. 126.” 

@ltem 575 

pbk. : $1.00 

1. Indians of North America—Claims. I. 
Series. 

OCLC 6207742 


Title. II. 
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80-13021 80-13025 


X 96-2:Pub.Law 218 


X 96-2:S.doc.39 
United States. Laws, statutes, etc. 


United States. President, 1977- (Carter) 


Joint resolution authorizing the President to proclaim May 
1, 1980, “National Bicycling Day”. — [Washington : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1980] 

20402 

[1] p. ; 24 cm. — (Public Law ; 96-218) 

H.J. Res. 414 enacted into Pub. Law 96-218. 

Approved Mar. 28, 1980. 

“94 STAT. 127.” 

@ltem 575 

pbk. : $1.00 

1. National Bicycling Day. I. Title. II. Series. 

OCLC 6207724 


80-13022 


X 96-2:Pub.Law 219 
United States. Laws, statutes, etc. 

Joint resolution making additional funds available by trans- 
fer for the fiscal year ending September 30, 1980, for the 
Federal Trade Commission. — [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1980] 

20402 

[1] p. ; 24 cm. — (Public Law ; 96-219) 

H.J. Res. 514 enacted into Pub. Law 96-219. 

Approved Mar. 28, 1980. 

“94 STAT. 128.” 

@ltem 575 

pbk. : $1.00 

1. United States. Federal Trade Commission — Appropri- 
ations and expenditures. I. Title. II. Series. 

OCLC 6209736 


Veto—S. 2096 : message from the President of the United 
States .... —- Washington : U.S. Govt. Print. Off., 1980. 

4 p. ; 24 cm.— (Senate document - 96th Congress, 2d 
session ; no. 96-39) 

Jan. 3, 1980. 

@ltem 996-A, 996-B (microfiche) 

pbk. 

1. Tetrachlorodibenzodioxin— Toxicology. I. Title. II. 
Series: United States. 96th Congress, 2d session, 1980. Senate. 
Document ; no. 96-39. 

OCLC 6123679 


80-13026 


X 96-2:S.ex.rp.31 


United States. Congress. Senate. Committee on Foreign Rela- 


tions. 

Nomination of Robert E. White : report together with 
additional views. — [Washington : U.S. Govt. Print. Off., 
1980] 

53 p. ; 24 cm.— (Executive report - 96th Congress, 2d 
session, Senate ; no. 96-31) 

Caption title. 

Feb. 27, 1980. 

@ltem 1008-A-1, 1008-D (microfiche) 

pbk. 

1. White, Robert E., 1926- 2. United States — Diplomatic 
and consular service — Appointments, promotions, salaries, 
etc. I. Title. II. Series: United States. 96th Congress, 2d 
session, 1980. Senate. Executive report ; no. 96-31. 

OCLC 6094503 


80-13023 
X 96-2:Pub.Law 220 80-13027 
United States. Laws, statutes, etc. 


An act to extend the Emergency agricultural credit adjust- 


X 96-2:S.rp.550 
United States. Congress. Senate. Committee on Commerce, Sci- 


ment act of 1978, and for other purposes. — [Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1980] 

20402 

[3] p. ; 24 cm. — (Public Law ; 96-220) 

Caption title. 

S. 2269 enacted into Pub. Law 96-220. 

Approved Mar. 30, 1980. 

“94 STAT. 129.” 

@ltem 575 

pbk. : $1.00 

1. Agricultural credit — United States. 2. Loans — United 
States — Government guaranty. I. Title. II. Series. 
OCLC 6209710 


ence, and Transportation. 

Extending the provisions of title XII of the Merchant 
marine act, 1936, relating to war risk insurance : report to 
accompany S. 1452. — [Washington : U.S. Govt. Print. Off., 
1980.] 

5 p. ; 24cm. — (Senate report - 96th Congress, 2d session ; 
no. 96-550) 

Caption title. 

Jan. 10, 1980. 

@ltem 1008-A, 1008-A-2 (microfiche) 

1. Insurance, Marine — United States—War risks. I. 
Title. II. Series: United States. 96th Congress, 2d session, 
1980. Senate. Report ; no. 96-550. 


OCLC 6113081 
80-13024 


X 96-2:Pub.Law 222 
United States. Laws, statutes, etc. 
Technical corrections act of 1979 : [an act to make techni- 


80-13028 
X 96-2:S.rp.551 
United States. Congress. Senate. Committee on Agriculture, Nu- 


cal corrections related to the Revenue act of 1978]. — [Wash- 
ington : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1980] 

20402 

[35] p. ; 24 cm. — (Public Law ; 96-222) 

H.R. 2797 enacted into Pub. Law 96-222. 

Approved Apr. 1, 1980. 

“94 STAT. 194.” 

@ltem 575 

pbk. : $2.00 

1. Taxation—kaw and legislation— United States. 2. 
Income tax — Law and legislation — United States. I. Title. 
II. Series. 
OCLC 6209778 


trition, and Forestry. 

Educational programs for more effective marketing of agri- 
cultural commodities by farmers : report to accompany S. 
Res. 225. — [Washington : U.S. Govt. Print. Off., 1980] 


3 p. ; 24 cm. — (Senate report - 96th Congress, 2d session ; 
no. 96-551) 

Caption title. 

Jan. 10, 1980. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Farm produce — Marketing — Study and teaching — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, 2d session, 1980. Senate. Report ; no. 96-551. 

OCLC 6112958 
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80-13029 
X 96-2:S.rp.552 

United States. Congress. Senate. Committee on Foreign Rela- 

tions. 
Special Central American and Caribbean security assistance 
act of 1979 : report together with addtional views to accom- 
pany S. 2012. — [Washington : U.S. Govt. Print. Off., 1980] 

24 p. ; 24 cm. — (Senate report - 96th Congress, 2d session 
; no. 96-552) 

Caption title. 

Jan. 17, 1980. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 


1. Economic assistance, American — Nicaragua. 2. Eco- 
nomic assistance, American — Central America. 3. Econom- 
ic assistance, American—Caribbean area. I. Title. II. 
Series: United States. 96th Congress, 2d session, 1980. Senate. 
Report ; no. 96-552. 

OCLC 6132898 


80-13030 
X 96-2:S.rp.553 
United States. Congress. Senate. Committee on the Judiciary. 

Criminal Code reform act of 1979 : report of the Commit- 
tee on the Judiciary, United States Senate, to accompany S. 
1722. — Washington : U.S. Govt. Print. Off., 1980. 

xi, 1507 p. ; 24 cm. — (Senate report - 96th Congress, 2d 
session ; no. 96-553) 

Jan. 17, 1980. 

Includes bibliographical references. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Criminal law — United States. 2. Criminal procedure — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, 2d session, 1980. Senate. Report ; no. 96-553. 

OCLC 6162960 


80-13031 
X 96-2:S.rp.556 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Providing that receipts from certain sales of items by the 
Sergeant at Arms of the Senate to Senators and committees 
and offices of the Senate shall be credited to the appropri- 
ations from which such items were purchased : report to 
accompany S. 2225.— [Washington : U.S. Govt. Print. Off., 
1980] 

2 p. ; 24cm. — (Senate report - 96th Congress, 2d session ; 
no. 96-556) 

Caption title. 

Jan. 25, 1980. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United States. Congress. Senate — Appropriations and 
expenditures. I. Title. II. Series: United States. 96th Con- 
gress, 2d session, 1980. Senate. Report ; no. 96-556. 

OCLC 6207784 


80-13032 
X 96-2:S.rp.562 
United States. Congress. Senate. Committee on Rules and Ad- 
ministration. 

Consolidation of certain standing rules embodying the same 
subject matter and renumbering others : report. — [Washing- 
ton : U.S. Govt. Print. Off., 1980] 

2 p. ; 24cm. — (Senate report - 96th Congress, 2d session ; 
no. 96-562) 

Caption title. 

Jan. 30, 1980. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 
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1. United States. Congress. Senate — Rules and practice. 
I. Title. II. Series: United States. 96th Congress, 2d session, 
1980. Senate. Report ; no. 96-562. 

OCLC 6132781 


80-13033 
X 96-2:S.rp.567 
United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 
Policy with repect to items carried on space flight missions 
: report of the Senate Committee on Commerce, Science, and 
Transportation on S. J. Res. 141. — Washington : U.S. Govt. 
Print. Off., 1980. 
iii, 6 p. ; 24 cm.— (Senate report - 96th Congress, 2d 
session ; no. 96-567) 
Feb. 4, 1980. 
@ltem 1008-A, 1008-A-2 (microfiche) 
pbk. 
1. Astronauts — Legal status, laws, etc. — United States. 
2. Manned space flight. I. Title. II. Series: United States. 
96th Congress, 2d session, 1980. Senate. Report ; no. 96-567. 
OCLC 6132847 


80-13034 
X 96-2:S.rp.568 
United States. Congress. Senate. Committee on Foreign Rela- 
tions. 

Special Azores earthquake relief and reconstruction assist- 
ance : report to accompany S. 2194.— [Washington : U.S. 
Govt. Print. Off., 1980} 

11 p. ; 24 cm. — (Senate report - 96th Congress, 2d session 
; no. 96-568) 

Caption title. 

Feb. 6, 1980. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Disaster relief— Azores. 2. Economic assistance, 
American — Azores. 3. Earthquakes— Azores. I. Title. 
II. Series: United States. 96th Congress, 2d session, 1980. 
Senate. Report ; no. 96-568. 

OCLC 6113004 


80-13035 
X 96-2:S.rp.569 
United States. Congress. Senate. Select Committee on Indian 
Affairs. 

Extending the time for commencing actions on behalf of an 
Indian tribe, band, or group, or on behalf of an individual 
Indian whose land is held in trust or restricted status : report 
to accompany S. 2222.—-[Washington : U.S. Govt. Print. 
Off., 1980] 

14 p. : graph ; 24 cm. — (Senate report - 96th Congress. 2d 
session ; no. 96-569) 

Caption title. 

Feb. 7, 1980. 

@ltem 1008-A, 1008-A-2 (microfiche) 

1. Indians of North America—Claims. I. Title. II. 
Series: United States. 96th Congress, 2d session, 1980. Senate. 
Report ; no. 96-569. 

OCLC 6113034 


80-13036 
X 96-2:S.rp.573 
United States. Congress. Senate. Committee on the Judiciary. 
Iwo Jima Commemoration Day : report to accompany S.J. 
Res. 140. — [Washington : U.S. Govt. Print. Off., 1980] 
2 p. ; 24. cm. — (Senate report - 96th Congress, 2d session ; 
no. 96-573) 
Caption title. 
Feb. 19, 1980. 





@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Iwo Jima Commemoration Day. I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. Senate. Report 
; no. 96-573. 

OCLC 6104074 


80-13037 
X 96-2:S.rp.574 
United States. Congress. Senate. Select Committee on Indian 
Affairs. 

Acquisition of lands for the benefit of the Mille Lacs Band 
of Minnesota Chippewa Indians : report to accompany S. 
1464. — [Washington : U.S. Govt. Print. Off., 1980] 

7 p. ; 24cm. — (Senate report - 96th Congress, 2d session ; 
no. 96-574) 

Caption title. 

Feb. 20, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Chippewa Indians — Land transfers. 2. Chippewa Indi- 
ans — Legal status, laws, etc. I. Title. II. Series: United 
States. 96th Congress, 2d session, 1980. Senate. Report ; no. 
96-574. 

OCLC 6104153 


80-13038 
X 96-2:S.rp.576 
United States. Congress. Senate. Committee on the Judiciary. 

Teacher Day, United States of America : report to accom- 
pany S.J. Res. 135.— [Washington : U.S. Govt. Print. Off., 
1980] 

2 p. ; 24cm. — (Senate report - 96th Congress, 2d session ; 
no. 96-576) 

Caption title. 

Feb. 20, 1980. 

@tem 1008-C, 1008-D (microfiche) 

pbk. 

1. Teacher Day, United States of America. I. Title. II. 
Series: United States. 96th Congress, 2d session, 1980. Senate. 
Report ; no. 96-576. 

OCLC 6104029 


80-13039 
X 96-2:S.rp.579 
United States. Congress. Senate. Committee on the Judiciary. 
For the relief of Isaac N. Hulver of Kansas City, Mo. : 
report to accompany S. 442.—([Washington : U.S. Govt. 
Print. Off., 1980] 
8 p. ; 24cm. — (Senate report - 96th Congress, 2d session ; 
no. 96-579) 
Caption title. 
Feb. 20, 1980. 
@tem 1008-C, 1008-D (microfiche) 
pbk. 
1. Hulver, Isaac N. I. Title. II. Series: United States. 
96th Congress, 2d session, 1980. Senate. Report ; no. 96-579. 
OCLC 6132941 


80-13040 
X 96-2:S.rp.580 
United States. Congress. Senate. Committee on the Judiciary. 
For the relief of Nick Masonich : report to accompany S. 
803. — [Washington : U.S. Govt. Print. Off., 1980] 
8 p. ; 24cm. — (Senate report - 96th Congress, 2d session ; 
no. 96-580) 
Caption title. 
Feb. 20, 1980. 
@ltem 1008-C, 1008-D (microfiche) 
pbk. 
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1. Masonich, Nick. I. Title. II. Series: United States. 96th 
Congress, 2d session, 1980. Senate. Report ; no. 96-580. 
OCLC 6132927 


80-13041 


X 96-2:S.rp.581 


United States. Congress. Senate. Committee on the Judiciary. 


For the relief of Bharat Persaud : report to accompany S. 
1086. — [Washington : U.S. Govt. Print. Off., 1980] 

3 p. ; 24cm. — (Senate report - 96th Congress, 2d session ; 
no. 96-581) 

Caption title. 

Feb. 20, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Persaud, Bharat, 1947- I. Title. II. Series: United 
States. 96th Congress, 2d session, 1980. Senate. Report ; no. 
96-581. 

OCLC 6132909 


80-13042 


X 96-2:S.rp.582 
United States. Congress. Senate. Committee on the Judiciary. 

Barbara Laws Smith : report to accompany H.R. 891. — 
(Washington : U.S. Govt. Print. Off., 1980] 

8 p. ; 24cm. — (Senate report - 96th Congress, 2d session ; 
no. 96-582) 

Caption title. 

Feb. 20, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Smith, Barbara Doreen Laws, 1923- I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. Senate. Report 
; no. 96-582. 

OCLC 6120867 


80-13043 


X 96-2:S.rp.583 
United States. Congress. Senate. Committee on the Judiciary. 

Maria Corazon Samtoy : report to accompany H.R. 948. — 
[Washington : U.S. Govt. Print. Off., 1980] 

9 p. ; 24cm. — (Senate report - 96th Congress, 2d session ; 
no. 96-583) 

Caption title. 

Feb. 20, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Samtoy, Maria Corazon, 1973- I. Title. II. Series: 
United States. 96th Congress, 2d session, 1980. Senate. Report 
; no. 96-583. 

OCLC 6120775 


80-13044 
X 96-2:S.rp.584 
United States. Congress. Senate. Committee on the Judiciary. 

Nelia Ruiz Hedlund : report to accompany H.R. 1559. — 
[Washington : U.S. Govt. Print. Off., 1980] 

11 p. ; 24cm. — (Senate report - 96th Congress, 2d session 
; no. 96-584) 

Caption title. 

Feb. 20, 1980. 

@ltem 1008-C, 1008-D (microfiche) 

pbk. 

1. Hedlund, Nelia Ruiz, 1957- I. Title. II. Series: United 
States. 96th Congress, 2d session, 1980. Senate. Report ; no. 
96-584. 

OCLC 6120684 
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80-13045 
X 96-2:S.rp.585 
United States. Congress. Senate. Committee on the Judiciary. 
Loraine Smart and Robert Clarke : report to accompany 
H.R. 1829. — [Washington : U.S. Govt. Print. Off., 1980] 
11 p. ; 24cm. — (Senate report - 96th Congress, 2d session 
; no. 96-585) 
Caption title. 
Feb. 20, 1980. 
@ltem 1008-C, 1008-D (microfiche) 
pbk. 
1. Clarke, Robert, 1958- 2. Smart, Loraine, 1961- I. Title. 
II. Series: United States. 96th Congress, 2d session, 1980. 
Senate. Report ; no. 96-585. 
OCLC 6120592 


80-13046 
X 96-2:S.rp.586 
United States. Congress. Senate. Committee on the Judiciary. 
Pedro Gauyan Nelson : report to accompany H.R. 3139. — 
[Washington : U.S. Govt. Print. Off., 1980] 
9 p. ; 24cm. — (Senate report - 96th Congress, 2d session ; 
no. 96-586) 
Caption title. 
Feb. 20, 1980. 
@ltem 1008-C, 1008-D (microfiche) 
pbk. 
1. Feraro, Pedro G., 1963- I. Title. II. Series: United 
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mission. 2. Alcohol as fuel. 3. Biomass energy — United 
States. I. Title. 

OCLC 6105212 


80-13082 
Y 3.Al 1:2 R 32/979 
United States. Congress. National Alcohol Fuels Commission. 

1979 legislative review : 96th Congress, first session. — 
Washington : National Alcohol Fuels Commission, 1980. 

412 First St., SE, 20003 

17 p. : ill. ; 28 cm. 

Jan. 1980. 

pbk. 

1. Alcohol as fuel. 2. Biomass energy — United States. 3. 
United States. Congress. National Alcohol Fuels Commis- 
sion — Law and legislation. I. Title. 

OCLC 6124389 


ARCHITECTURAL AND TRANSPORTATION 
BARRIERS COMPLIANCE BOARD 
Washington, DC 20201 


80-13083 
Y 3.B 27:1/978 
Architectural and Transportation Barriers Compliance Board. 

Report of the Architectural and Transportation Barriers 
Compliance Board. [Washington] Architectural and Transpor- 
tation Barriers Compliance Board. 

20201 

28 cm. 

3d- 1975/76-76/77- 

Cover title: Report of the U.S. Architectural and Transpor- 
tation Barriers Compliance Board to the President and the 
Cogress 1975/76-76/77- 

“Submitted to the President and Congress of the United 
States.” 

Report covers fiscal year 1978. 

Reports prior to 1977/78 were sent to depository libraries 
as Item 1089. 

@ltem 1062-D-1 

Continues: Report to the President and to the Congress of 
the United States by the Architectural and Transportation 
Barriers Compliance Board 1974/75 

1. Architectural and Transportation Barriers Compliance 
Board — Periodicals. 2. Physically handicapped — United 
States — Transportation — Periodicals. 3. Architecture and 
the physically handicapped — United States — Periodicals. I. 
Title. 

OCLC 5138944 


Government Publications — June 1980 


CONSUMER PRODUCT SAFETY 
COMMISSION 
Washington, DC 20207 
80-13084 
Y 3.C 76/3:2 F 11 
United States. Consumer Product Safety Commission. 
Consumer product fact sheet : CPSC fact sheet flyer. — 
Washington : Consumer Product Safety Commission, 1980. 
20207 
2 p. ; 28 cm. 
1 January 1980. 
@ltem 1062-C 
pbk. 
1. Product safety — Bibliography — Catalogs. 
Title: CPSC fact sheet flyer. 
OCLC 6173021 


80-13085 


I. Title. IL. 


Y 3.C 76/3:2 H 12/979-3 
United States. Consumer Product Safety Commission. 

CPSC bulletin : final list. — [Washington] : Consumer Prod- 
uct Safety Commission, 1979. 

20207 

43 p. ; 22 x 28 cm. 

October 1979. 

@ltem 1062-C 

pbk. 

1. Hair dryers. 2. Asbestos — Toxicology. 
OCLC 6166818 


80-13086 


I. Title. 


Y 3.C 76/3:2 P 69/8 
United States. Consumer Product Safety Commission. 

Consumer Deputy final report on playground surfaces. — 
[Washington] Consumer Product Safety Commission, 
[19807 

20207 

15 p. ; 28 cm. 

@ltem 1062-C 

pbk. 

1. Playgrounds— United States— Safety measures. I. 
Title. 
OCLC 6157339 


80-13087 
Y 3.C 76/3:2 Sa 9/2 
Saved by the bell. — [Washington : Consumer Product Safety 
Commission, 19807]. 
20207 
[2] p. : ill. ; 36 x 22 cm. fold. to 9 x 22 cm. 
@ltem 1062-C 
pbk. 
1. Fire prevention. 
Safety Commission. 
OCLC 6191675 


80-13088 


I. United States. Consumer Product 


Y 3.C 76/3:11/13/975 
United States. Consumer Product Safety Commission. 

Carbon monoxide. — Rev. May 1975. — Washington : Con- 
sumer Product Safety Commission, 1975. 

20207 

3 p. ; 27 cm.— (Product safety fact sheet - 
Product Safety Commission ; no. 13) 

No longer available for sale by the Supt. of Docs. 

Bibliography: p. 2-3. 

Later edition available for sale from the Supt. of Docs., 
U.S. Govt. Print. Off. 

pbk. 


Consumer 
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Advisory Council on Women‘s Educational Programs 


1. Carbon monoxide — Toxicology. I. Title. II. Series: 
United States. Consumer Product Safety Commission. Prod- 
uct safety fact sheet - Consumer Product Safety Commission ; 
no. 13. 

OCLC 6095697 


80-13089 


Y 3.C 76/3:11/40/975 
United States. Consumer Product Safety Commission. 

Christmas decorations. — Rev. Nov. 1975.— Washington : 
Consumer Product Safety Commission : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1978. 

20402 


3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 40) 

Bibliography: p. 3. 

@ltem 1062-C-7 

S/N 052-01 1-00041-8 

pbk. : $3.50 per 50 

1. Christmas decorations — Safety measures. I. Title. II. 
Series: United States. Consumer Product Safety Commission. 
Fact sheet - Consumer Product Safety Commission ; no. 40. 
OCLC 6213442 


80-13090 
Y 3.C 76/3:11/65/979 
United States. Consumer Product Safety Commission. 
Gas water heaters. — Rev. Jan. 1979. — Washington : Con- 
sumer Product Safety Commission, 1979. 
20207 
2 p. ; 28 cm.— (Product safety fact sheet - Consumer 
Product Safety Commission ; no. 65) 
Bibliography: p. 2. 
@ltem 1062-C 7 
S/N 052-011-00213-5 
pbk. : $2.65 per 50 
1. Water heaters — Safety measures. I. Title. II. Series: 
United States. Consumer Product Safety Commission. Prod- 
uct safety fact sheet - Consumer Product Safety Commission ; 
no. 65. 
OCLC 6158630 


80-13091 
Y¥ 3.C 76/3:11/69/978 
United States. Consumer Product Safety Commission. 
Counter-top-cooking appliances (portable).— Rev. May 
1978. — Washington : Consumer Product Safety Commission : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978 i.e. 
1979. 
20402 
4 p. 27 cm. — (Product safety fact sheet - Consumer Prod- 
uct Safety Commission ; no. 69) 
Bibliography: p. 4. 
@ltem 1062-C-7 
S/N 052-01 1-00066-3 
pbk. : $4.00 per 50 
1. Household appliances, Electrical — Safety measures. 2. 
Electrical cookery. I. Title. II. Series: United States. Con- 
sumer Product Safety Commission. Product safety fact sheet - 
Consumer Product Safety Commission ; no. 69. 
OCLC 6213482 


80-13092 
Y 3.C 76/3:11/74/979 
United States. Consumer Product Safety Commission. 
Toy boxes and toy chests. — Rev. Apr. 1979. — Washing- 
ton : Consumer Product Safety Commission, 1979. 
20207 


2 p. ; 28 cm.— (Product safety fact sheet - Consumer 
Product Safety Commission ; no. 74) 
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Bibliograohy: p. 2. 

@ltem 1062-C-7 

S/N 052-011-00071-0 

pbk. : $3.75 per 50 

1. Toy industry — Equipment and supplies. 2. Children’s 
paraphernalia. I. Title. II. Series: United States. Consumer 
Product Safety Commission. Fact sheet - Consumer Product 
Safety Commission ; no. 74. 
OCLC 6159435 


ADVISORY COUNCIL ON WOMEN’S 
EDUCATIONAL PROGRAMS 
Washington, DC 20202 


80-13093 


Y 3.Ed 8/6:1/979 


United States. National Advisory Council on Women’s Educa- 


tional Programs. 

Annual report - National Advisory Council on Women’s 
Educational Programs. [Washington] National Advisory 
Council on Women’s Educational Programs; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

$2.00 

2nd- 1976- 

Distinctive title: Equity for the eighties 

Sth, 1979. 

@ltem 1063-E-1 

S/N 017-080-02081-5 

ISSN 0149-8312 

Continues: Annual report - Advisory Council on Women’s 
Educational Programs ISSN 0364-3174 

1. Education of women — United States — Periodicals. 2. 
Educational equalization— United States — Periodicals. 3. 
United States. National Advisory Council on Women’s Edu- 
cational Programs — Periodicals. I. Title. 

OCLC 3172727 


FEDERAL ELECTION COMMISSION 
Washington, DC 20463 


80-13094 


Y 3.El 2/3:5 ¢/15/2/980 


United States. Federal Election Commission. 


Federal election campaign laws / compiled by the Federal 
Election Commission. — [Washington] : The Commission : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1980. 

20402 

ix, 90 p. ; 23 cm. 

“(Including the “Federal electiom campaign act amend- 
ments of 1979, “Pub. L. No. 86-187).” 

January 1980. 

@ltem 1091-A 

S/N 052-006-00004-0 

pbk. : $3.75 

1. Election law — United States. I. Title. 

OCLC 6191311 


80-13095 


Y 3.El 2/3:14/980 


Election directory. [Washington, Federal Election Commission, 


Clearinghouse on Election Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

28 cm. 

$5.00 

Cover title. 

1980. 





Annual. 

@ltem 1091-A 

S/N 052-006-00003-1 

ISSN 0163-5441 

1. Elections — United States — Handbooks, manuals, etc. 
2. State governments — Officials and employees — Directo- 
ries. 3. United States — Officials and employees — Directo- 
ries. I. United States. Clearinghouse on Election Administra- 
tion. 
JK2021.E43 

78-648244 

329/.0025/73 
OCLC 4394207 


FEDERAL LABOR RELATIONS COUNCIL 
Washington, DC 20415 


Government Publications — June 1980 


ISSN 0091-2972 

1. United States. National Commission on Libraries and 
Information Science — Periodicals. 2. Libraries — United 
States — Periodicals. 3. Information services — United 
States — Periodicals. 

Key Title: Annual report - National Commission on Librar- 
ies and Information Science I. Title. 
Z678.2.U55a 

73-643728 

021.8/2/0973 
OCLC 1786842 


UNITED STATES METRIC BOARD 
Arlington, VA 22209 


80-13098 
80-13096 Y 3.M 56:1/979 
United States. Metric Board. 


U.S. Metric Board annual report. [Arlington, Va.] Metric 


Y 3.F 31/21:9/6 
United States. Federal Labor Relations Council. 


Decisions and interpretations of the Federal Labor Rela- 
tions Council. Washington, Federal Labor Relations Council; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

v. 28 cm. 

$20.00 

v. 1- Jan. 1970/Dec. 1973- 

“Including decisions on appeals, interpretations of Execu- 
tive Order 11491, statements on major policy issues.” 

v. 6, 1978. 

Indexed in: Subject matter index with cross-reference table, 
ISSN 0164-1832. 

@ltem 1061-G-1 

S/N 052-003-00711-8 

ISSN 0145-1529 

1. Employee-management relations in government — United 
States — Cases. 2. Collective labor agreements — Govern- 
ment employees — United States — Cases. I. Title. 
KF5365.A553 

76-648308 
344/.73/018904 13530002646 
OCLC 2702722 


NATIONAL COMMISSION ON LIBRARIES 
AND INFORMATION SCIENCE 
Washington, DC 20036 


80-13097 


Y 3.L 61:1/977-78 
United States. National Commission on Libraries and Informa- 
tion Science. 

Annual report to the President and Congress - National 
Commission on Libraries and Information Science. [Washing- 
ton] National Commission on Libraries and Information Sci- 
ence; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

24 cm. 

$3.50 

1971/72- 

Cover title: Annual report - National Commission on Li- 
braries and Information Science 1977/78- 

Title varies slightly. 

Report covers fiscal year 1978. 

@ltem 1061-F 

S/N 052-003-00712-6 


Board. 

1815 N. Lynn St., 22209 

ill. 28 cm. 

1979- 

Cover title. 

1979. 

@ltem 1089 

1. United States. Metric Board — Periodicals. 2. Metric 
system — United States — Periodicals. I. Title. 
OCLC 6118668 


NUCLEAR REGULATORY COMMISSION 
Washington, DC 20555 


80-13099 


Y 3.N 88:25/0063 


Los Alamos Scientific Laboratory. Thermal Reactor Safety 


Group. 

TRAC-P1 : an advanced best estimate computer program 
for PWR LOCA analysis / Thermal Reactor Safety 
Group. — Washington Nuclear Regulatory Commission, 
Office of Nuciear Regulatory Research ; [Springfield, Va. : 
for sale by the National Technical Information Service], 1978- 

22161 

v. : ill. ; 28 cm.— (NUREG/CR ; 0063) (LA ; 7279-MS) 

Prepared for Office of Nuclear Regulatory Research, U.S. 
Nuclear Regulatory Commission. 

United States Department of Energy contract W-7405- 
ENG. 36. 

Manuscript submitted May 1978, published June 1978. 

Includes bibliographical references. 

Contents: v.1, Methods, models, user information, and pro- 
gramming details. 

@ltem 1051-H-11 (microfiche) 

pbk. 

1. Nuclear reactors — Accidents — Computer programs. I. 
United States. Office of Nuclear Regulatory Research. II. 
United States. Dept. of Energy. III. Title. IV. Series: 
United States. Nuclear Regulatory Commission. NUREG/CR 
; 0063. 

OCLC 6212865 
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Technology Assessment Office 


80-13100 
Y 3.N 88:25/1250/v.1 
United States. Nuclear Regulatory Commission. Three Mile 
Island Special Inquiry Grour. 

Three Mile Island : a report to the commissioners and to 
the public / Nuclear Regulatory Commission, Special Inquiry 
Group. — [Washington] : Nuclear Regulatory Commission, 
[1980- 

Available from GPO Sales Program, Division of Technical 
Information and Document Control, 20555 

v. : ill., maps ; 28 cm. — (NUREG/CR ; 1250) 

@ltem 1051-H-11 

pbk. 

1. Three Mile Island Nuclear Station, Pa. 2. Atomic 
power-plants — Pennsylvania — Accidents. I. Title. II. 
Series: United States. Nuclear Regulatory Commission. 
NUREG/CR ; 1250. 

OCLC 5996296 


80-13101 
Y 3.N 88:28/v.1,n0.4 
United States. Nuclear Regulatory Commission. Office of In- 
spection and Enforcement. 

Licensed fuel facility status report. [Washington] Nuclear 
Regulatory Commission, Office of Inspection and Enforce- 
ment. 

Available from GPO sales program, Division of Technical 
Information and Document Control, 20555 

21 x 44 cm. (NUREG ; 0430) 

“Status summary report, data for decisions, fuel cycle oper- 
ations.” 

Vol.1, no.4, Jan. 1980. 

Chiefly tables. 

Semiannual. 

@ltem 1051-H-15 

Main series: United States. Nuclear Regulatory Commis- 
sion. NUREG 

1. Atomic power-plants — United States — Statistics — Per- 
iodicals. I. Title. II. Series: United States. Nuclear Regula- 
tory Commission. NUREG ; 0430. 

OCLC 6187595 


TECHNOLOGY ASSESSMENT OFFICE 
Washington, DC 20510 


80-13102 
Y 3.T 22/2:1/979 
United States. Congress. Office of Technology Assessment. 
Annual report to the Congress - Congress of the United 
States, Office of Technology Assessment. Washington, Con- 
gress of the United States, Office of Technology Assessment; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
ill. 26 cm. (OTA ; A-108) 
$4.50 
1974- 
Title varies slightly. 
1979. 
@ltem 1070-M 
S/N 052-003-00742-8 
ISSN 0095-2109 
Main series: United States. Congress. Office of Technology 
Assessment. OTA 
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1. United States. Congress. Office of Technology Assess- 
ment — Periodicals. 2. Technology assessment — United 
States — Periodicals. 

Key Title: Annual report to the Congress by the Office of 
Technology Assessment I. Title. 

T174.5.US6a 

74-647078 
328.73/07/6 
OCLC 1795650 


80-13103 
Y 3.T 22/2:2 En 2/8/pt.1/summ. 
United States. Congress. Office of Technology Assessment. 
Alternative energy futures. — Washington Congress, 
Office of Technolgoy Assessment, [1980- ] 
20510 
v. ; 24cm. — (OTA ; E-109) 
Mar. 1980. 
Contents: pt. 1. The future of liquefied natural gas imports, 
Summary. 
@ltem 1070-M 
pbk. 
1. Energy policy — United States. 2. Liquefied natural 
gas. I. Title. 
OCLC 6167750 


TENNESSEE VALLEY AUTHORITY 
Knoxville, TN 37902 


80-13104 
Y 3.T 25:2 F 53/11 
Tennessee Valley Authority. Division of Forestry, Fisheries, 
and Wildlife Development. 

Fishing on TVA lakes. — Norris, Tenn. : Tennessee Valley 
Authority, Division of Forestry, Fisheries, and Wildlife De- 
velopment, 1978. 

37828 

folder (8 p.) : ill. ; 22 x 9 cm. 

July 1978. 

pbk. 

1. Fishing — Tennessee Valley region. 2. Fishes, Fresh- 
water — Tennessee Valley region. I. Title. 

OCLC 4469587 


80-13105 
Y 3.T 25:4-2/Z-97 
Woodworth, Roger C., 1925- 

Can small farms be successful : accomplishments of four 
farm families / Roger C. Woodworth, Porter L. Russ, Harold 
C. Young. — Muscle Shoals, Ala. : Tennessee Valley Authori- 
ty, National Fertilizer Development Center, 1979. 

35660 

31 p. : ill. ; 28 cm. — (Circular - Tennessee Valley Authori- 
ty ; Z-97) 

August 1979. 

Includes bibliographical references. 

pbk. 

1. Farms— United States. 2. Family farms — United 
States. I. Russ, Porter L., joint author. II. Young, Harold 
C., joint author. III. United States. National Fertilizer De- 
velopment Center, Muscle Shoals, Ala. IV. Title. V. 
Series: Tennessee Valley Authority. Circular - Tennessee 
Valley Authority ; Z-97. 

OCLC 5865199 





80-13106 
Y 3.T 25:4-2/Z-102 
United States. National Fertilizer Development Center, Muscle 
Shoals, Ala. 

Sulfur-coated urea / [prepared by Fred Myers, Darrell A. 
Russel, Ronald D. Young]. — Muscle Shoals, Ala. : Tennessee 
Valley Authority, National Fertilizer Development Center, 
1979. 

35660 

[3] p. : col. ill. ; 28 cm.— (Circular - Tennessee Valley 
Authority ; Z-102) 

Technical update, December 1979. 

Includes bibliographical references. 

1. Urea as fertilizer. I. Myers, Fred. II. Russel, Darrell 
Arden, 1921- III. Young, Ronald D. IV. Title. V. Series: 
Tennessee Valley Authority. Circular - Tennessee Valley Au- 
thority ; Z-102. 

OCLC 5914631 


80-13107 
Y 3.T 25:13-2/979 
Tennessee Valley Authority. Division of Power Utilization. 

Electricity sales statistics. Chattanooga, Tenn., Tennessee 
Valley Authority, [Office of Power] , Division of Power 
Utilization. 

815 Power Building, 37401 

28 x 41 cm. 

Monthly with annual summary 

“Date of initial service of TVA rates and wholesale pur- 
chases from TVA.” 

Annual summary for 1979. 

Continues: Electricity sales statistics, ISSN 0364-0124, 
issued by: Tennessee Valley Authority. Division of Power 
Marketing. 

@ltem 1082-B 

ISSN 0364-0124 

1. Electric utilities — Tennessee Valley — Periodicals. I. 
Title. 

OCLC 4159441 


WATER RESOURCES COUNCIL 
Washington, DC 20037 


80-13108 
Y 3.W 29:2 As 7/975-2000/v.4 a 
United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 

20402 

4 v. : ill., maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: Alaska 
region. 

@ltem 1090 

S/N 052-045-00077-1 

pbk. : $3.75 

1. Water resources development — Alaska. 2. Water- 
supply — Alaska. I. Title. II. Title: Water resources region- 
al reports: Alaska region. 

OCLC 4770198 


Government Publications — June 1980 


80-13109 
Y 3.W 29:2 As 7/975-2000/v.4 ar 
United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 

20402 

4 v.:ill., maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: Arkansas- 
White-Red region. 

@ltem 1090 

S/N 052-045-00069-0 

pbk. : $2.75 

1, Water resources development — Southwestern States. 2. 
Water-supply — Southwestern States. I. Title. II. Title: 
Water resources regional reports: Arkansas-White-Red region. 
OCLC 4770198 


80-13110 
Y 3.W 29:2 As 7/975-2000/v.4 c 
United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 

20402 

4 v.: ill., maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: Caribbean 
region. 

@ltem 1090 

S/N 052-045-00080-1 

pbk. : $3.50 

1. Water resources development — Caribbean area. 2. 
Water resources development — Puerto Rico. 3. Water re- 
sources development — Virgin Islands of the United States. 
4. Water-supply— Caribbean area. 5. Water-supply — 
Puerto Rico. 6. Water-supply — Virgin Islands of the 
United States. I. Title. II. Title: Water resources regional 
reports: Caribbean region. 

OCLC 4770198 


80-13111 
Y 3.W 29:2 As 7/975-2000/v.4 ca 
United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 

20402 

4 v. : ill, maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: California 
region. 

@ltem 1090 

S/N 052-045-00076-2 

pbk. : $3.75 

1. Water resources development — California. 
supply — California. I. Title. 
gional reports: California region. 
OCLC 4770198 


2. Water- 
II. Title: Water resources re- 
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Water Resources Council 


80-13112 
Y 3.W 29:2 As 7/975-2000/v.4 gb 
United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 

20402 

4v.: ill., maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: Great 
Basin region. 

@ltem 1090 

S/N 052-045-00074-6 

pbk. : $3.75 

1. Water resources development — Great Basin. 2. Water- 
supply — Great Basin. I. Title. II. Title: Water resources 
regional reports: Great Basin region. 

OCLC 4770198 


80-13113 
Y 3.W 29:2 As 7/975-2000/v.4 gl 
United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 

20402 

4v.: ill, maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: Great 
Lakes region. 

@ltem 1090 

S/N 052-045-00062-2 

pbk. : $3.75 

1. Water resources development — Great Lakes region. 2. 
Water-supply — Great Lakes region. I. Title. II. Title: 
Water resources regional reports: Great Lakes region. 

OCLC 4770198 


80-13114 
Y 3.W 29:2 As 7/975-2000/v.4 h 
United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 

20402 

4 v. : ill., maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: Hawaii 
region. 

@ltem 1090 

S/N 052-045-00078-9 

pbk. : $3.50 

1. Water resources development — Hawaii. 
supply — Hawaii. I. Title. 
gional reports: Hawaii region. 
OCLC 4770198 


2. Water- 
II. Title: Water resources re- 


80-13115 
Y 3.W 29:2 As 7/975-2000/v.4 Ic 
United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 

20402 

4 v.: ill, maps ; 28 cm. 
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Dec. 1978. 

Contents: v. 4. Water resources regional reports: Lower 
Colorado region. 

@ltem 1090 

S/N 052-045-00073-8 

pbk. : $2.75 

1. Water resources development — Arizona. 2. Water re- 
sources development—Colorado River watershed. 3. 
Water-supply — Arizona. 4. Water-supply — Colorado River 
watershed. I. Title. II. Title: Water resources regional re- 
ports: Lower Colorado region. 
OCLC 4770198 


80-13116 
Y 3.W 29:2 As 7/975-2000/v.4 Im 
United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 

20402 

4 v.: ill., maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: Lower 
Mississippi region. 

@ltem 1090 

S/N 052-045-00066-5 

pbk. : $4.25 

1. Water resources development — Mississippi River water- 
shed. 2. Water-supply — Mississippi River watershed. I. 
Title. II. Title: Water resources regional reports: Upper 
Colorado region. 

OCLC 4770198 


80-13117 
Y 3.W 29:2 As 7/975-2000/v.4 m 
United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 ie. 1979- 

20402 

4 v.:ill., maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: Mid-At- 
lantic region. 
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S/N 052-045-00060-6 

pbk. : $4.00 

1. Water resources development — Middle Atlantic States. 
2. Water-supply — Middle Atlantic States. I. Title. II. 
Title: Water resources regional reports: Mid-Atlantic region. 
OCLC 4770198 
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United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 

20402 

4 v.:ill., maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: Missouri 
region. 

@ltem 1090 

S/N 052-045-00068-1 

pbk. : $2.75 





1. Water resources development — Missouri River basin. 
2. Water-supply — Missouri River basin. I. Title. II. Title: 
Water resources regional reports: Missouri region. 

OCLC 4770198 
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Y 3.W 29:2 As 7/975-2000/v.4 n 
United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council, — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 

20402 

4 v. : ill., maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: New Eng- 
land region. 
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1. Water resources development—New England. 2. 
Water-supply — New England. I. Title. II. Title: Water re- 
sources regional reports: New England region. 

OCLC 4770198 


80-13120 
Y 3.W 29:2 As 7/975-2000/v.4 oh 
United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 

20402 

4 v.: ill., maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: Ohio 
region. 
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1. Water resources development — Ohio River watershed. 
2. Water-supply — Ohio River watershed. I. Title. II. Title: 
Water resources regional reports: Ohio region. 

OCLC 4770198 
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Y 3.W 29:2 As 7/975-2000/v.4 p 
United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 

20402 

4 v.: ill., maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: Pacific 
Northwest region. 
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1. Water resources development — Northwestern States. 
2. Water-supply — Northwestern States. I. Title. II. Title: 
Water resources regional reports: Pacific Northwest region. 
OCLC 4770198 
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United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 
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4 v. : ill., maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: Souris- 
Red-Rainy region. 

@ltem 1090 

S/N 052-045-00067-3 

pbk. : $4.00 

1. Water resources development— North Dakota. 2. 
Water resources development — Minnesota. 3. Water- 
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Title. II. Title: Water resources regional reports: Souris- 
Red-Rainy region. 

OCLC 4770198 
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United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
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Dec. 1978. 

Contents: v. 4. Water resources regional reports: South 
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1. Water resources development — Atlantic States. 2. 
Water resources development — Southern States. 3. Water 
resources development — Gulf States. 4. Water-supply — 
Atlantic States. 5. Water-supply— Southern States. 6. 
Water-supply — Gulf States. I. Title. II. Title: Water re- 
sources regional reports: South Atlantic-Gulf region. 

OCLC 4770198 
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United States. Water Resources Council. 
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1. Water resources development — Tennessee River water- 
shed. 2. Water-supply — Tennessee River watershed. I. 
Title. II. Title: Water resources regional reports: Tennessee 
region. 

OCLC 4770198 


Page 299 





Aging, Select Committee on — House 


80-13125 
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United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 
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4 v. : ill., maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: Texas- 
Gulf region. 

@ltem 1090 

S/N 052-045-00070-3 
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1. Water resources development — Texas. 2. Water re- 
sources development— Gulf States. 3. Water-supply — 
Texas. 4. Water-supply — Gulf States. I. Title. II. Title: 
Water resources regional reports: Texas-Gulf region. 

OCLC 4770198 
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United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 
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Dec. 1978. 

Contents: v. 4. Water resources regional reports: Upper 
Colorado region. 
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1. Water resources development — Colorado River water- 
shed. 2. Water-supply— Colorado River watershed. I. 
Title. II. Title: Water resources regional reports: Upper 
Colorado region. 

OCLC 4770198 
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United States. Water Resources Council. 

The Nations water resources, 1975-2000 : second national 
water assessment / by the U.S. Water Resources Council. — 
[Washington] : The Council : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978 i.e. 1979- 
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4v.:ill., maps ; 28 cm. 

Dec. 1978. 

Contents: v. 4. Water resources regional reports: Upper 
Mississippi region. 
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1. Water resources development — Mississippi River water- 
shed. 2. Water-supply — Mississippi River watershed. I. 
Title. II. Title: Water resources regional reports: Upper Mis- 
sissippi region. 

OCLC 4770198 
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Y 4.Ag 4/2:Am 3 


United States. Congress. House. Select Committee on Aging. 


Americans over 100 : hearing before the Select Committee 
on Aging, House of Representatives, Ninety-sixth Congress, 
first session, November 14, 1979. — Washington, U.S. Govt. 
Print. Off., 1980. 

iii, 37 p. ; 24 cm. — (Serial - House, Select Committee on 
Aging ; no. 96-203) 

@ltem 1009 

pbk. 

1. Centenarians— United States. I. Title. II. Series: 
United States. Congress. House. Select Committee on Aging. 
Serial, 96th Congress ; no. 96-203. 

OCLC 6151215 


80-13129 


Y 4.Ag 4/2:El 2/18 


United States. Congress. House. Select Committee on Aging. 


Problems facing the black elderly : hearing before the 
Select Committee on Aging, House of Representatives, 
Ninety-sixth Congress, first session, May 9, 1979. — Washing- 
ton : U.S. Govt. Print. Off., 1979 i.e. 1980. 

iv, 81 p. ; 24 cm.— (Serial - House, Select Committee on 
Aging ; no. 96-200) 

Includes bibliographical references. 

@ltem 1009 

pbk. 

1. Afro-American aged — United States — Economic condi- 
tions. 2. Afro-American aged — United States — Social con- 
ditions. I. Title. II. Series: United States. Congress. House. 
Select Committee on Aging. Serial, 96th Congress ; no. 96- 
200. 

OCLC 6190911 


80-13130 


Y 4,Ag 4/2:En 2/4/979-80/v.1-3 


United States. Congress. House. Select Committee on Aging. 


Subcommittee on Human Services. 

Energy needs of low income elderly : winter 1979-80 : 
hearing before the Subcommittee on Human Services of the 
Select Committee on Aging, House of Representatives, 
Ninety-sixth Congress, first session ....— Washington : U.S. 
Govt. Print. Off., 1980- 

v. : ill. ; 24 cm.— (Serial - House, Select Committee on 
Aging ; no. 96-210, 96-211, 96-212) 

Hearings held: v. 1, Aug. 15, 1979, Auburn, Me.; v. 2, Aug. 
28, 1979, Des Moines, Iowa; v. 3, Aug. 30, 1979, Syracuse, 
N.Y. 
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pbk. 

1. Aged— United States—Economic conditions. 2. 
Energy policy — Social aspects — United States. 3. Trans- 
portation and state— United States. I. Title. II. Series: 
United States. Congress. House. Select Committee on Aging. 
Serial, 96th Congress ; no. 96-210, 96-211, 96-212. 

OCLC 6149386 





80-13131 


Y 4.Ag 4/2:H 75/2 
United States. Congress. House. Select Committee on Aging. 

Home health care for the elderly : hearing before the Sub- 
committee on Health and Long-Term Care of the Select 
Committee on Aging, House of Representatives, Ninety-sixth 
Congress, first session, August 14, 1979, Canton, Ohio. — 
Washington : U.S. Govt. Print. Off., 1970. 

iii, 90 p. ; 24 cm. — (Serial - House, Select Committee on 
Aging ; no. 96-199) 

@ltem 1009 

pbk. 

1. Aged — Home care — United States. 2. Medicare. I. 
Title. II. Series: United States. Congress. House. Select 
Committee on Aging. Serial, 96th Congress ; no. 96-199. 
OCLC 6109896 
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Y 4.Ag 4/2:M 46/7 
United States. Congress. House. Select Committee on Aging. 

Rural elderly access to emergency medical services : hear- 
ing before the Select Committee on Aging, House of Repre- 
sentatives, Ninety-sixth Congress, first session, May 7, 1979, 
Oklahoma City, Okla. — Washington : U.S. Govt. Print. Off., 
1970. 

iii, 74 p. : graphs ; 24 cm. — (Serial - House, Select Com- 
mittee on Aging ; no. 96-198) 

@ltem 1009 

pbk. 

1. Emergency medical services— United States. 2. 
Aged — Medical care — United States. 3. Rural health serv- 
ices— United States. I. Title. II. Series: United States. 
Congress. House. Select Committee on Aging. Serial, 96th 
Congress ; no. 96-82. 

OCLC 6109814 


80-13133 


Y 4.Ag 4/2:W 84/6/v.1-2 

United States. Congress. House. Select Committee on Aging. 
Subcommittee on Retirement Income and Employment. Task 
Force on Social Security and Women. 

Treatment of women under social security : hearings before 
the Task Force on Social Security and Women of the Sub- 
committee on Retirement Income and Employment and the 
Select Committee on Aging, House of Representatives, 
Ninety-sixth Congress, first session ....— Washington : U.S. 
Govt. Print. Off., 1980. 

2 v. : ill. ; 24 cm. — (Serial - House, Select Committee on 
Aging ; no. 96-216, 96-217) 

On spine: Treatment of women under social security— 
volume II Appendix. 

Hearings held in Washington, D.C., and Cleveland, Ohio, 
May 16-Seot. 13, 1979. 

Includes bibliographical references. 

@ltem 1009 

pbk. 

1. Social security — United States. 2. Women — United 
States — Social conditions. 3. Sex discrimination against 
women — United States. I. United States. Congress. House. 
Select Committee on Aging. II. Title. III. Series: United 
States. Congress. House. Select Committee on Aging. Serial, 
96th Congress ; no. 96-216, 96-217. 

OCLC 6133090 
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80-13134 


Y 4.Ag 8/1:B 85/2/980 


United States. Congress. House. Committee on Agriculture. 


Report of the Committee on Agriculture, House of Repre- 
sentatives, together with additional views, separate views, and 
minority views, to the Committee on the Budget pursuant to 
the Congressional budget and impoundment control act. 
Washington, U.S. Govt. Print. Off. 

24 cm. 

Title varies slightly. 

At head of title: 96th Congress, 2d session. Committee 
print. 

Mar. 7, 1980. 

@ltem 1010 

ISSN 0363-759X 

1. Budget— United States— Periodicals. 2. United 
States — Appropriations and expenditures — Periodicals. 3. 
Agriculture and state— United States — Periodicals. I. 
United States. Congress. House. Committee on the Budget. 

Key Title: Report of the Committee on Agriculture, House 
of Representatives, together with minority report, to the 
Committee on the Budget pursuant to the Congressional 
budget and impoundment control act II. Title. 

HJ2052.US5a 

76-646173 
354/.71/007232 
OCLC 2577294 


80-13135 


Y 4.Ag 8/1:96-H/pt.2 


United States. Congress. House. Committee on Agriculture. 


Subcommittee on Domestic Marketing, Consumer Relations, 
and Nutrition. 

Food stamp program : hearings before the Subcommittee 
on Domestic Marketing, Consumer Relations, and Nutrition 
of the Committee on Agriculture, House of Representatives, 
Ninety-sixth Congress, first session, on H.R. 2412, H.R. 4303, 
and H.R. 4318 ....— Washington : U.S. Govt. Print. Off., 
1979- 

v. ; 24 cm. — (Serial - House, Committee on Agriculture ; 
no. 96-H) 

Hearings held: pt. 2, on H.R. 4904, H.R. 4039, H.R. 4318, 
and H.R. 5057, Oct.10-Nov.1, 1979. 

@ltem 1010 

pbk. 

1. Food stamp program — Law and legislation — United 
States. I. Title. II. Series: United States. Congress. House. 
Committee on Agriculture. Serial, 96th Congress ; no. 96-H. 
KF27.A3336 1979 

79-6039 13 
344.73/063638 
OCLC 5590303 


80-13136 


Y 4.Ag 8/1:96-II 


United States. Congress. House. Committee on Agriculture. 


Review of Agricultural trade act of 1978 : joint hearing 
before the Committee on Agriculture and the Committee on 
Foreign Affairs, House of Representatives, Ninety-sixth Con- 
gress, first session, November 15, 1979. — Washington : U.S. 
Govt. Print. Off., 1980. 

iii, 42 p. ; 24 cm.— (Serial - House, Committee on Agri- 
culture ; no. 96-II) 

@ltem 1010 
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Agriculture, Nutrition, and Forestry, Committee on, Senate 


1. Produce trade — United States. 2. Foreign trade promo- 
tion — United States. I. United States. Congress. House. 
Committee on Foreign Affairs. II. Title. III. Series: United 
States. Congress. House. Committee on Agriculture . Serial, 
96th Congress ; no. 96-II. 

OCLC 6139813 


80-13137 
Y 4.Ag 8/1:96-MM/pt.1 
United States. Congress. House. Committee on Agriculture. 
Subcommittee on Conservation and Credit. 

Federal conservation and farm credit act amendments : 
hearings before the Subcommittee on Conservation and 
Credit of the Committee on Agriculture, House of Repre- 
sentatives, Ninety-sixth Congress, first session ....—- Washing- 
ton : U.S. Govt. Print. Off., 1979 i.e. 1980- 

v. : ill. ; 24 cm. — (Serial - House, Committee on Agricul- 
ture ; no. 96-MM) 

Hearings on H.R. 3693 and other bills: pt. 1, Washington, 
D.C., and other cities, Sept. 11-Nov. 10, 1979. 

@ltem 1010 

pbk. 

1. Soil conservation — Law and legislation — United States. 
2. Agricultural Conservation Program —Great Plains. 3. 
Agricultural credit— United States. I. Title. II. Series: 
United States. Congress. House. Committee on Agriculture. 
Serial, 96th Congress ; no. 96-MM. 

OCLC 6172049 


80-13138 
Y 4.Ag 8/1:96-V 
United States. Congress. House. Committee on Agriculture. 
Subcommittee on Family Farms, Rural Development, and 
Special Studies. 

Agricultural foreign investment disclosure act administra- 
tion : hearing before the Subcommittee on Family Farms, 
Rural Development, and Special Studies of the Committee on 
Agriculture, House of Representatives, Ninety-sixth Congress, 
first session, July 26, 1979. — Washington : U.S. Govt. Print. 
Off., 1979. 

iii, 19 p. ; 24 cm. — (Serial - House, Committee on Agri- 
culture ; no. 96-V) 

@ltem 1010 

pbk. 

1. Investments, Foreign — United States. 2. Farm owner- 
ship — United States. 3. Agricultural laws and legislation — 
United States. I. Title. II. Series: United States. Congress. 
House. Committee on Agriculture. Serial, 96th Congress ; no. 
96-V. 

OCLC 5688430 


AGRICULTURE, NUTRITION, AND 
FORESTRY, Committee on, Senate 
Washington, DC 20510 


80-13139 
Y 4.Ag 8/3:C 26 
United States. Congress. Senate. Committee on Agriculture, Nu- 
trition, and Forestry. Subcommittee on Agricultural Produc- 
tion, Marketing, and Stabilization of Prices. 

Effect of casein imports on U.S. dairy industry : hearing 
before the Subcommittee on Agricultural Production, Market- 
ing, and Stabilization of Prices of the Committee on Agricul- 
ture, Nutrition, and Forestry, United States Senate, Ninty- 
sixth Congress, first session, November 20, 1979. — Washing- 
ton : U.S. Govt. Print. Off., 1980. 

iv, 136 p. : graphs ; 24 cm. 

@ltem 1032-B 

pbk. 
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1. Casein. 2. Dairying — United States. I. Title. 
OCLC 6113205 


80-13140 


Y 4.Ag 8/3:F 73/12 


United States. Congress. Senate. Committee on Agriculture, Nu- 


trition, and Forestry. Subcommittee on Nutrition. 

Food and nutrition program optional consolidation and re- 
organization act of 1979 : hearing before the Subcommittee on 
Nutrition of the Committee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety-sixth Congress, first 
session, on S. 605 ... December 11, 1979. — Washington : U.S. 
Govt. Print. Off., 1980. 

iv, 104 p. ; 24 cm. 

@ltem 1032-B 

pbk. 

1. Food relief — Law and legislation — United States. 2. 
Food relief — United States — States. 3. Nutrition policy — 
United States. I. Title. 

OCLC 6133287 


80-13141 


Y 4.Ag 8/3:G 29 


United States. Congress. Senate. Committee on Agriculture, Nu- 


trition, and Forestry. Subcommittee on Environment, Soil 
Conservation, and Forestry. 

Impact of geothermal energy exploration on the Targhee 
National Forest : hearing before the Subcommittee on Envi- 
ronment, Soil Conservation and Forestry of the Committee 
on Agriculture, Nutrition, and Forestry, United States Senate, 
Ninety-sixth Congress, first session, July 16, 1979. — Washing- 
ton : U.S. Govt. Print. Off., 1979. 

iii, 89 p. : ill., maps ; 24 cm. 

@ltem 1032-B 

pbk. 

1. Geothermal resources—Idaho. 2. Targhee National 
Forest, Idaho and Wyo. 3. Geothermal engineering. I. 
Title. 

OCLC 5963319 


80-13142 


Y 4.Ag 8/3:M 91/2 


United States. Congress. Senate. Committee on Agriculture, Nu- 


trition, and Forestry. 

Review of the multilateral trade negotiations : hearing 
before the Committee on Agriculture, Nutrition, and Forest- 
ry, United States Senate, Ninety-sixth Congress, first session, 
May 7, 1979.— Washington : U.S. Govt. Print. Off., 1980. 

ili, 25 p. ; 24 cm. 

@ltem 1032-B 

pbk. 

1. Tariff— United States. 2. Foreign trade regulation — 
United States. 3. Agriculture and state — United States. I. 
Title. 

OCLC 6164986 


80-13143 


Y 4.Ag 8/3:P 84/2 


United States. Congress. Senate. Committee on Agriculture, Nu- 


trition, and Forestry. Subcommittee on Agricultural Research 
and General Legislation. 

To prohibit futures trading of potatoes on commodity ex- 
changes : hearing before the Subcommittee on Agricultural 
Research and General Legislation of the Committee on Agri- 
culture, Nutrition, and Forestry, United States Senate, 
Ninety-sixth Congress, first session, on S. 770 ... November 
15, 1979. — Washington : U.S. Govt. Print. Off., 1980. 

v, 257 p. ; 24 cm. 

Includes bibliographical references. 

@ltem 1032-B 

pbk. 





1. Potatoes—Law and legislation— United States. I. 
Title. 
OCLC 6137879 


80-13144 
Y 4.Ag 8/3:R 88/11 
United States. Congress. Senate. Committee on Agriculture , 
Nutrition, and Forestry. Subcommittee on Rural Develop- 
ment. 

Oversight on rural transportation : hearing before the Sub- 
committee on Rural Development of the Committee on Agri- 
culture, Nutrition, and Forestry, United States Senate, 
Ninety-sixth Congress, first session, October 24, 1979. — 
[Washington : U.S. Govt. Print. Off., 1980] 

iii, 92 p. : ill. ; 24. cm. 

@ltem 1032-B 

pbk. 

1. Transportation — United States. 2. 
Rural conditions. I. Title. 

OCLC 6114515 


80-13145 


United States — 


Y 4.Ag 8/3:T 48/2 
United States. Congress. Senate. Committee on Agriculture, Nu- 
trition, and Forestry. Subcommittee on Environment, Soil 
Conservation, and Forestry. 

Timber harvesting : hearing before the Subcommittee on 
Environment, Soil Conservation and Forestry of the Commit- 
tee on Agriculture, Nutrition, and Forestry, United States 
Senate, Ninety-sixth Congress, first session, June 22, 1979. — 
Washington : U.S. Govt. Print. Off., 1979. 

iii, 58 p. ; 24 cm. 

@ltem 1032-B 

pbk. 

1. Logging — United States. 
policy. I. Title. 

OCLC 5963315 


80-13146 


2. United States — Forest 


Y 4.Ag 8/3:W 39 
United States. Congress. Senate. Committee on Agriculture, Nu- 
trition, and Forestry. 

Nomination of James C. Webster to be an Assistant Secre- 
tary of Agriculture : hearing before the Committee on Agri- 
culture, Nutrition, and Forestry, United States Senate, 
Ninety-sixth Congress, first session ... October 17, 1979. — 
Washington : U.S. Govt. Print. Off., 1980. 

iii, 20 p. ; 24 cm. 

Hearing on nomination of James C. Webster, of South 
Dakota, to be Assistant Secretary of Agriculture for Govern- 
mental and Public Affairs. 
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1. Webster, James C. 2. United States. Dept. of Agricul- 
ture — Appointments, promotions, salaries, etc. I. Title. 
OCLC 6163232 
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80-13147 
Y 4.Ap 6/1:Ag 8/981/pt.1 
United States. Congress. House. Committee on Appropriations. 
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Subcommittee on Agriculture, Rural Development, and Re- 
lated Agencies. 

Agriculture, rural development, and related agencies appro- 
priations for 1981 : hearings before a subcommittee of the 
Committee on Appropriations, House of Representatives, 
Ninety-sixth Congress, second session / Subcommittee on Ag- 
riculture, Rural Development, and Related Agencies. — 
Washington : U.S. Govt. Print. Off., 1980- 

v. : ill. ; 24cm. 

Includes indexes. 

Contents: pt. 1. Agricultural programs. 

@ltem 1011, 1011-A (microfiche) 

pbk. 

1. United States. Dept. of Agriculture — Appropriations 
and expenditures. 2. United States — Appropriations and ex- 
penditures, 1981. I. Title. 

OCLC 6153830 


80-13148 
Y 4.Ap 6/1:En 2/2/981/pt.2-7 
United States. Congress. House. Committee on Appropriations. 
Subcommittee on Energy and Water Development. 

Energy and water development appropriations for 1981 : 
hearings before a subcommittee of the Committee on Appro- 
priations, House of Representatives, Ninety-sixth Congress, 
second session / Subcommittee on Energy and Water Devel- 
opment. — Washington : U.S. Govt. Print. Off., 1980- 

v.: ill. ; 24 cm. 

Includes indexes. 

Contents: pt. 2-3. Corps of Engineers ....—pt. 4. Appala- 
chian Regional Commission ....—pt. 5-7. Department of 
Energy 

@ltem 1011, 1011-A (microfiche) 
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1. Water resources development — United States — Fi- 
nance. 2. Power resources— United States— Finance. 3 
United States — Appropriations and expenditures, 1981. LI. 
Title. 

OCLC 6081522 


80-13149 
Y 4.Ap 6/1:L 52/981/pt.1 
United States. Congress. House. Committee on Appropriations. 
Subcommittee on Legislative Branch Appropriations. 
Legislative branch appropriations for 1981 : hearings before 
a subcommittee of the Committee on Appropriations, House 
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United States. Congress. Senate. Committee on Commerce, 
Science, and Transportation. Serial, 96th Congress ; no. 96-57. 
OCLC 6108543 
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Y¥ 4.C 73/7:96-60/pt.2 

United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. Subcommittee on Science, Technol- 
ogy, and Space. 

Patent policy : hearings before the Subcommittee on Sci- 
ence, Technology, and Space of the Committee on Com- 
merce, Science, and Transportation, United States Senate, 
Ninety-sixth Congress, first session, on S. 1215 .... — Washing- 
ton : U.S. Govt. Print. Off., 1979 i.e. 1980- 

v. ; 24 cm. — (Serial - Senate, Committee on Commerce, 
Science, and Transportation ; no. 96-60) 

Pt. 2: joint hearing before the Committee on Commerce, 
Science, and Transportation and the Committee on the Judici- 
ary, Jan. 25, 1980. 

Includes bibliographical references. 
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United States. Congress. Senate. Committee on Commerce, 
Science, and Transportation. II. United States. Congress. 
Senate. Committee on the Judiciary. III. Title. IV. Series: 
United States. Congress. Senate. Committee on Commerce, 
Science, and Transportation. Serial, 96th Congress ; no. 96-60. 
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Y 4.C 73/7:96-61 


United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. Subcommittee on Surface Transpor- 
tation. 

Increased coal rates on the Louisville & Nashville Railroad 
: hearing before the Subcommittee on Surface Transportation 
of the Committee on Commerce, Science, and Transportation, 
United States Senate, Ninety-sixth Congress, first session ... 
September 24, 1979.— Washington : U.S. Govt. Print. Off., 
1980. 

iii, 77 p. ; 24 cm. — (Serial - Senate, Committee on Com- 
merce, Science, and Transportation ; no. 96-61) 

@ltem 1041 

pbk. 

1. Louisville and Nashville Railroad Company. 2. Coal — 
United States—Transportation. 3. Railroads — United 
States — Rates. I. Title. II. Series: United States. Congress. 
Senate. Committee on Commerce, Science, and Transporta- 
tion. Serial, 96th Congress ; no. 96-61. 
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Y 4.C 73/7:96-65 


United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. 

FTC study of life insurance cost disclosure : hearings 
before the Committee on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety-sixth Congress, first ses- 
sion ... July 10 and October 17, 1979. — Washington : U.S. 
Govt. Print. Off., 1980. 

iii, 587 p. ill. ; 24 cm.— (Serial - Senate, Committee on 
Commerce, Science, and Transportation ; no. 96-65) 

Includes bibliographical references. 
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United States. Congress. Senate. Committee on Commerce, Sci- 


ence and Transportation. Subcommittee for Consumers. 

Federal Trade Commission, divestiture : hearing before the 
Subcommittee for Consumers of the Committee on Com- 
merce, Science, and Transportation,— Washington : U.S. 
Govt. Print. Off., 1980. 

iii, 131 p. ; 24 cm. — (Serial - Senate, Committee on Com- 
merce, Science, and Transportation ; no. 96-67) 
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United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. Subcommittee for Consumers. 

Oversight of the Federal Trade Commission : hearings 
before the Subcommittee for Consumers of the Committee on 
Commerce, Science, and Transportation, United States 
Senate, Ninety-sixth Congress, first session ....— Washington : 
U.S. Govt. Print. Off., 1979 i.e. 1980. 

vi, 808 p. : graphs ; 24 cm. — (Serial - Senate, Committee 
on Commerce, Science, and Transportation ; no. 96-69) 

Hearings held Sept. 18-Oct. 10, 1979. 

Includes bibliographical references. 
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merce, Science, and Transportation. Serial, 96th Congress ; 
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Y 4.C 75/7:C 82/4 
United States. Congress. House. Committee on Government Op- 
erations. Environment, Energy, and Natural Resources Sub- 
committee. 

Low-cost conservation measures : the Department of Ener- 
gy’s role : hearing before a subcommittee of the Committee 
on Government Operations, House of Representatives, 
Ninety-sixth Congress, first session, July 26 and September 
10, 1979. — Washington : U.S. Govt. Print. Off., 1979. 

iii, 201 p. : ill. ; 24 cm. 

Includes bibliographical references. 
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1. Energy conservation— United States— Finance. 2. 
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United States. Dept. of Energy. 
KF27.G655 1979a 


79-604 130 
333.79/16/0973 


OCLC 6015148 


JOINT ECONOMIC COMMITTEE 
Washington, DC 20510 
80-13186 
Y 4.Ec 7:D 69/3 
United States. Congress. Joint Economic Committee. 

The dollar, inflation, and U.S. monetary policy : hearing 
before the Joint Economic Committee, Congress of the 
United States, Ninety-sixth Congress, first session, October 17, 
1979. — Washington : U.S. Govt. Print. Off., 1980. 

iii, 27 p. ; 24. cm. 
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1. Monetary policy — United States. 2. Dollar, American. 
3. Inflation (Finance) — United States. I. Title. 
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80-13187 
Y 4.Ec 7:Ec 7/25/9179 
United States. Congress. Joint Economic Committee. 

The 1979 midyear review of the economy : hearings before 
the Joint Economic Committee, Congress of the United 
States, Ninety-sixth Congress, first session ....— Washington : 
U.S. Govt. Print. Off., 1979 i.e. 1980. 

iv, 462 p. : graphs ; 24 cm. 

Hearings held June 27-July 13, 1979. 
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1. United States — Economic conditions — 1971- I. Title. 
OCLC 5949209 


80-13188 
Y 4.Ec 7:Em 7/12/pt.15 
United States. Congress. Joint Economic Committee. 

Employment-unemployment : hearings before the Joint 
Economic Committee, Congress of the United States, Ninety- 
fourth Congress, first session. — Washington : U.S. Govt. 
Print. Off., 1975- 

20402 

v. : graphs ; 24 cm. 

Hearings held: pt. 15, Aug. 3-Dec. 7, 1979. 

Pts. 1-3 of these hearings held before the Subcommittee on 
Priorities and Economy in Government. 

Bibliography: p. 201-211. 
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1. Labor supply— United States. 2. Unemployed — 
United States. I. United States. Congress. Joint Economic 
Committee. Subcommittee on Priorities and Economy in 
Government. _II. Title. 

KF25.E267 1974a 

74-602546 //r77 
331.1/0973 
OCLC 1121813 


80-13189 
Y 4.Ec 7:F 49/2 
United States. Congress. Joint Economic Committee. Special 
Study on Economic Change. 

Issues in Federal finance : hearings before the Special 
Study on Economic Change of the Joint Ecomomic Commit- 
tee, Congress of the United States, Ninety-Sixth Congress, 
first session, July 25 and 27, 1979. — Washington : U.S. Govt. 
Print. Off., 1980. 

iii, 109 p. : graphs ; 24 cm. 
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1. Finance, Public — United States. 2. Government spend- 
ing policy — United States. I. Title. 

OCLC 6125377 


80-13190 
Y 4.Ec 7:H 81/7/980 
United States. Congress. Joint Economic Committee. 

The outlook for housing and the thrifts, 1980 : hearing 
before the Joint Economic Committee, Congress of the 
United States, Ninety-sixth Congress, first session, November 
28, 1979. — Washington : U.S. Govt. Print. Off., 1980. 

20402 

iii, 63 p. ; 24 cm. 
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1. Housing — United 
market — United States. 
OCLC 6176037 


80-13191 


States — Finance. 2. 


Money 
I. Title. 


Y 4.Ec 7:P 94/26 
United States. Congress. Joint Economic Committee. 

Productivity : hearings before the Joint Economic Commit- 
tee, Congress of the United States, Ninety-sixth Congress, 
first session, June 5 and 6, 1979. — Washington : U.S. Govt. 
Print. Off., 1979. 

20402 

iv, 105 p. : graphs ; 24 cm. 
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1. Labor productivity — United States. 2. Civil service — 
United States — Labor productivity. I. Title. 
OCLC 5813952 


80-13192 
Y 4.Ec 7:R 26/2 
United States. Congress. Joint Economic Committee. 
Regulatory budgeting and the need for cost-effectiveness in 
the regulatory process : hearing before the Joint Economic 
Committee, Congress of the United States, Ninety-sixth Con- 
gress, first session, August 1, 1979.— Washington : U.S. 
Govt. Print. Off., 1979. 
iii, 32 p. ; 24 cm. 
@ltem 1000 
S/N 052-070-05 142-6 
pbk. : $1.75 
1. Budget— United States. 2. Independent regulatory 
commissions — United States. 3. Administrative law — Eco- 
nomic aspects — United States. I. Title. 
KF25.E2 1979b 
80-600573 
353.0072/2 
OCLC 5688427 


80-13193 
Y 4.Ec 7:St 1/8 
United States. Congress. Joint Economic Committee. Special 
Study on Economic Change. 

Stagflation : hearings before the Special Study on Econom- 
ic Change of the Joint Economic Committee, Congress of the 
United States, Ninety-sixth Congress, first session, April 30, 
and May 7 and 9, 1979.— Washington : U.S. Govt. Print. 
Off., 1979. 

20402 

iii, 159 p. : graphs ; 24 cm. 

Includes bibliographical references. 
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1. Inflation (Finance) — United States. 2. United States — 
Economic conditions — 1971- I. Title. 

OCLC 5802532 


EDUCATION AND LABOR, Committee on, 
House 
Washington, DC 20515 


80-13194 
Y 4.Ed 8/1:D 63/4/pt.1-2 
United States. Congress. House. Committee on Education and 
Labor. Subcommittee on Labor Standards. 

Occupational diseases and their compensation : hearings 
before the Subcommittee on Labor Standards of the Commit- 
tee on Education and Labor, House of Representatives, 
Ninety-sixth Congress, first session ...— Washington : U.S. 
Govt. Print. Off., 1980- 

v. : ill. ; 24 cm. 

Hearings held: pt. 1, Washington, D.C., May 1, 2, and 8, 
1979; pt. 2, Washington, D.C., June 6 and 7, 1979. 

Includes bibliographical references. 

Contents: pt. 1. Asbestosis-related diseases.—pt. 2. Chemi- 
cals and other toxic agents. 
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1. Chemical workers— Diseases and hygiene — United 
States. 2. Occupational diseases — United States. 3. Work- 
men’s compensation — United States. I. Title. 

OCLC 6166649 


80-13195 
Y 4.Ed 8/1:El 2/8 
United States. Congress. House. Committee on Education and 
Labor. Subcommittee on Elementary, Secondary, and Voca- 
tional Education. 

To permit the use of title IV-B ESEA funds for the pur- 
chase of band instruments : hearing before the Subcommittee 
on Elementary, Secondary, and Vocational Education of the 
Committee on Education and Labor, House of Representa- 
tives, Ninety-sixth Congress, first session, on H.R. 5569 and 
H.R. 5772 ... November 28, 1979. — Washington : U.S. Govt. 
Print. Off., 1980. 

iii, 86 p. : ill. ; 24 cm. 
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1. Musical instruments— United States. 2. School 
music — United States. 3. Federal aid to education — United 
States. I. Title. 

OCLC 6133418 


80-13196 
Y 4.Ed 8/1:Eq 2/2/979 
United States. Congress. House. Committee on Education and 
Labor. Subcommittee on Employment Opportunities. 

Oversight hearings on Federal enforcement of EEO laws : 
hearings before the Subcommittee on Employment Opportu- 
nities of the Committee on Education and Labor, House of 
Representatives, Ninety-sixth Congress, first session, hearings 
held in Washington, D.C., on July 12, and 30, 1979. — Wash- 
ington : U.S. Govt. Print. Off., 1979. 

iii, 99 p. ; 23 cm. 
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1. Discrimination in employment — Law and legislation — 
United States. 2. Employee-management relations in gov- 
ernment — United States. I. Title. 

OCLC 6079634 


80-13197 
Y 4.Ed 8/1:H 19/12/pt.1 
United States. Congress. House. Committee on Education and 
Labor. Subcommittee on Select Education. 

Oversight of Public Law 94-142—the Education for all 
handicapped children act : hearings before the Subcommittee 
on Select Education of the Committee on Education and 
Labor, House of Representatives, Ninety-sixth Congress, first 
session ....— Washington : U.S. Govt. Print. Off., 1980- 

v. : ill. ; 24 cm. 

Hearings held: pt. 1, Washington, D.C., Sept. 27-Oct. 24, 
1979. 

Includes bibliographical references. 
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1. Handicapped children — Education — United States. I. 
Title. II. Title: Education for all handicapped children act. 
OCLC 6171837 


80-13198 
Y 4.Ed 8/1:Sa 1/10 
United States. Congress. House. Committee on Education and 
Labor. Subcommittee on Health and Safety. 

A staff report on the oversight of the Occupational Safety 
and Health Administration with respect to grain elevator fires 
and explosions / Subcommittee on Health and Safety, Com- 
mittee on Education and Labor, House of Representatives. — 
Washington : U.S. Govt. Print. Off., 1980. 
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At head of title: 96th Congress, 2d session. Committee 
print. 

Jan. 1980. 
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1. United States. Occupational Safety and Health Adminis- 
tration. 2. Grain elevators — United States — Accidents. 3. 
Grain elevators — United States — Fires and fire prevention. 
I. Title. II. Title: Oversight of the Occupational Safety and 
Health Administration with respect to grain elevator fires and 
explosions. 

OCLC 6205862 


80-13199 
Y 4.Ed 8/1:W 45/11 
United States. Congress. House. Committee on Education and 
Labor. Subcommittee on Employment Opportunities. 

Welfare jobs legislation : hearing before the Subcommittee 
on Employment Opportunities of the Committee on Educa- 
tion and Labor, House of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 4425 ... H.R. 4426 ... October 25, 
1979. — Washington : U.S. Govt. Print. Off., 1979 i.e. 1980. 

iii, 125 p. ; 24 cm. 
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1. Welfare recipients— United States. 2. Manpower 
policy — United States. 3. United States — Full employment 
policies. I. Title. 

OCLC 6158160 


ENERGY AND NATURAL RESOURCES, 
Committee on, Senate 
Washington, DC 20510 


80-13200 
Y 4.En 2:P 96/980-2 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. 

Publications list - Committee on Energy and Natural Re- 
sources, United States Senate. Washington, U.S. Govt. Print. 
Off. 

24 cm. 

At head of title: 96th Congress, 2d session. Committee 
print. 

Mar. 1980. 

Irregular. 
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1. United States. Congress. Senate. Committee on Energy 
and Natural Resources — Bibliography — Periodicals. I. 
Title. 

OCLC 4993810 


80-13201 
Y 4.En 2:96-56 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. 

Energy impact assistance legislation : hearings before the 
Committee on Energy and Natural Resources, United States 
Senate, Ninety-sixth Congress, first session, on S, 1699 ... S. 
1880 ... October 18 and 19, 1979. — Washington : U.S. Govt. 
Print. Off., 1979 i.e. 1980. 

iii, 304 p. : ill. ; 23 cm.— (Serial - Senate, Committee on 
Energy and Natural Resources ; no. 96-56) 

Includes bibliographical references. 
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1. Power resources — Law and legislation — United States. 
2. Intergovernmental fiscal relations — United States. 3. 
Energy policy — Social aspects— United States. I. Title. 
II. Series: United States. Congress. Senate. Committee on 
Energy and Natural Resources. Serial, 96th Congress ; no. 96- 
56 


OCLC 6175938 


80-13202 
Y 4.En 2:96-69 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. Subcommittee on Parks, Recreation, and 
Renewable Resources. 

The Antiquities act and Federal land policy and manage- 
ment act amendments of 1979 : hearing before the Subcom- 
mittee on Parks, Recreation, and Renewable Resources of the 
Committee on Energy and Natural Resources, United States 
Senate, Ninety-sixth Congress, first session, on S. 1176 .. 
September 13, 1979.— Washington : U.S. Govt. Print. Off., 
1980. 

iii, 306 p. : ill. ; 24 cm.— (Serial - Senate, Committee on 
Energy and Natural Resources ; no. 96-69) 

Bibliography: p. 305-306. 
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1. Historic sites — Law and legislation — United States. 2. 
United States— Public lands. I. Title. II. Series: United 
States. Congress. Senate. Committee on Energy and Natural 
Resources. Serial, 96th Congress ; no. 96-69. 

OCLC 6094189 


80-13203 


Y 4.En 2:96-70 


United States. Congress. Senate. Committee on Energy and 


Natural Resources. Subcommittee on Energy Regulation. 

Domestic energy policy act of 1979 : hearing before the 
Subcommittee on Energy Regulation of the Committee on 
Energy and Natural Resources, United States Senate, Ninety- 
sixth Congress, first session, on S. 1371 ... July 20, 1979. — 
Washington : U.S. Govt. Print. Off., 1980. 

iii, 75 p. ; 24 cm. — (Serial - Senate, Committee on Energy 
and Natural Resources ; no. 96-70) 
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1. Energy policy— United States. I. Title. II. Series: 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. Serial, 96th Congress ; no. 96-70. 

OCLC 6099196 


80-13204 


Y 4.En 2:96-73 


United States. Congress. Senate. Committee on Energy and 


Natural Resources. Subcommittee on Parks, Recreation, and 
Renewable Resources. 

Indiana Dunes National Lakeshore : hearing before the 
Subcommittee on Parks, Recreation, and Renewable Re- 
sources of the Committee on Energy and Natural Resources, 
United States Senate, Ninety-sixth Congress, first session, on 
S. 599 ... September 20, 1979.— Washington : U.S. Govt. 
Print. Off., 1980. 

iii, 261 p. : ill. ; 24 cm.— (Serial - Senate, Committee on 
Energy and Natural Resources ; no. 96-73) 
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1. Indiana Dunes National Lakeshore, Ind. 2. National 
parks and reserves—Indiana. I. Title. II. Series: United 
States. Congress. Senate. Committee on Energy and Natural 
Resources. Serial, 96th Congress ; no. 96-73. 

OCLC 6108488 





80-13205 


Y 4.En 2:96-74 

United States. Congress. Senate. Committee on Energy and 
Natural Resources. Subcommittee on Energy Research and 
Development. 

Energy supply act, title III : hearings before the Subcom- 
mittee on Energy Research and Development of the Commit- 
tee on Energy and Natural Resources, United States Senate, 
Ninety-sixth Congress, first session, on S. 1308 ... July 16 and 
17, 1979. — Washington : U.S. Govt. Print. Off., 1980. 

iii, 242 p. : ill. ; 24 cm.— (Serial - Senate, Committee on 
Energy and Natural Resources ; no. 96-74) 
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1. Energy policy — United States. 2. Power resources — 
Law and legislation — United States. I. Title. II. Series: 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. Serial, 96th Congress ; no. 96-74. 

OCLC 6123082 


80-13206 


Y 4.En 2:96-75/pt.1-2 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. Subcommittee on Energy Regulation. 

Domestic refinery development and improvement act of 
1979 : hearings before the Subcommittee on Energy Regula- 
tion of the Committee on Energy and Natural Resources, 
United States Senate, Ninety-sixth Congress, first session, on 
S. 1684 .... — Washington : U.S. Govt. Print. Off., 1980- 

v. : ill. ; 24 cm.— (Serial - Senate, Committee on Energy 
and Natural Resources ; no. 96-75) 

Hearings held: pt. 1, Sept. 11 and 12, 1979; pt. 2, Oct. 1 and 
15, and Nov. 20, 1979. 

Includes bibliographical references. 
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1. Petroleum refineries — United States. 2. Petroleum law 
and legislation — United States. I. Title. II. Series: United 
States. Congress. Senate. Committee on Energy and Natural 
Resources. Serial, 96th Congress ; no. 96-75. 

OCLC 6166599 
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Y 4.En 2:96-77 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. Subcommittee on Energy Research and 
Development. 

Ocean thermal energy conversion research, development, 


and demonstration act : hearing before the Subcommittee on . 


Energy Research and Development of the Committee on 
Energy and Natural Resources, United States Senate, Ninety- 
sixth Congress, first session, on S. 1830 ... October 15, 
1979. — Washington : U.S. Govt. Print. Off., 1980. 

iii, 121 p. : ill. ; 24 cm.— (Serial - Senate, Committee on 
Energy and Natural Resources ; no. 96-77) 

@ltem 1040 

pbk. 

1. Ocean thermal power plants — Law and legislation — 
United States. I. Title. II. Series: United States. Congress. 
Senate. Committee on Energy and Natural Resources. Serial, 
96th Congress ; no. 96-77. 

OCLC 6137983 
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80-13208 


Y 4.En 2:96-81 


United States. Congress. Senate. Committee on Energy and 


Natural Resources. Subcommittee on Energy Research and 
Development. 

Construction of hydroelectric powerplants : hearing before 
the Subcommittee on Energy Research and Development of 
the Committee on Energy and Natural Resources, United 
States Senate, Ninety-sixth Congress, first session, on S. 475 ... 
S. 1420 ... S. 1764 ... September 21, 1979.— Washington : 
U.S. Govt. Print. Off., 1980. 

iii, 85 p. : ill. ; 24 cm.— (Serial - Senate, Committee on 
Energy and Natural Resources ; no. 96-81) 
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1. Electric power-plants— Law and legislation — United 
States. I. Title. II. Series: United States. Congress. Senate. 
Committee on Energy and Natural Resources. Serial, 96th 
Congress ; no. 96-81. 
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80-13209 


Y 4.En 2:96-82 


United States. Congress. Senate. Committee on Energy and 


Natural Resources. Subcommittee on Parks, Recreation, and 
Renewable Resources. 

Miscellaneous public lands, national forest and park related 
proposals : hearing before the Subcommittee on Parks, Recre- 
ation, and Renewable Resources of the Committee on Energy 
and Natural Resources, United States Senate, Ninety-sixth 
Congress, first session ... October 15, 1979. — Washington : 
U.S. Govt. Print. Off., 1980. 

iii, 135 p. : ill. ; 24 cm.— (Serial - Senate, Committee on 
Energy and Natural Resources ; no. 96-82) 

Hearing on S. 922 and other bills. 
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1. National parks and reserves — United States. 2. Forest 
management — United States. 3. United States — Public 
lands. I. Title. II. Series: United States. Congress. Senate. 
Committee on Energy and Natural Resources. Serial, 96th 
Congress ; no. 96-82. 
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Y 4.En 2:96-83 


United States. Congress. Senate. Committee on Energy and 


Natural Resources. 

Report of the Committee on Energy and Natural Resources 
to the Committee on the Budget, United States Senate, pursu- 
ant to section 301(c) of the Congressional budget and im- 
poundment control act of 1974. Washington, U.S. Govt. 
Print. Off. 

24 cm. (Serial - Senate, Committee on Energy and Natural 
Resources ; no. 96-83) 

At head of title: 96th Congress, 2d session. Committee 
print. 

Report covers fiscal year 1981. 
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Community energy efficiency act of 1979 : hearing before 
the Subcommittee on Energy Conservation and Supply of the 
Committee on Energy and Natural Resources, United States 
Senate, Ninety-sixth Congress, first session, on S. 1829 ... 
December 12, 1979. — Washington : U.S. Govt. Print. Off., 
1980. 

iii, 68 p. ; 24 cm. — (Serial - Senate, Committee on Energy 
and Natural Resources ; no. 96-84) 
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United States. Congress. Senate. Committee on Energy and 
Natural Resources. Serial, 96th Congress ; no. 96-84. 
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United States. Congress. Senate. Committee on Energy and 
Natural Resources. Subcommittee on Parks, Recreation, and 
Renewable Resources. 

Yaquina Head Outstanding Natural Area : hearing before 
the Subcommittee on Parks, Recreation, and Renewable Re- 
sources of the Committee on Energy and Natural Resources, 
United States Senate, Ninety-sixth Congress, first session, on 
S. 1567 ... November 15, 1979. — Washington : U.S. Govt. 
Print. Off., 1980. 
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1. Natural areas — Law and legislation — United States. 2. 
Natural areas — Oregon. I. Title. II. Series: United States. 
Congress. Senate. Committee on Energy and Natural Re- 
sources. Serial, 96th Congress ; no. 96-85. 
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Foreign Affairs, U.S. House of Representatives, by the For- 
eign Affairs and National Defense Division, Congressional 
Research Service, Library of Congress ; [prepared by Robert 
Sutter and Michael Baron]. — Washington : U.S. Govt. Print. 
Off., 1979. 

ix, 27 p. ; 24 cm. 

At head of title: 96th Congress, Ist session. Committee 
print. 

Oct. 1979. 

Bibliography: p. 26-27. 

@ltem 1017 


Page 316 


1. United States — Foreign relations — China. 2. China — 
Foreign relations — United States. 3. United States — For- 
eign relations administration. I. Sutter, Robert G. II. 
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Judiciary. Serial, 96th Congress ; no. 96-19. 

OCLC 6047052 


80-13282 


Y 4.3 89/1:96-20 


United States. Congress. House. Committee on the Judiciary. 


Subcommittee on Administration Law and Government Rela- 
tions. 

Restrictions on post-employment activity of former Federal 
officers and employees : hearings before the Subcommittee on 
Administrative Law and Government Relations of the Com- 
mittee on the Judiciary, House of Representatives, Ninety- 
sixth Congress, first session ... April 2 and 6, 1979. — Wash- 
ington : U.S. Govt. Print. Off., 1979. 

iii, 120 p. ; 24 cm.— (Serial - House, Committee on the 
Judiciary ; no. 96-20) 

@ltem 1020 

pbk. 

1. Conflict of interests (Public office) — United States. 2. 
United States— Officials and employees. I. Title. II. 
Series: United States. Congress. House. Committee on the 
Judiciary. Serial, 96th Congress ; no. 96-20. 

OCLC 6136996 


80-13283 


Y¥ 4.3 89/1:96/21 


United States. Congress. House. Committee on the Judiciary. 


Subcommittee on Civil and Constitutional Rights. 

Authorization requests of the Community Relations Service 
at the Department of Justice : oversight hearing before the 
Subcommittee on Civil and Constitutional Rights of the Com- 
mittee on the Judiciary, House of Representatives, Ninety- 
sixth Congress, first session ... February 22, 1979. — Washing- 
ton : U.S. Govt. Print. Off., 1979. 

iii, 83 p. ; 24 cm.— (Serial - House, Committee on the 
Judiciary ; no. 96-21) 

@ltem 1020 

pbk. 





1. United States. Community Relations Service — Appro- 
priations and expenditures. I. Title. II. Series: United 
States. Congress. House. Committee on the Judiciary. Serial, 
96th Congress ; no. 96-21. 

OCLC 6098990 


80-13284 
Y¥ 4.5 89/1:96/23 
United States. Congress. House. Committee on the Judiciary. 
Subcommittee on Monopolies and Commercial Law. 

Antitrust procedural improvements and _ jurisdictional 
amendments : hearings before the Subcommittee on Monopo- 
lies and Commercial Law of the Committee on the Judiciary, 
House of Representatives, Ninety-sixth Congress, first session 
... May 31, September 27, and November 8, 1979. — Washing- 
ton : U.S. Govt. Print. Off., 1980. 

iii, 297 p. ; 24 cm. — (Serial - House, Committee on the 
Judiciary ; no. 96-23) 

Hearings on H.R. 3271 and other bills. 

Includes bibliographical references. 

@ltem 1020 

pbk. 

1. Antitrust law — United States. 2. Civil procedure — 
United States. I. Title. II. Series: United States. Congress. 
House. Committee on the Judiciary. Serial, 96th Congress ; 
no. 96-23. 

OCLC 6186595 


JUDICIARY, Committee on the, 
Senate 
Washington, DC 20510 


80-13285 
Y 4.3 89/2:In 8/26/pt.2 
United States. Congress. Senate. Committee on the Judiciary. 
Subcommittee on Citizens and Shareholders Rights and Rem- 
edies. 

Pension fund investment policies : hearings before the Sub- 
committee on Citizens and Shareholders Rights and Remedies 
of the Committee on the Judiciary, United States Senate, 
Ninety-fifth Congress, second session ....— Washington : U.S. 
Govt. Print. Off., 1979- 

v. ; 24 cm. — (Serial - Senate, Committee on the Judiciary 
; no. 96-3) 

Pt. 2: hearing before the Subcommittee on Antitrust, Mo- 
nopoly, and Business Rights has title: Pension fund investment 
policy, 1979. 

@ltem 1042 

pbk. 

1. Pension trusts — United States — Investments. I. United 
States. Congress. Senate. Committee on the Judiciary. Sub- 
committee on Antitrust, Monopoly, and Business Rights. II. 
Title. III. Title: Pension fund investment policy, 1979. IV. 
Series: United States. Congress. Senate. Committee on the 
Judiciary. Serial, 96th Congress ; no. 96-3. 

KF26.J8357 1978f 

79-603 107 
344/.73/01252 
OCLC 5680043 


Government Publications — June 1980 


80-13286 


Y 4.3 89/2:R 25/17 


United States. Library of Congress. Congressional Research 


Service. 

Review of U.S. refugee resettlement programs and policies 
: a report / prepared at the request of Edward M. Kennedy, 
chairman, Committee on the Judiciary, United States Senate, 
by the Congressional Research Service, Library of Congress, 
Ninety-sixth Congress, first session ; [prepared by Catherine 
McHugh]. — Washington : U.S. Govt. Print. Off., 1979. 

iv, 183 p. : ill. ; 24. cm. 

At head of title: Committee print. 

“The Indochinese exodus: a humanitarian dilemma, report 
to the Congress of the United States by the Comptroller 
General”: p. 43-162. 

July 1979. 

Includes bibliographical references. 

@ltem 1042 

pbk. 

1. Refugees — United States. 2. United States — Emigra- 
tion and immigration. I. McHugh, Catherine. II. United 
States. Congress. Senate. Committee on the Judiciary. III. 
United States. General Accounting Office. IV. Title. V. 
Title: Indochinese exodus. 

HV640.4.U54U56 1979 

79-603431 
362.8/7/0973 
OCLC 5853256 


80-13287 


Y 4.3 89/2:96-34-2 


United States. Congress. Senate. Committee on the Judiciary. 


Confirmation hearings on John H. Shenefield, nominee, As- 
sociate Attorney General : hearings before the Committee on 
the Judiciary, United States Senate, Ninety-sixth Congress, 
first and second sessions ... December 7, 1979, and January 
24, 1980. — Washington : U.S. Govt. Print. Off., 1980. 

iv, 207 p. : ill. ; 24 cm. — (Serial - Senate, Committee on 
the Judiciary ; no. 96-34[-2]) 

“Serial No. 96-34” appears on publication in error. 

@ltem 1042 

pbk. 

1. Shenefield, John H. 2. United States. Dept. of Justice — 
Appointments, promotions, salaries, etc. I. Title. II. Series: 
United States. Congress. Senate. Committee on the Judiciary. 
Serial, 96th Congress ; no. 96-34[-2] 

OCLC 6204870 


80-13288 


Y 4.3 89/2:96-37 


United States. Congress. Senate. Committee on the Judiciary. 


Subcommittee on Antitrust, Monopoly, and Business Rights. 

States insurance regulation : hearing before the Subcommit- 
tee on Antitrust, Monolopy and Business Rights of the Com- 
mittee on the Judiciary, United States Senate, Ninety-sixth 
Congress, first session ... October 9, 1979.— Washington : 
U.S. Govt. Print. Off., 1980. 

iii, 40 p. ; 24 cm.— (Serial - Senate, Committee on the 
Judiciary ; no. 96-37) 

@ltem 1042 

pbk. 

1. Insurance — United States — State supervision. I. Title. 
II. Series: United States. Congress. Senate. Committee on the 
Judiciary. Serial, 96th Congress ; no. 96-37. 

OCLC 6207874 
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Labor and Human Resources — Committee on, Senate 


80-13289 
Y 4.3 89/2:96-43 
United States. Congress. Senate. Committee on the Judiciary. 
Patent reexamination : hearing before the Committee on the 
Judiciary, United States Senate, Ninety-sixth Congress, first 
session, on S. 1679 ... November 30, 1979. — Washington : 
U.S. Govt. Print. Off., 1980. 
v, 213 p. : ill. ; 24 cm.— (Serial - Senate, Committee on 
the Judiciary ; no. 96-43) 
Includes bibliographical references. 
@ltem 1042 
pbk. 
1. Patent laws and legislation— United States. I. Title. 
II. Series: United States. Congress. Senate. Committee on the 
Judiciary. Serial, 96th Congress ; no. 96-43. 
OCLC 6166768 


LABOR AND HUMAN RESOURCES, 
Committee on, Senate 
Washington, DC 20510 


80-13290 
Y 4.L 11/4:Al 1/2 
United States. Congress. Senate. Committee on Labor and 
Human Resources. Subcommittee on Alcoholism and Drug 
Abuse. 

Labeling of alcoholic beverages : hearing before the Sub- 
committee on Alcoholism and Drug Abuse of the Committee 
on Labor and Human Resources, United States Senate, 
Ninety-sixth Congress, first session, on S. 1574 ... September 
14, 1979. — Washington : U.S. Govt. Print. Off., 1980. 

iv, 339 p. : ill. ; 24 cm. 

Includes bibliographical references. 

@ltem 1043 

pbk. 

1. Alcoholic beverages — Labeling — United States. 2. Al- 
cohol — Law and legislation — United States. I. Title. 
OCLC 6099605 


80-13291 
Y 4.L 11/4:C 76/981 
United States. Congress. Senate. Committee on Labor and 
Human Resources. 

Report of the Senate Committee on Labor and Human 
Resources presenting its views and estimates pursuant to the 
Congressional budget act, Public Law 93-344, together with 
additional and minority views to the Committee on the 
Budget on the budget proposed. Washington, U.S. Govt. 
Print. Off. 

24 cm. 

1979/80- 

Title varies slightly. 

At head of title: 96th Congress, 2d session. Senate. 

Report covers fiscal year 1981. 

Continues: Report of the Senate Committee on Human Re- 
sources presenting its views and estimates pursuant to the 
Congressional budget act, Public law 93-344 to the Commit- 
tee on the Budget on the budget proposed, ISSN 0148-6500, 
issued by: United States. Congress. Senate. Committee on 
Human Resources. 

@ltem 1043 

1. Budget— United States— Periodicals. 2. Labor 
policy — United States — Periodicals. 3. Public welfare — 
United States — Periodicals. 4. United States — Appropri- 
ations and expenditures — Periodicals. I. United States. Con- 
gress. Senate. Committee on the Budget. II. Title. 

OCLC 4988779 
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80-13292 
Y 4.L 11/4:01 1/979 
United States. Congress. Senate. Committee on Labor and 
Human Resources. Subcommittee on Child and Human De- 
velopment. 

Older American Volunteer programs, 1979 : hearing before 
the Subcommittee on Child and Human Development of the 
Committee on Labor and Human Resources, United States 
Senate, Ninety-sixth Congress, first session ... October 17, 
1979. — Washington : U.S. Govt. Print. Off., 1980. 

iv, 73 p. ; 24 cm. 

@ltem 1043 

pbk. 

1. ACTION (Service Corps) 2. Volunteer workers in 
social service — United States. 3. Aged — United States. I. 
Title. 

OCLC 6139792 


MERCHANT MARINE AND FISHERIES, 
Committee on, House 
Washington, DC 20515 


80-13293 
Y 4.M 53:96-18 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. Subcommittee on Fisheries and Wildlife 
Conservation and the Environment. 

Amfish : hearings before the Subcommittee on Fisheries 
and Wildlife Conservation and the Environment of the Com- 
mittee on Merchant Marine and Fisheries, House of Repre- 
sentatives, Ninety-sixth Congress, first session, on H.R. 4360 
.. September 11, 24, 1979. — Washington : U.S. Govt. Print. 
Off., 1980. 

iv, 237 p. : ill. ; 24 cm.— (Serial - House, Committee on 
Merchant Marine and Fisheries ; no. 96-18) 

@ltem 1021 

pbk. 

1. Fishery law and legislation— United States. I. Title. 
II. Series: United States. Congress. House. Committee on 
Merchant Marine and Fisheries. Serial, 96th Congress ; no. 
96-18. 

OCLC 6094235 


80-13294 
Y 4.M 53:96-23 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. Subcommittee on Merchant Marine. 

Omnibus maritime bill : hearings before the Subcommittee 
on Merchant Marine of the Committee on Merchant Marine 
and Fisheries, House of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 4769 ....— Washington : U.S. 
Govt. Print. Off., 1980- 

v. : ill. ; 24 cm. — (Serial - House, Committee on Merchant 
Marine and Fisheries ; no. 96-23) 

Hearings held: pt. 1, July 19-Sept. 13, 1979. 

Includes bibliographical references. 

@ltem 1021 

pbk. 

1. Merchant marine — United States. 2. Maritime law — 
United States. I. Title. II. Series: United States. Congress. 
House. Committee on Merchant Marine and Fisheries. Serial, 
96th Congress ; no. 96-23. 

OCLC 6172092 





80-13295 


Y 4.M 53:96-24 

United States. Congress. House. Committee on Merchant 
Marine and Fisheries. Subcommittee on Coast Guard and 
Navigation. 

Small commercial vessel inspection and manning : hearings 
before the Subcommittee on Coast Guard and Navigation of 
the Committee on Merchant Marine and Fisheries, House of 
Representatives, Ninety-sixth Congress, first session, on H.R. 
1645 ... H.R. 5164 ... July 11, September 12, 18, 1979. — 
Washington : U.S. Govt. Print. Off., 1980. 

iv, 301 p. : ill. ; 24 cm.— (Serial - House, Committee on 
Merchant Marine and Fisheries ; no. 96-24) 

@ltem 1021 

pbk. 

1. Ships-- Manning. 2. Maritime law — United States. I. 
Title. II. Series: United States. Congress. House. Committee 
on Merchant Marine and Fisheries. Serial, 96th Congress ; no. 
96-24. 

OCLC 6175782 


NARCOTICS ABUSE AND CONTROL, 
Select Committee on, House 
Washington, DC 20515 


80-13296 


Y 4.N 16:95-2-26 
United States. Congress. House. Select Committee on Narcotics 
Abuse and Control. 

Drug abuse among U.S. Armed Forces in the Federal Re- 
public of Germany and West Berlin : hearings before the 
Select Committee on Narcotics Abuse and Control, House of 
Representatives, Ninety-fifth Congress, second session, No- 
vember 20 and 22, 1978.— Washington : U.S. Govt. Print. 
Off, 1979. 

ili, 259 p. ; 24 cm. — (SCNAC ; no. 95-2-26) 

@ltem 1009 

pbk. 

1. Drugs and military personnel — United States. 2. Drugs 
and military personnel—Germany, West. I. Title. II. 
Series: United States. Congress. House. Select Committee on 
Narcotics Abuse and Control. Serial, 95th Congress ; no. 95- 
2-26. 

KF27.5.N3 1978f 

79-603623 
362.2/93 
OCLC 5943805 


80-13297 


Y 4.N 16:96-1-8 
United States. Congress. House. Select Committee on Narcotics 
Abuse and Control. 

Women’s dependency on prescription drugs : hearing 
before the Select Committee on Narcotics Abuse and Control, 
House of Representatives, Ninety-sixth Congress, first session, 
September 13, 1979. — Washington : U.S. Govt. Print. Off., 
1979 i.e. 1980. 

iii, 104 p. : ill. ; 24 cm. — (SCNAC ; no. 96-1-8) 

@ltem 1009 

pbk. 

1. Drugs and women — United States. I. Title. II. Series: 
United States. Congress. House. Select Committee on Narcot- 
ics Abuse and Control. Serial, 96th Congress ; no. 96-1-8. 
OCLC 6168361 


Government Publications — June 1980 


POST OFFICE AND CIVIL SERVICE, 
Committee on, House 
Washington, DC 20515 


80-13298 


Y 4.P 84/10:R 31/30/980 


United States. Office of Personnel Management. Board of Actu- 


aries of the Civil Service Retirement System. 

Board of Actuaries of the Civil Service Retirement System 
annual report. Washington, U.S. Govt. Print. Off. 

24 cm. 

56th- 1975/76- 

At head of title: 96th Congress, 2d session. Committee 
print. Committee print no. 96-10. 

“Communication from the Director of the Office of Person- 
nel Management transmitting the annual report of the Board 
of Actuaries of the Civil Service Retirement System, pursuant 
to 5 U.S.C. 8347(f)” 

57th annual report covering fiscal year 1977. 

“Printed for the use of the Committee on Post Office and 
Civil Service.” 

@ltem 1022 

Continues: United States. Civil Service Commission. Board 
of Actuaries. Board of Actuaries of the Civil Service Retire- 
ment System annual report Ist-55th; 1921-75 

1. United States. Office of Personnel Management. Board of 
Actuaries of the Civil Service Retirement System — Periodi- 
cals. 2. Civil service retirement — United States — Periodi- 
cals. I. United States. Congress. House. Committee on Post 
Office and Civil Service. II. Title. 

OCLC 5031868 


80-13299 


Y 4.P 84/10:96-38 


United States. Congress. House. Committee on Post Office and 


Civil Service. Subcommittee on Postal Operations and Serv- 
ices. 

Status of postal operations in Houghton Lake, Michigan : 
hearing before the Subcommittee on Postal Operations and 
Services of the Committee on Post Office and Civil Service, 
House of Representatives, Ninety-sixth Congress, first session, 
July 2, 1979.— Washington : U.S. Govt. Print. Off., 1979. 

iv, 54 p. : ill. ; 24 cm.— (Serial - House, Committee on 
Post Office and Civil Service ; no. 96-38) 

@ltem 1022 

pbk. 

1. Postal service — Michigan — Houghton Lake. I. Title. 
II. Series: United States. Congress. House. Committee on Post 
Office and Civil Service. Serial, 96th Congress ; no. 96-38. 
KF27.P6674 1979a 

79-603864 
383/.4977479 
OCLC 5943861 


80-13300 


Y 4.P 84/10:96-45 


United States. Congress. House. Committee on Post Office and 


Civil Service. Subcommittee on Investigations. 

Census on rural America : hearing before the Subcommittee 
on Investigations of the Committee on Post Office and Civil 
Service, House of Representatives, Ninety-sixth Congress, 
first session, July 31, 1979. — Washington : U.S. Govt. Print. 
Off., 1979. 

iii, 40 p. ; 24 cm.— (Serial - House, Committee on Post 
Office and Civil Service ; no. 96-45) 

@ltem 1022 

pbk. 
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Printing, Joint Committee on 


1. United States — Census, 20th, 1980. I. Title. II. Series: 
United States. Congress. House. Committee on Post Office 
and Civil Service. Serial, 96th Congress ; no. 96-45. 

OCLC 6094897 


80-13301 
Y 4.P 84/10:96-51 
Y 4.P 84/10:96-52 
United States. Congress. House. Committee on Post Office and 
Civil Service. Subcommittee on Census and Population. 
Oversight hearings on the 1980 census : hearings before the 
Subcommittee on Census and Population of the Committee on 
Post Office and Civil Service, House of Representatives, 
Ninety-sixth Congress, first session ....— Washington : U.S. 
Govt. Print. Off., 1979- 
v. ; 24 cm.— (Serial - House, Committee on Post Office 
and Civil Service ; no. 96-51, 96-52) 
Contents: pt. 10. Puerto Rico, Oct. 2 and 4, 1979.—pt. 11. 
New York, New York, Oct. 13, 15, Nov. 16, 1979. 
@ltem 1022 
pbk. 
1. United States— Census. I. Title. II. Series: United 
States. Congress. House. Committee on Post Office and Civil 
Service. Serial, 96th Congress ; no. 96-51, 96-52. 
KF27.P632 1979b 
79-603695 
353.0081/9 
OCLC 5943832 


PRINTING, Joint Committee on, 
Washington, DC 20510 


80-13302 
Y 4.P 93/1:M 47 
United States. Congress. Joint Committee on Printing. 

Meeting before the Joint Committee on Printing, Congress 
of the United States, Ninety-fifth Congress, second session, to 
discuss current status of the wage scale negotiations between 
the Public Printer and the Joint Bargaining Committee of the 
GPO unions, June 19, 1978. — Washington : U.S. Govt. Print. 
Off., 1978. 

ii, 25 p. ; 24 cm. 

pbk. 

1. Collective bargaining— Printing industry — United 
States. 2. United States. Government Printing Office. I. 
Title. 

OCLC 6149586 


ENVIRONMENT AND PUBLIC WORKS, 
Committee on, Senate 
Washington, DC 20510 


80-13303 
Y 4.P 96/10:95-16/v.7 
A legislative history of the Clean air act amendments of 1977 : a 
continuation of the Clean air act amendments of 1970 : to- 
gether with a section-by-section index / prepared by the En- 
vironmental Policy Division of the Congressional Research 
Service of the Library of Congress for the Committee on 
Environment and Public Works, U.S. Senate. — Washington : 
U.S. Govt. Print. Off., 1979- 
20402 
v. ; 24cm. — (Serial - Senate, Committee on Environment 
and Public Works ; no. 95-16) 
At head of title: 95th Congress, 2d session. Committee 
print. 
Vol. 7, Aug. 1978. 
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Continuation of: A legislative history of the Clean air 
amendments of 1970, v. 1-2, issued as committee prints by the 
Senate Committee on Public Works and classed under Supt. 
of Docs. no. Y 4.P 96/10:93-18/v.1-2. 

@ltem 1045 

S/N 052-070-05219-8 (v.7) 

pbk. : $15.00 (v.7) 

1. United States. Laws, statutes, etc. Clean air act amend- 
ments of 1977. 2. Air — Pollution — Law and legislation — 
United States. I. United States. Library of Congress. Envi- 
ronmental Policy Division. II. United States. Congress. 
Senate. Committee on Environment and Public Works. _ III. 
Series: United States. Congress. Senate. Committee on Envi- 
ronment and Public Works. Serial, 95th Congress ; no. 95-16. 
OCLC 5301790 


80-13304 


Y 4.P 96/10:96-H 12/pt.3 


United States. Congress. Senate. Committee on Environment 


and Public Works. Subcommittee on Nuclear Regulation. 

Three Mile Island nuclear powerplant accident : hearings 
before the Subcommittee on Nuclear Regulation of the Com- 
mittee on Environment and Public Works, United States 
Senate, Ninety-sixth Congress, first session .... — Washington : 
U.S. Govt. Print. Off., 1979- 

v. : ill. ; 24 cm. — (Serial - Senate, Committee on Environ- 
ment and Public Works ; no. 96-H 12) 

Hearings held: pt. 3, Nov. 8 and 9, 1979. 

Includes bibliographical references. 

Contents: pt. 3. Cleanup and recovery. 

@ltem 1045 

pbk. 

1. Three Mile Island Nuclear Station, Pa. 2. Atomic 
power-plants — Pennsylvania — Accidents. I. Title. II. 
Series: United States. Congress. Senate. Committee on Envi- 
ronment and Public Works. Serial, 96th Congress ; no. 96-H 
12. 

OCLC 5921293 


80-13305 


Y 4.P 96/10:96-H 36 


United States. Congress. Senate. Committee on Environment 


and Public Works. Subcommittee on Environmental Pollu- 
tion. 

Integrated environmental assistance act of 1979 : hearing 
before the Subcommittee on Environmental Pollution of the 
Committee on Environment and Public Works, Ninety-sixth 
Congress, second session, on S. 1136 ... January 22, 1980. — 
Washington : U.S. Govt. Print. Off., 1980. 

iv, 181 p. ; 24 cm. — (Serial - Senate, Committee on Envi- 
ronment and Public Works ; no. 96-H 36) 

@ltem 1045 

pbk. 

1. Environmental policy — United States. 2. Intergovern- 
mental fiscal relations — United States. I. Title. II. Series: 
United States. Congress. Senate. Committee on Environment 
and Public Works. Serial, 96th Congress ; no. 96-H 36. 

OCLC 6187007 





PUBLIC WORKS AND TRANSPORTATION, 
Committee on, House 
Washington, DC 20515 


80-13306 
Y 4.P 96/11:96-32 
United States. Congress. House. Committee on Public Works 
and Transportation. Subcommittee on Aviation. 

Reathorization of the airport and airway development pro- 
gram (ADAP) : hearings before the Subcommittee on Avi- 
ation of the Committee on Public Works and Transportation, 
House of Representatives, Ninety-sixth Congress, first session, 
on H.R. 3745 ....— Washington : U.S. Govt. Print. Off., 1980. 

v, 616 p. : graphs ; 24 cm.— (Serial - House, Committee 
on Public Works and Transportation ; no. 96-32) 

Hearings held Sept. 18-27, 1979. 

@ltem 1024 

pbk. 

1. Airports — United States — Finance. 2. Airports — Law 
and legislation — United States. I. Title. II. Series: United 
States. Congress. House. Committee on Public Works and 
Transportation. Serial, 96th Congress ; no. 96-32. 

OCLC 6186731 


80-13307 
Y 4.P 96/11:96-36 
United States. Congress. House. Committee on Public Works 
and Transportation. Subcommittee on Aviation. 

International air transportation competition act of 1979 : 
hearings before the Subcommittee on Aviation of the Com- 
mittee on Public Works and Transportation, House of Repre- 
sentatives, Ninety-sixth Congress, first session, on H.R. 5481 
... October 24 and 25, 1979. — Washington : U.S. Govt. Print. 
Off., 1980. 

iv, 351 p. : ill. ; 23 cm.— (Serial - House, Committee on 
Public Works and Transportation ; no. 96-36) 

Includes bibliographical references. 

@ltem 1024 

pbk. 

1. Aeronautics, Commercial—Law and _ legislation — 
United States. I. Title. II. Series: United States. Congress. 
House. Committee on Public Works and Transportation. 
Serial, 96th Congress ; no. 96-36. 

OCLC 6166789 


RULES, Committee on, 
House 
Washington, DC 20515 


80-13308 
Y 4.R 86/1:C 76/7 
United States. Congress. House. Committee on Rules. Subcom- 
mittee on Rules of the House. 

Recommendations on establishment of procedures for con- 
gressional review of agency rules / prepared for consideration 
by the Committee on Rules, U.S. House of Representa- 
tives. — Washington : U.S. Govt. Print. Off., 1980. 

vii, 47 p. ; 24 cm. 

At head of title: 96th Congress, 2d session. Committee 
print. 

Mar. 1980. 

@ltem 1025 

pbk. 

1. United States. Congress — Powers and duties. 2. Ad- 
ministrative agencies— United States. 3. Administrative 
law — United States. I. United States. Congress. House. 
Committee on Rules. II. Title. 

OCLC 6175786 


Government Publications — June 1980 


80-13309 


Y 4.R 86/1:L 52/6 


United States. Library of Congress. Congressional Research 


Service. 

Studies on the legislative veto / prepared by the Congres- 
sional Research Service for the Subcommittee on Rules of the 
House of the Committee on Rules, U.S. House of Representa- 
tives. — Washington : U.S. Govt. Print. Off., 1980. 

v, 802 p. ; 24 cm. 

At head of title: 96th Congress, 2d session. Committee 
print. 

Feb. 1980. 

@ltem 1025 

pbk. 

1. Legislative power — United States. 2. Veto — United 
States. I. United States. Congress. House. Committee on 
Rules. Subcommittee on Rules of the House. II. Title. 
OCLC 6181773 


80-13310 


Y 4.R 86/1:R 26/pt.1-3 


United States. Congress. House. Committee on Rules. Subcom- 


mittee on Rules of the House. 

Regulatory reform and congressional review of agency 
rules : hearings before the Subcommittee on Rules of the 
House of the Committee on Rules, House of Representatives, 
Ninety-sixth Congress, first session, on H.R. 1776, “the Ad- 
ministrative rule making reform act,” and related measures 
... — Washington : U.S. Govt. Print. Off., 1980. 

3 v. ; 24 cm. 

Hearings held: pt. 1, Washington, D.C., July 11-Nov. 15, 
1979; pt. 2, Dallas, Tex., Aug. 13, 1979; pt. 3, Salisbury, Md., 
Oct. 15, 1979. 

Includes bibliographical references. 

@ltem 1025 

pbk. 

1. United States. Congress — Powers and duties. 2. Ad- 
ministrative agencies— United States. 3. Administrative 
law — United States. I. Title. II. Title: Administrative rule 
making reform act. 

OCLC 6158205 


80-13311 


Y 4.R 86/1:Su 7 


United States. Congress. House. Committee on Rules. Subcom- 


mittee on the Legislative Process. 

Sunset, sunrise, and related measures : hearings before the 
Subcommittee on the Legislative Process of the Committee 
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Govt. Print. Off., 1980. 
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Carolyn Crawford]. — Washington : U.S. Govt. Print. Off., 
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v, 25 p., [1] fold. leaf of plates ; 24 cm. 

At head of title: Committee print. 

Dec. 1979. 

@ltem 1025-A 

pbk. 

1. Airplanes — Collision avoidance. I. Title. II. Series: 
United States. Congress. House. Committee on Science and 
Technology. Serial, 96th Congress ; no. 96-BB. 

OCLC 6151004 


80-13316 


Y 4.Sci 2:96/Z 


United States. Congress. House. Committee on Science and 


Technology. Subcommittee on Investigations and Oversight. 

Design analysis of wide-body aircraft : report / prepared 
by Subcommittee on Investigations and Oversight of the 
Committee on Scie ce and Technology, U.S. House of Repre- 
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: U.S. Govt. Print. Off., 1979 i.e. 1980. 
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The Food and Drug Administration’s process for approving 
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Science, Research, and Technology of the Committee on Sci- 
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Washington : U.S. Govt. Print. Off., 1979. 
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session, June 5, 1979. — Washington : U.S. Govt. Print. Off., 
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Subcommittee on Transportation, Aviation and Communica- 
tions of the Committee on Science and Technology, U.S. 
House of Representatives, Ninety-sixth Congress, first session, 
March 19, 1979. — Washington : U.S. Govt. Print. Off., 1979. 

iii, 76 p. ; 23 cm. — (Serial - House, Committee on Science 
and Technology ; no. 96-43) 

@ltem 1025-A 

pbk. 

1. Bridges — United States — Floors — Corrosion. 2. Pot- 
holes — United States. I. Title. II. Series: United States. 
Congress. House. Committee on Science and Technology. 
Serial, 96th Congress ; no. 96-43. 

OCLC 6055629 


80-13321 


Y 4.Sci 2:96/44 


United States. Congress. House. Committee on Science and 


Technology. Subcommittee on Transportation, Aviation, and 
Communications. 

Fiscal years 1981-1985 FAA R. & D. authorization : hear- 
ings before the Subcommittee on Transportation, Aviation, 
and Communications of the Committee on Science and Tech- 
nology, U.S. House of Representatives, Ninety-sixth Con- 
gress, first session, September 25, 27, 1979. — Washington : 
U.S. Govt. Print. Off., 1979. 
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ence and Technology ; no. 96-44) 
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House. Committee on Science and Technology. Serial, 96th 
Congress ; no. 96-44. 
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Technology. Subcommittee on Space Science and Applica- 
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Severe storms research : hearings (including report) before 
the Subcommittee on Space Science and Applications of the 
Committee on Science and Technology, U.S. House of Repre- 
sentatives, Ninety-sixth Congress, first session, July 13, 14, 15, 
1979. — Washington : U.S. Govt. Print. Off., 1979. 

x, 221 p. : ill. ; 24 cm. — (Serial - House, Committee on 
Science and Technology ; no. 96-45) 
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Technology. Subcommittee on Space Science and Applica- 
tions. 

International space activities, 1979 : hearings before the 
Subcommittee on Space Science and Applications of the 
Committee on Science and Technology, U.S. House of Repre- 
sentatives, Ninety-sixth Congress, first session, September 5 
and 6, 1979.— Washington : U.S. Govt. Print. Off., 1979. 

iii, 247 p. : ill. ; 24 cm.— (Serial - House, Committee on 
Science and Technology ; no. 96-50) 
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the Subcommittee on Natural Resources and Environment of 
the Committee on Science and Technology, U.S. House of 
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1979. — Washington : U.S. Govt. Print. Off., 1979 i.e. 1980. 
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Science and Technology ; no. 96-54) 
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ton : U.S. Govt. Print. Off., 1979 i.e. 1980. 
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Technology. Subcommittee on Natural Resources and Envi- 
ronment. 

Implementation of the Climate act : hearing before the 
Subcommittee on Natural Resources and Environment of the 
Committee on Science and Technology, U.S. House of Repre- 
sentatives, Ninety-sixth Congress, first session, July 10, 
1979. — Washington : U.S. Govt. Print. Off., 1979- 

v. : ill. ; 24 cm.— (Serial - House, Committee on Science 
and Technology ; no. 96-62) 

(No.] II has title: Implementation of the National climate 
program act. 
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H.R. 5428, Biomass research and development act : hearing 
before the Subcommittee on Energy Development and Appli- 
cations of the Committee on Science and Technology, U.S. 
House of Representatives, Ninety-sixth Congress, first session, 
November 15, 1979. — Washington : U.S. Govt. Print. Off., 
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iii, 194 p. : ill. ; 24 cm.— (Serial - House, Committee on 
Science and Technology ; no. 96-63) 
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Committee on Science and Technology, U.S. House of Repre- 
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1979. — Washington : U.S. Govt. Print. Off., 1979 ie. 1980. 
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Technology. Subcommittee on Natural Resources and Envi- 
ronment. 

The Materials policy, research, and development act of 
1979 : hearings before the Subcommittee on Natural Re- 
sources and Environment and the Subcommittee on Science, 
Research and Technology of the Committee on Science and 
Technology, U.S. House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 2743, June 25, 26, 28, 1979. — 
Washington : U.S. Govt. Print. Off., 1979 i.e. 1980. 
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National solar energy policy : oversight, volume VI : joint 
hearings before the Subcommittee on Energy Development 
and Applications of the Committee on Science and Technol- 
ogy and the Subcommittee on Energy and Power of the 
Committee on Interstate and Foreign Commerce, U.S. House 
of Representatives, Ninety-sixth Congress, first session, June 
14, 21, 1979. — Washington : U.S. Govt. Print. Off., 1979 ie. 
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ili, 741 p. : ill. ; 24 cm.— (Serial - House, Committee on 
Science and Technology ; no. 96-77) 

Hearings held June 12-July 12, 1979. 

Bibliography: p. 145-147. 
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before the Subcommittee on Energy 
Regulation of the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 1684 ...., 80-13206 


United States. Congress. Senate. Committee 
on Energy and Natural Resources. 
Subcommittee on Energy Research and 
Development. 

Construction of hydroelectric power- 
plants : hearing before the Subcommit- 
tee on Energy Research and Develop- 
ment of the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 475 ... S. 1420 ... S. 1764 ... 
September 21, 1979., 80-13208 


Energy supply act, title III : hearings 
before the Subcommittee on Energy 
Research and Development of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
sixth Congress, first session, on S. 1308 
.. July 16 and 17, 1979., 80-13205 


Ocean thermal energy conversion re- 
search, development, and demonstra- 
tion act : hearing before the Subcom- 
mittee on Energy Research and Devel- 
opment of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 1830 ... October 15, 1979., 
80-13207 


80- 


United States. Congress. Senate. Committee 
on Energy and Natural Resources. 
Subcommittee on Parks, Recreation, and 
Renewable Resources. 

The Antiquities act and Federal land 
policy and management act amend- 
ments of 1979 : hearing before the Sub- 
committee on Parks, Recreation, and 
Renewable Resources of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 1176 ... Sep- 
tember 13, 1979., 80-13202 


Indiana Dunes National Lakeshore : hear- 
ing before the Subcommittee on Parks, 
Recreation, and Renewable Resources 
of the Committee on Energy and Natu- 
ral Resources, United States Senate, 





Ninety-sixth Congress, first session, on 
S. 599 ... September 20, 1979., 80- 
13204 


Miscellaneous public lands, national 
forest and park related proposals 
hearing before the Subcommittee on 
Parks, Recreation, and Renewable Re- 
sources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... October 15, 1979., 80-13209 


Yaquina Head Outstanding Natural Area 
: hearing before the Subcommittee on 
Parks, Recreation, and Renewable Re- 
sources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 1567 ... November 15, 1979., 
80-13212 


United States. Congress. Senate. Committee 
on Environment and Public Works. 
Environmental research, development, 

and demonstration authorization act of 
1980 : report to accompany H.R. 2676., 
80-12901 


Henry D. Parkinson Federal Building : 
report to accompany S. 1491., 80- 
12922 


J. Caleb Boggs Building : report to ac- 
company S. 1686., 80-12924 


Kenneth B. Keating Building : report to 
accompany S. 1535., 80-12923 


A legislative history of the Clean air act 
amendments of 1977 : a continuation of 
the Clean air act amendments of 1970 : 
together with a _ section-by-section 
index /, 80-13303 


Marine protection, research, and sanctu- 
aries act authorizations : report to ac- 
company S. 1148., 80-12902 


Serial, 95th Congress ; no. 95-16. 


A legislative history of the Clean air act 
amendments of 1977 : a continuation of 
the Clean air act amendments of 1970 : 
together with a _ section-by-section 
index /, 80-13303 


Serial, 96th Congress ; no. 96-H 12. 


Three Mile Island nuclear powerplant ac- 
cident : hearings before the Subcom- 
mittee on Nuclear Regulation of the 
Committee on Environment and Public 
Works, United States Senate, Ninety- 
sixth Congress, first session ...., 80- 
13304 


Serial, 96th Congress ; no. 96-H 36. 


Integrated environmental assistance act of 
1979 : hearing before the Subcommittee 
on Environmental Pollution of the 
Committee on Environment and Public 
Works, Ninety-sixth Congress, second 
session, on S. 1136 ... January 22, 1980., 
80-13305 


Supplemental expenditures by the Com- 
mittee on Environment and Public 


Do not order from index; see indicated entry 





U.S. Congress. Senate. Committee on Finance. Subcommittee on Intl Trade. 


Works : 
171., 


report to accompany S. Res. 
80-12903 


United States. Congress. Senate. Committee 
on Environment and Public Works. 
Subcommittee on Environmental Pollution. 
Integrated environmental assistance act of 

1979 : hearing before the Subcommittee 
on Environmental Pollution of the 
Committee on Environment and Public 
Works, Ninety-sixth Congress, second 
session, on S. 1136 ... January 22, 1980., 
80-13305 


United States. Congress. Senate. Committee 
on Environment and Public Works. 
Subcommittee on Nuclear Regulation. 
Three Mile Island nuclear powerplant ac- 

cident : hearings before the Subcom- 
mittee on Nuclear Regulation of the 
Committee on Environment and Public 
Works, United States Senate, Ninety- 
sixth Congress, first session ...., 80- 
13304 


United States. Congress. Senate. Committee 
on Finance. 
Carillon bells : report to accompany H.R. 
1212., 80-12936 


Finance Committee allocation of budget 
totals., 80-12909 


Materials relating to existing Federal pro- 
grams providing or financing health 
care for mothers and children /, 80- 
13214 


Nominations of Michael J. Calhoun and 
John A. Calhoun III : hearing before 
the Committee on Finance, United 
States Senate, Ninety-sixth Congress, 
second session ... January 24, 1980., 
80-13215 


Staff data and materials related to social 
security financing /, 80-13219 


Staff data and materials relating to the 
unemployment compensation program 
/, %80-13221 


Statistical data related to public assistance 
programs /, 80-13218 


Transitional rules for tax exempt mort- 
gage bonds : report to accompany S. 
Res. 188., 80-12914 


United States. Congress. Senate. Committee 
on Finance, Subcommittee on Health. 
System for hospital uniform reporting 

(SHUR) : hearing before the Subcom- 
mittee on Health of the Committee on 
Finance, United States Senate, Ninety- 
sixth Congress, first session, July 26, 
1979, 80-13220 


United States. Congress. Senate. Committee 
on Finance. Subcommittee on International 
Trade. 

North American economic interdepen- 
dence : hearing before the Subcommit- 
tee on International Trade of the Com- 
mittee on Finance, United States 
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Senate, Ninety-sixth Congress, first ses- 
sion, June 6, 1979., 80-13216 


United States. Congress. Senate. Committee 
on Finance. Subcommittee on Private 
Pension Plans and Employee Fringe 
Benefits. 

Miscellaneous pension bills hearings 
before the Subcommittee on Private 
Pension Plans and Employee Fringe 
Benefits of the Committee on Finance, 
United States Senate, Ninety-sixth Con- 
gress, first session ...., 80-13217 


United States. Congress. Senate. Committee 
on Finance. Subcommittee on Public 
Assistance. 

Statistical data related to public assistance 
programs /, 80-13218 


United States. Congress. Senate. Committee 
on Finance. Subcommittee on Social 
Security. 

Staff data and materials related to social 
security financing /, 80-13219 


United States. Congress. Senate. Committee 
on Finance. Subcommittee on Taxation 
and Debt Management Generally. 

Excise tax treatment for wine and dis- 
tilled spirits : hearing before the Sub- 
committee on Taxation and Debt Man- 
agement Generally of the Committee 
on Finance, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 1913 ... December 19, 1979., 80- 
13213 


United States. Congress. Senate. Committee 
on Finance. Subcommittee on 
Unemployment and Related Problems. 
Staff data and materials relating to the 


unemployment compensation program 
/, 80-13221 


United States. Congress. Senate. Committee 
on Foreign Relations. 
Legislation on foreign 

13234 


Nomination of Robert E. White : report 
together with additional views., 80- 
13026 


Proposed arms sales to Morocco : hear- 
ing before the Committee on Foreign 
Relations, United States Senate, 
Ninety-sixth Congress, second session 
.. January 30, 1980., 80-13233 


Restrictions on appointment of an ambas- 
sador to Afghanistan : report to accom- 
pany S. Res. 106., 80-12898 


Rhodesia : hearings before the Committee 
on Foreign Relations , United States 
Senate, Ninety-sixth Congress, first ses- 
sion ..., 80-13236 


S. 1668 : hearing before the Committee 
on Foreign Relations, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 1668, authorizing additional 
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relations., 80- 





appropriations for the Department of 
State for migration and refugee assist- 
ance for fiscal years 1980 and 1981, 
October 4, 1979., 80-13238 


S. 2012 : hearings before the Committee 
on Foreign Relations, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 2012 to amend the Foreign 
assistance act of 1961 to authorize as- 
sistance in support of peaceful and 
democratic processes of development 
in Central America ... December 6 and 
7, 1979., 80-13237 


Special Azores earthquake relief and re- 
construction assistance : report to ac- 
company S. 2194., 80-13034 


Special Central American and Caribbean 
security assistance act of 1979 : report 
together with addtional views to ac- 
company S. 2012., 80-13029 


Twenty-fifth meeting of the North Atlan- 
tic Assembly held at Ottawa, Canada, 
October 22 to October 27, 1979 
report of the U.S. Delegation., 80- 
13235 


U.S. Arms Control and Disarmament 
Agency annual report., 80-13222 


United States. Congress. Senate. Committee 
on Foreign Relations. Subcommittee on 
Arms Control, Oceans, International 
Operations, and Environment. 

Arms control implications of current na- 
tional defense programs hearing 
before the Subcommittee on Arms 
Control, Oceans, International Oper- 
ations, and Environment of the Com- 
mittee on Foreign Relations, United 
States Senate, Ninety-sixth Congress, 
first session .. May 24, 1979., 80- 
13232 


United States. Congress. Senate. Committee 
on Government Operations. 

Study on Federal regulation : prepared 
pursuant to S. Res. 71, to authorize a 
study of the purpose and current effec- 
tiveness of certain Federal agencies /, 
80-12888 


United States. Congress. Senate. Committee 
on Governmental Affairs. 
Congressional award program act : report 
to accompnay S. 221., 80-12915 


Congressional review of Federal agen- 
cies’ rules and regulations : hearing 
before the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-Sixth Congress, first session, on 
S. 1945 ... December 6, 1979., 80- 
13251 


Nomination of Inez Smith Reid : hearing 
before the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-sixth Congress, first session, on 
nomination of Inez Smith Reid to be 
Inspector General of the Environmen- 
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tal Protection Agency, November 27, 
1979., 80-13256 


Nomination of Iraline Green Barnes : 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-sixth Congress, second 
session, on nomination of Iraline Green 
Barnes to be an Associate Judge of the 
Superior Court of the District of Co- 
lumbia, January 16, 1980., 80-13249 


Nomination of J. Jackson Walter : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-sixth Congress, first session, on 
nomination of J. Jackson Walter to be 
Director, Office of Government Ethics, 
December 19, 1979., 80-13259 


Nominations to the Board of Governors 
of the U.S. Postal Service : hearing 
before the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-sixth Congress, first session ... 
September 20, 1979., 80-13253 


Study on Federal regulation : prepared 
pursuant to S. Res. 71, to authorize a 
study of the purpose and current effec- 
tiveness of certain Federal agencies /, 
80-12888 


United States. Congress. Senate. Committee 
on Governmental Affairs. Subcommittee on 
Civil Service and General Services. 

Art in architecture : hearing before the 
Subcommittee on Civil Service and 
General Services of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, September 25, 1979., 80-13248 


Oversight of the civil service retirement 
system : hearing before the Subcommit- 
tee on Civil Service and General Serv- 
ices of the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-sixth Congress, first session, 
July 12, 1979., 80-13257 


United States. Congress. Senate. Committee 
on Governmental Affairs. Subcommittee on 
Governmental Efficiency and the District 
of Columbia. 

Fuel allocation : hearing before the Sub- 
committee on Governmental Efficiency 
and the District of Columbia of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, June 12, 1979., 80- 
13252 


United States. Congress. Senate. Committee 
on Governmental Affairs. Subcommittee on 
Intergovernmental Relations. 
Congressional award program : hearing 

before the Subcommittee on Intergov- 
ernmental Relations of the Committee 
on Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, April 24, 1979., 80-13250 
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Intergovernmental fiscal impact of mort- 
gage revenue bonds : hearing before 
the Subcommittee on Intergovernmen- 
tal Relations of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, July 18, 1979., 80-13255 


United States. Congress. Senate. Committee 
on Governmental Affairs. Subcommittee on 
Oversight of Government Management. 
“Hurry-up” spending : hearing before the 

Subcommittee on Oversight of Gov- 
ernment Management of the Commit- 
tee on Governmental Affairs, United 
States Senate, Ninety-sixth Congress, 
first session ..... 80-13258 


Oversight of agency compliance with Ex- 
ecutive Order 12044 “Improving gov- 
ernment Regulations” : hearing before 
the Subcommittee on Oversight of 
Government Management of the Com- 
mittee on Governmental Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, October 10, 1979., 
80-13254 


United States. Congress. Senate. Committee 
on Labor and Human Resources. 

Report of the Senate Committee on 
Labor and Human Resources present- 
ing its views and estimates pursuant to 
the Congressional budget act, Public 
Law 93-344, together with additional 
and minority views to the Committee 
on the Budget on the budget pro- 
posed., 80-13291 


A report on allied health manpower /, 
80-12451 


United States. Congress. Senate. Committee 
on Labor and Human Resources. 
Subcommittee on Alcoholism and Drug 
Abuse. 

Labeling of alcoholic beverages : hearing 
before the Subcommittee on Alcohol- 
ism and Drug Abuse of the Committee 
on Labor and Human Resources, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 1574 ... Sep- 
tember 14, 1979., 80-13290 


United States. Congress. Senate. Committee 
on Labor and Human Resources. 
Subcommittee on Child and Human 
Development. 

Older American Volunteer programs, 
1979 : hearing before the Subcommittee 
on Child and Human Development of 
the Committee on Labor and Human 
Resources, United States Senate, 
Ninety-sixth Congress, first session ... 
October 17, 1979., 80-13292 


United States. Congress. Senate. Committee 
on Rules and Administration. 
Authorizing additional expenditures by 
the Committee on Agriculture, Nutri- 
tion, and Forestry for inquiries and in- 
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vestigations : report to accompany S. 
Res. 335., 80-13055 

Authorizing additional expenditures by 
the Committee on Armed Services for 
inquiries and investigations : report to 
accompany S. Res. 368., 80-13056 

Authorizing additional expenditures by 
the Committee on Banking, Housing, 
and Urban Affairs for inquiries and in- 
vestigations : report to accompany S. 
Res. 355., 80-13057 


Authorizing additional expenditures by 
the Committee on Commerce, Science, 
and Transportation for inquiries and in- 
vestigations : report to accompany S. 
Res. 336., 80-13059 


Authorizing additional expenditures by 
the Committee on Energy and Natural 
Resources for inquiries and investiga- 
tions : report to accompany S. Res. 
346., 80-13060 

Authorizing additional expenditures by 
the Committee on Environment and 
Public Works for inquiries and investi- 
gations : report to accompany S. Res. 
352., 80-13061 


Authorizing additional expenditures by 
the Committee on Finance for inquiries 
and investigations : report to accompa- 
ny S. Res. 337., 80-13062 


Authorizing additional expenditures by 
the Committee on Foreign Relations 
for inquiries and investigations : report 
to accompany S. Res. 351., 80-13063 

Authorizing additional expenditures by 
the Committee on Governmental Af- 
fairs for inquiries and investigations : 
report to accompany S. Res. 361., 80- 
13064 


Authorizing additional expenditures by 
the Committee on Labor and Human 
Resources for inquiries and investiga- 
tions : report to accompany S. Res. 
341., 80-13066 


Authorizing additional expenditures by 
the Committee on the Budget for in- 
quiries and investigations : report to ac- 
company S. Res. 358., 80-13058 


Authorizing additional expenditures by 
the Committee on the Judiciary for in- 
quiries and investigations : report to ac- 
company S. Res. 350., 80-13065 


Authorizing additional expenditures by 
the Committee on Veterans’ Affairs for 
inquiries and investigations : report to 
accompany S. Res. 345., 80-13067 

Authorizing additional expenditures by 
the Select Committee on Intelligence : 


report to accompany S. Res. 354., 80- 
13070 


Authorizing additional expenditures by 
the Select Committee on Small Busi- 
ness for inquiries and investigations : 


report to accompany S. Res. 359., 80- 
13068 
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Authorizing expenditures by the Select 
Committee on Indian Affairs : report to 
accompany S. Res. 357., 80-13071 


Authorizing expenditures by the Special 
Committee on Aging : report to ac- 
company S. Res. 353., 80-13069 

Authorizing the payment out of the con- 
tingent fund of the Senate of the ex- 
penses incurred by Senator Morgan in 
supporting a motion to quach certain 
subpeans in an antitrust legal proceed- 
ing : report to accompany S. Res. 96., 
80-12908 

Authorizing the printing of a compilation 
of materials entitled “Senate election 
law guidebook—1980” as a Senate doc- 
ument : report to accompany S. Res. 
378., 80-13054 


Authorizing the printing of additional 
copies of part 1 of the Senate report 
entitled “Developments in aging, 1979” 
: report to accompany S. Res. 370., 
80-13053 


Canal Zone Biological Area (Barro Colo- 
rado Island Facility of the Tropical 
Research Institute of the Smithsonian 
Institution) : report to accompany S. 
817., 80-12896 


Consolidation of certain standing rules 
embodying the same subject matter and 
renumbering others : report., 80-13032 


Expenditure authorizations and require- 
ments for Senate committees., 80- 
13312 


Increasing the limitation on expenditures 
by the Committee on Commerce, Sci- 
ence, and Transportation for the train- 
ing of its professional staff : report to 
accompany S. Res. 201., 80-12917 


Increasing the limitation on expenditures 
by the Committee on the Budget for 
the procurement of consultants and au- 
thorizing expenditures by such commit- 
tee for the training of its professional 
staff : report to accompany S. Res. 
204., 80-12918 


Increasing the limitation on expenditures 
by the Select Committee on Intelli- 
gence for the procurement of consul- 
tants : report to accompany S. Res. 
198., 80-12916 


Payment of witness fees : report to ac- 
company S. Res. 178., 80-12905 


Providing for the acceptance of a statue 
of Mother Joseph of the Sisters of 
Providence for the National Statuary 
Hall collection : report to accompany 
S. Con. Res. 48., 80-12932 


Providing for the appointment of Carlisle 
H. Humelsine as a Citizen Regent of 
the Board of Regents of the Smithsoni- 
an Institution : report to accompany 
H.J. Res. 494., 80-13052 


Providing for the appointment of William 
G. Bowen as a Citizen Regent of the 
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Board of Regents of the Smithsonian 
Institution : report to accompany H.J. 
Res. 493., 80-13051 


Providing that receipts from certain sales 
of items by the Sergeant at Arms of 
the Senate to Senators and committees 
and offices of the Senate shall be cred- 
ited to the appropriations from which 
such items were purchased : report to 
accompany S. 2225., 80-13031 


Repealing Senate resolution 112, 92d 
Congress : report to accompany S. 
Res. 119., 80-12897 


Requiring documentation for reimbures- 
ments out of Senators’ official office 
expense accounts from the contingent 
fund of the Senate : report to accompa- 
ny S. Res. 170., 80-12920 


Revising and modernizing the Standing 
Rules of the Senate without substantive 
change in Senate procedure and to in- 
corporate therein other rules of the 
Senate : report to accompany S. Res. 
274., 80-12925 


U.S. Capitol Historical Society wall cal- 
endars for use by the Senate : report to 
accompany S. Res. 208., 80-12919 


United States. Congress. Senate. Committee 
on the Budget. 
Budget views and estimates., 80-13348 


First concurrent resolution on the budget, 
FY 1980 : report of the Committee on 
the Budget, United States Senate, to 
accompany S. Con. Res. 22 ... and S. 
Con. Res. 23 ... together with addition- 
al and minority views., 80-12892 


Report of the Committee on Energy and 
Natural Resources to the Committee 
on the Budget, United States Senate, 
pursuant to section 301(c) of the Con- 
gressional budget and impoundment 
control act of 1974., 80-13210 


Report of the Senate Committee on Com- 
merce, Science, and Transportation to 
the Senate Committee on the Budget 
submitted pursuant to section 301 of 
the Congressional budget act and im- 
poundment control act of 1974 on the 
proposed budget., 80-13175 


Report of the Senate Committee on 
Labor and Human Resources present- 
ing its views and estimates pursuant to 
the Congressional budget act, Public 
Law 93-344, together with additional 
and minority views to the Committee 
on the Budget on the budget pro- 
posed., 80-13291 


United States. Congress. Senate. Committee 
on the Judiciary. 

Amendment to section 545(a) of title 28 
of the United States Code to allow the 
United States attorney and assistant 
United States attorneys for the Eastern 
District of New York to reside within 
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20 miles of the District : report to ac- 
company S. 567., 80-12893 


Antitrust procedural improvements act of 
1979 : report of the Committee on the 
Judiciary of the United States Senate 
to accompany S. 390., 80-12913 


Barbara Laws Smith : report to accompa- 
ny H.R. 891., 80-13042 


City of Rockville, Md., designated as an 
“All American City” : report to ac- 
company S. Con. Res. 20., 80-12904 


Confirmation hearings on John H. Shene- 
field, nominee, Associate Attorney 
General : hearings before the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-sixth Congress, first and 
second sessions ... December 7, 1979, 
and January 24, 1980., 80-13287 


Criminal Code reform act of 1979 : 
report of the Committee on the Judici- 
ary, United States Senate, to accompa- 
ny S. 1722., 80-13030 


False claims act amendments of 1980 : 
report to accompany S. 1981., 80- 
13072 


For the relief of Bharat Persaud : report 
to accompany S. 1086., 80-13041 


For the relief of Isaac N. Hulver of 
Kansas City, Mo. : report to accompa- 
ny S. 442., 80-13039 


For the relief of James R. Thornwell : 
report to accompany S. 1615., 80- 
13048 


For the relief of Nick Masonich : report 
to accompany S. 803., 80-13040 


Iwo Jima Commemoration Day : report 
to accompany S.J. Res. 140., 80-13036 


report to accompany H.R. 
3873., 80-13047 


Loraine Smart and Robert Clarke : report 
to accompany H.R. 1829., 80-13045 


Maria Corazon Samtoy : report to ac- 
company H.R. 948., 80-13043 


Nelia Ruiz Hedlund : report to accompa- 
ny H.R. 1559., 80-13044 


Patent policy : hearings before the Sub- 
committee on Science, Technology, 
and Space of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 1215 ...., 80- 
13180 


Patent reexamination : hearing before the 
Committee on the Judiciary, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 1679 ... November 
30, 1979., 80-13289 


Patent reexamination : report of the Com- 
mittee on the Judiciary, United States 
Senate, on S. 1679., 80-13074 


Pedro Gauyan Nelson : report to accom- 
pany H.R. 3139., 80-13046 
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Review of U.S. refugee resettlement pro- 
grams and policies : a report /, 80- 
13286 

Rolando R. Gaza, Teresita C. Gaza, and 
Rolynne Therese Gaza : report to ac- 
company H.R. 1619., 80-12935 


Serial, 96th Congress ; no. 96-3. 


Pension fund investment policies : hear- 
ings before the Subcommittee on Citi- 
zens and Shareholders Rights and 
Remedies of the Committee on the Ju- 
diciary, United States Senate, Ninety- 
fifth Congress, second session ...., 80- 
13285 


Serial, 96th Congress ; no. 96-34[-2] 


Confirmation hearings on John H. Shene- 
field, nominee, Associate Attorney 
General : hearings before the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-sixth Congress, first and 
second sessions ... December 7, 1979, 
and January 24, 1980., 80-13287 


Serial, 96th Congress ; no. 96-37. 


States insurance regulation hearing 
before the Subcommittee on Antitrust, 
Monolopy and Business Rights of the 
Committee on the Judiciary, United 
States Senate, Ninety-sixth Congress, 
first session ... October 9, 1979., 80- 
13288 


Serial, 96th Congress ; no. 96-43. 


Patent reexamination : hearing before the 
Committee on the Judiciary, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 1679 ... November 
30, 1979., 80-13289 


Teacher Day, United States of America : 
report to accompany S.J. Res. 135., 
80-13038 


United States. Congress. Senate. Committee 


on the Judiciary. Subcommittee on 

Antitrust, Monopoly, and Business Rights. 

Pension fund investment policies : hear- 
ings before the Subcommittee on Citi- 
zens and Shareholders Rights and 
Remedies of the Committee on the Ju- 
diciary, United States Senate, Ninety- 
fifth Congress, second session ...., 80- 
13285 


States insurance regulation hearing 
before the Subcommittee on Antitrust, 
Monolopy and Business Rights of the 
Committee’ on the Judiciary, United 
States Senate, Ninety-sixth Congress, 
first session ... October 9, 1979., 80- 
13288 


United States. Congress. Senate. Committee 


on the Judiciary. Subcommittee on 

Citizens and Shareholders Rights and 

Remedies. 

Pension fund investment policies : hear- 
ings before the Subcommittee on Citi- 
zens and Shareholders Rights and 
Remedies of the Committee on the Ju- 
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diciary, United States Senate, Ninety- 
fifth Congress, second session ...., 80- 
13285 


United States. Congress. Senate. Committee 
on Veterans’ Affairs 
Activities carried out under the Veterans’ 
Administration medical school assist- 
ance and health manpower training act 
of 1972, Public Law 92-541., 80-13351 


Budget views and estimates., 80-13348 


VA debt collection : hearing before the 
Committee on Veterans’ Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 1518, Thurs- 
day, August 2, 1979., 80-13349 


Veterans’ benefits under current educa- 
tional programs., 80-13350 


United States. Congress. Senate. Select 
Committee on Indian Affairs. 
Acquisition of lands for the benefit of the 
Mille Lacs Band of Minnesota Chippe- 
wa Indians : report to accompany S. 
1464., 80-13037 


Establishment of a Siletz Indian Reserva- 
tion : hearing before the Select Com- 
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ity assurance, reliability, and human fac- 
tors principles in fire protection programs 
/, 80-12113 

Appropriate technology information for de- 
veloping countries : selected abstracts 
from the NTIS data file /, 80-11579 

Arctic research programs, 80-12616 

Area wage survey. Anaheim-Santa Ana- 
Garden Grove, California metropolitan 
area [errata]., 80-12564 

Area wage survey. Indianapolis, Indiana, 
metropolitan area., 80-12566 

Area wage survey. New Orleans, Louisiana, 
metropolitan area., 80-12565 

Area 13, Southern Africa, pair D-G (North 
Dakota, U.S.A.-Australia), 80-11667 

Area 14, Indian Ocean, pair A-G, (Norway- 
Australia), 80-11668 

Area 15, Australia, pair A-G, (Norway- 
Australia), 80-11669 

Area 15, Australia, pair C-G, (Hawaii, 
U.S.A.-Australia), 80-11670 

Area 16, South Pacific, pair A-G, (Norway- 
Australia), 80-11671 

Area 16, South Pacific, pair D-G, (North 
Dakota, U.S.A.-Australia), 80-11672 

Area 17, East Pacific, pair D-G, (North 
Dakota, U.S.A.-Australia), 80-11673 


Basin, 


Page I-447 





Argonne Natl Laboratory papers presented at Third ANS Topical Meeting on the 


Argonne National Laboratory papers pre- 
sented at Third ANS Topical Meeting on 
the Technology of Controlled Nuclear 
Fusion, May 9-11, 1978, Santa Fe, New 
Mexico., 80-11800 

Arms control implications of current na- 
tional defense programs : hearing before 
the Subcommittee on Arms Control, 
Oceans, International Operations, and En- 
vironment of the Committee on Foreign 
Relations, United States Senate, Ninety- 
sixth Congress, first session ... May 24, 
1979., 80-13232 

Army guard and reserve pay and personnel 
systems are unreliable and susceptible to 
waste and abuse : report to the Secretary 
of the Army /, 80-12324 

*Arnot’ bristly locust., 80-11241 

Arsenic., 80-12244 

Art in architecture : hearing before the 
Subcommittee on Civil Service and Gen- 
eral Services of the Committee on Gov- 
ernmental Affairs, United States Senate, 
Ninety-sixth Congress, first session, Sep- 
tember 25, 1979., 80-13248 

ASDE-2 magnetron _ specification., 
12759 

Asian Americans; an agenda for action : a 
conference summary /, 80-11652 

Assess standards and codes /, 80-12192 

Assessment of activated carbon for environ- 
mental control of trace organics in petro- 
leum refinery wastewater /, 80-11817 

An assessment of anomalies in the EEI data 
base on power plant performance /, 80- 
12034 

Assessment of environmental impact of the 
mineral mining industry /, 80-12242 

An assessment of the forest and range land 
situation in the United States., 80-11266 

An assessment of the potential for district 
heating in four major eastern cities : 
Washington, D.C., Philadelphia, Balti- 
more, Boston /, 80-11807 

Assistance in local government energy con- 
servation in Massachusetts /, 80-12482 

Association of radionuclides with streambed 
sediments in White Oak Creek watershed 
/, 80-12061 

Astronomy and astrophysics., 80-12343 

Atlantic Coastal Plain geothermal 
holes, Virginia : 
/, 80-11990 

Atoll research bulletin., 80-12667 

Attrition in the military — an issue needing 
management attention : report to the 
Congress /, 80-12322 

Audiovisual aids for high blood pressure 
education., 80-12414 

Audit of the Government National Mort- 
gage Association, 80-12937 

Augmentation of earth heating for purposes 
of roadway deicing /, 80-12726 

Augmented solar energy collection using 
various planar reflective surfaces : theo- 
retical calculations and experimental re- 
sults /, 80-11940 


80- 


test 
hole completion reports 
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Authorization for title III of the Marine 
protection, research, and sanctuaries act 
for fiscal years 1980 and 1981 : report to 
accompany S. 1140., 80-12900 

Authorization requests of the Community 
Relations Service at the Department of 
Justice : oversight hearing before the 
Subcommittee on Civil and Constitutional 
Rights of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
sixth Congress, first session ... February 
22, 1979., 80-13283 

Authorize documentation of the vessel 
“Sara” : report to accompany S. 1442., 
80-12934 

Authorizing additional expenditures by the 
Committee on Agriculture, Nutrition, and 
Forestry for inquiries and investigations : 
report to accompany S. Res. 335., 80- 
13055 

Authorizing additional expenditures by the 
Committee on Armed Services for inquir- 
ies and investigations : report to accom- 
pany S. Res. 368., 80-13056 

Authorizing additional expenditures by the 
Committee on Banking, Housing, and 
Urban Affairs for inquiries and investiga- 
tions : report to accompany S. Res. 355., 
80-13057 

Authorizing additional expenditures by the 
Committee on Commerce, Science, and 
Transportation for inquiries and investi- 
gations : report to accompany S. Res. 
336., 80-13059 

Authorizing additional expenditures by the 
Committee on Energy and Natural Re- 
sources for inquiries and investigations : 
report to accompany S. Res. 346., 80- 
13060 

Authorizing additional expenditures by the 
Committee on Environment and Public 
Works for inquiries and investigations : 
report to accompany S. Res. 352., 80- 
13061 

Authorizing additional expenditures by the 
Committee on Finance for inquiries and 
investigations : report to accompany S. 
Res. 337., 80-13062 

Authorizing additional expenditures by the 
Committee on Foreign Relations for in- 
quiries and investigations : report to ac- 
company S. Res. 351., 80-13063 

Authorizing additional expenditures by the 
Committee on Governmental Affairs for 
inquiries and investigations : report to ac- 
company S. Res. 361., 80-13064 

Authorizing additional expenditures by the 
Committee on Labor and Human Re- 
sources for inquiries and investigations : 
report to accompany S. Res. 341., 80- 
13066 

Authorizing additional expenditures by the 
Committee on the Budget for inquiries 
and investigations : report to accompany 
S. Res. 358., 80-13058 

Authorizing additional expenditures by the 
Committee on the Judiciary for inquiries 
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and investigations : report to accompany 
S. Res. 350., 80-13065 

Authorizing additional expenditures by the 
Committee on Veterans’ Affairs for in- 
quiries and investigations : report to ac- 
company S. Res. 345., 80-13067 

Authorizing additional expenditures by the 
Select Committee on Intelligence : report 
to accompany S. Res. 354., 80-13070 

Authorizing additional expenditures by the 
Select Committee on Small Business for 
inquiries and investigations : report to ac- 
company S. Res. 359., 80-13068 

Authorizing appropriations for the Interna- 
tional investment survey act for fiscal 
years 1980 and 1981 : report to accompa- 
ny S. 758., 80-12899 

Authorizing expenditures by the Select 
Committee on Indian Affairs : report to 
accompany S. Res. 357., 80-13071 

Authorizing expenditures by the Special 
Committee on Aging : report to accom- 
pany S. Res. 353., 80-13069 

Authorizing Federal participation in stream 
rectification, Trinity River Division, Cen- 
tral Valley Project, California, and for 
other purposes : report to accompany 
H.R. 507., 80-12835 

Authorizing the conveyance of lands in the 
city of Hot Springs, Ark. : report to ac- 
company S. 1850., 80-12954 

Authorizing the payment out of the contin- 
gent fund of the Senate of the expenses 
incurred by Senator Morgan in support- 
ing a motion to quash certain subpeans in 
an antitrust legal proceeding : report to 
accompany S. Res. 96., 80-12908 

Authorizing the printing of a compilation of 
materials entitled “Senate election law 
guidebook—1980” as a Senate document : 
report to accompany S. Res. 378., 80- 
13054 

Authorizing the printing of a revised edi- 
tion of “Our American Government” as a 
House document : report to accompany 
H. Con. Res. 279., 80-12969 

Authorizing the printing of a revised edi- 
tion of the “Handbook for small busi- 
ness” as a Senate document : report to 
accompany H. Con. Res. 45., 80-12970 

Authorizing the printing of additional 
copies of part 1 of the Senate report enti- 
tled “Developments in aging, 1979” : 
report to accompany S. Res. 370., 80- 
13053 

Authorizing the reprinting of the committee 
print entitled “Synthetic fuels” : report to 
accompany S. Con. Res. 56., 80-12971 

Authorizing the sale to certain foreign na- 
tions of certain excess naval vessels : 
report to accompany H.R. 5163., 80- 
12929 

Automated solar module assembly line., 
80-11893 

Automating cloud and visibility observa- 
tions., 80-12755 





June 1980 


Automobile repairs : avoidable costs : staff 
report /, 80-13263 

Automobiles, sedans and station wagons (in- 
ternal combustion engine powered)., 80- 
12371 

Automotive research act of 1979., 
13331 

Aviation Automated Weather Observation 
System (AV-AWOS) /, 80-12755 

Aviation turbine fuels, 1978 /, 80-11824 


80- 


Background information to accompany the 
atlas of some metal and nonmetal mineral 
provinces in the conterminous United 
States /, 80-12505 

Background notes, 80-12656 

Background notes. Venezuela., 80-12656 

Balance sheet of the farming sector., 80- 
11242 

Balloon logging in the Idaho batholith : 
feasibility study /, 80-11336 

Bankruptcy tax act of 1979., 80-13354 

Banks and banking, 80-12384 

Barbara Laws Smith : report to accompany 
H.R. 891., 80-13042 

Basic research, applied research, and devel- 
opment in industry,, 80-12615 

Bear River compact, congressional consent 
: [an act to consent to the amended Bear 
River compact between the States of 
Utah, Idaho, and Wyoming]., 80-13000 

Behavior of Alaskan native log stringer 
bridges /, 80-11252 

Benefits and beneficiaries under public em- 
ployee retirement systems, calendar year 
1977, 80-12397 

Benzene., 80-12245 

Benzidine., 80-12243 

Bibliography of National Environmental 
Satellite Service publications /, 80- 
11628 

Bibliography of Plasma Physics Laboratory 
reports and publications covering period 
January 1, 1978-December 31, 1978, sup- 
plement VII /, 80-11972 

A bicentennial edition of Thomas Godfrey’s 
The prince of Parthia : a tragedy (1765) / 

80-11773 

BICUBE : Bicubic spine interpolation code 
/, 80-12200 

Bicycle-safe grate inlets study /, 80-12727 

Bighorn National Forest, Wyoming /, 80- 
11300 

Biomass research and development act., 
80-13327 


Biostratigraphic zonation of the Park City 


group., 80-12520 

Biotechnology for producing fuels and 
chemicals from biomass : recommenda- 
tions for R&D /, 80-12190 

Birds., 80-12352 

Black locust : Robinia pseudoacacia., 
11316 


80- 





Black shale gas production., 80-12089 

Blue Ridge Parkway., 80-12535 

Board of Actuaries of the Civil Service Re- 
tirement System annual report., 80- 
13298 

Board of Tax Appeals and Tax Court re- 
ports., 80-12336 

Bob Casey Federal Building — U.S. Court- 
house : report to accompany H.R. 4792., 
80-12827 

Borehole plugging-materials development 
program /, 80-12117 

Borough of South River, New Jersey, 
Middlesex County., 80-12279 

Borough of Union Beach, New Jersey, 
Monmouth County., 80-12280 

Brazil., 80-12649 

Bridge, tunnel, and elevated highway con- 
struction contractors, SIC code 1622., 
80-11513 

A brief history of the Gila Wilderness., 
80-11302 

Briefing package for organizations and indi- 
viduals interested in soil and water con- 
servation., 80-11395 

A brine-steam properties computer program 
for geothermal energy calculations /, 
80-12222 

Brookhaven National Laboratory burner- 
boiler/furnace efficiency test project : 
annual fuel use and efficiency reference 
manual hydronic equipment /, 80- 
11856 

The budget of the United States Govern- 
ment., 80-12647, 80-12798 

Budget of the United States government, 
fiscal year 1981, and economic report of 
the President, January 1980., 80-12354 

Budget views and estimates., 80-13348 

Building science series., 80-12347 

Bulk shielding facility /, 80-12063 

Buried organic layer affects the growth of 
slash pine in the Florida sandhills /, 80- 
11354 

Business credit and assistance, 80-12385 

Business establishments, employment and 
taxable payrolls, by industry groups, 
under old-age and survivors insurance 
program, 80-11507, 80-11508, 80- 
11509, 80-11510, 80-11511 

A business guide to the Association of 
Southeast Asian Nations., 80-11636 

Business guide to the European Common 
Market, 80-11643 


Business income tax returns, 80-12690 


Cc 


Cadmium., 80-12246 

Calculation of dosimetry parameters for fast 
neutron radiotherapy /, 80-11946 

Calculation of in situ unsaturated hydraulic 
conductivity from instantaneous  soil- 
water profile data /, 80-12017 

Camper’s first aid., 80-11735 
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Census on rural America : hearing before the Subcommittee on Investigations of the 


Can small farms be successful : accomplish- 
ments of four farm families /, 80-13105 

Canada, 80-12570 

Canal Zone Biological Area authorization : 
report to accompany S. 817., 80-12815 

Canal Zone Biological Area (Barro Colora- 
do Island Facility of the Tropical Re- 
search Institute of the Smithsonian Insti- 
tution) : report to accompany S. 817., 
80-12896 

Capital punishment., 80-12555 

Capital requirements for the transportation 
of energy materials based on PIES sce- 
nario estimates /, 80-12231 

Carbon monoxide., 80-13088 

Carillon bells : report to accompany H.R. 
1212., 80-12936 

Carteret County, North Carolina (unincor- 
porated areas], 80-12283 

Cases adjudged in the Supreme Court, 80- 
12557 

Catalog of copyright entries. Fourth series. 
Part 5. Visual arts., 80-12590 

Catalog of hymenoptera in America north 
of Mexico /, 80-12666 

Catalog of tissue typing antisera, 80-12417 

Catalogue of forms, form letters, notices /, 
80-12685, 80-12686 

Catalytic conversion of oxygenated com- 
pounds to low molecular weight olefins / 
, 80-11885 

Cement., 80-12528 

Cement (Washington), 80-12528 

Cementing of geothermal wells., 
80-11855, 80-11870 

Census of agriculture (1978), 80-11454, 
80-11455, 80-11456, 80-11457, 80- 
11458, 80-11459, 80-11460, 80-11461, 
80-11462, 80-11463, 80-11464, 80- 
11465, 80-11466, 80-11467, 80-11468, 
80-11469, 80-11470, 80-11471, 80- 
11472, 80-11473, 80-11474, 80-11475, 
80-11476 

Census of construction industries (1977), 
80-11513 

Census of manufactures (1977), 80-11453 

Census of retail trade (1977), 80-11515, 
80-11516, 80-11517, 80-11518, 80- 
11519, 80-11520, 80-11521, 80-11522, 
80-11523, 80-11524, 80-11525, 80- 
11526, 80-11527, 80-11528, 80-11529 

Census of service industries (1977), 80- 
11558, 80-11559 

Census of wholesale trade (1977), 80- 
11531, 80-11532, 80-11533, 80-11534, 
80-11535, 80-11536, 80-11537, 80- 
11538, 80-11539, 80-11540, 80-11541, 
80-11542, 80-11543, 80-11544, 80- 
11545, 80-11546, 80-11547, 80-11548, 
80-11549, 80-11550, 80-11551, 80- 
11552, 80-11553, 80-11554, 80-11555, 
80-11556, 80-11557 

Census on rural America : hearing before 
the Subcommittee on Investigations of 
the Committee on Post Office and Civil 
Service, House of Representatives, 


80-11839, 
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Census on rural America : hearing before the Subcommittee on Investigations of the 


Ninety-sixth Congress, first session, July 
31, 1979., 80-13300 

Center punched solar cell module develop- 
ment effort : final report /, 80-11890 

Central cooling — compressive chillers /, 
80-11783 

Certification and operations of scheduled 
air carriers and helicopters, 80-12745 

Certification, pilots and flight instructors, 
80-12744 

The certification space of the application 
form., 80-12588 

CFR index and finding aids, 80-12374 

Chain saw training guide /, 80-11306 

Changes in farm production and efficiency., 
80-11230 

The changing character of drug abuse : the 
Federal response : hearing before the 
Subcommittee on Health and the Envi- 
ronment of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ... November 30, 1979., 80-13272 

The changing financial structure of farmer 
cooperatives /, 80-11444 

Changing the name of the Palmetto Bend 
Reservoir on the Navidad River in Texas 
to Lake Texana : report to accompany 
H.R. 2771., 80-12804 

Channel level power control interface., 
80-11568 

Characteristics of effluents from the CO.- 
acceptor coal gasification process /, 80- 
11921 

Characterization of nonvolatile organics in 
disinfected wastewater effluents : interim 
report /, 80-12026 

Characterization of pyrocarbon coatings of 
HTGR fuel particles by inert gas intru- 
sion /, 80-12056 

Characterization of solid waste conversion 
and cogeneration systems /, 80-11970 

Chemical hazards response information 
system., 80-12765 

Chemical studies of selected trace elements 
in hot-spring drainages of Yellowstone 
National Park /, 80-12512 

Chicago, South Shore and South Bend 
Railroad discontinuance of all passenger 
train service., 80-12545 

Child abuse and neglect research, 
12474 

Child abuse and neglect research. Projects 
and publications., 80-12474 

Child and disabled dependent care (includ- 
ing illustrated forms 940 and 942)., 80- 
12693 

CHRIS : [chemical hazards response infor- 
mation system]., 80-12765 

Christmas decorations., 80-13089 

A chronology of the United States Marine 
Corps., 80-11768 

Chugach National Forest land and resource 
management plan : analysis of public 
comments : identification of major public 
issues., 80-11255 
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Citation for meritorious service., 80-12640 

City of Birmingham, Michigan, Oakland 
County., 80-12277 

City of Blunt, South Dakota, Hughes 
County., 80-12296 

City of Box Elder, South Dakota, Penning- 
ton County., 80-12298 

City of Cedarburg, Wisconsin, Ozaukee 
County., 80-12309 

City of Cupertino, California, Santa Clara 
County., 80-12261 

City of Des Moines, Washington, King 
County., 80-12306 

City of Edmond, Oklahoma, 
County., 80-12291 

City of Lake View, Iowa, Sac County., 
80-12274 

City of Mapleton, Utah, Utah County., 
12302 

City of Mesa, Arizona, Maricopa County., 
80-12260 

City of Moab, Utah, Grand County., 
12301 

City of Moscow, Idaho, Latah County., 
80-12265 

City of North Ridgeville, Ohio, Lorain 
County., 80-12288 

City of Pekin, Illinois, Tazewell and Peoria 
Counties., 80-12271 

City of Ralston, 
County., 80-12278 

City of Rockville, Md., designated as an 
“All American City” : report to accom- 
pany S. Con. Res. 20., 80-12904 

City of Statesboro, Georgia, 
County., 80-12263 

Civil service reform : 
year., 80-12622 

Civilian air traffic controllers of the De- 
partment of Defense and flight service 
station personnel : report together with 
minority views to accompany H.R. 1262., 
80-12942 

Civilian Health and Medical Program of 
the Uniformed Services (CHAMPUS)., 
80-11655, 80-11656, 80-11657 

Classification of industrial ionizing radiation 
gauging devices., 80-11563 

Clay construction products., 80-11479 

Clean solid and liquid fuels from coal., 
11898 

Clearwater County, Idaho, unincorporated 
areas., 80-12264 

Climate act., 80-13326 

Climatological data, annual summary. Ala- 
bama., 80-11584 

Climatological data, 
Alaska., 80-11585 

Climatological data, annual summary. Ari- 
zona., 80-11586 

Climatological data, annual summary. Ar- 
kansas., 80-11587 

Climatological data, annual summary. Colo- 
rado., 80-11588 

Climatological data, annual summary. Flor- 
ida., 80-11589 


Oklahoma 


80- 


80- 


Nebraska, Douglas 


Bulloch 


a report on the first 


80- 


annual summary. 
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Climatological data, annual summary. Geor- 
gia., 80-11590 

Climatological data, annual 
Hawaii & Pacific., 80-11591 

Climatological data, annual 
Idaho., 80-11592 

Climatological data, annual summary. Illi- 
nois., 80-11593 

Climatological data, annual summary. Indi- 
ana., 80-11594 

Climatological data, annual 
Iowa., 80-11595 

Climatological data, annual 
Kansas., 80-11596 

Climatological data, annual summary. Lou- 
isiana., 80-11597 

Climatological data, annual summary. 
Maryland & Delaware., 80-11598 

Climatological data, annual summary. 
Michigan., 80-11599 

Climatological data, annual summary. Min- 
nesota., 80-11600 

Climatological data, annual summary. Mis- 
sissippi., 80-11601 

Climatological data, annual summary. Mis- 
souri., 80-11602 

Climatological data, annual summary. Mon- 
tana., 80-11603 

Climatological data, annual summary. Ne- 
braska., 80-11604 

Climatological data, 
Nevada., 80-11605 

Climatological data, annual summary. New 
England., 80-11606 

Climatological data, annual summary. New 
Jersey., 80-11607 

Climatological data, annual summary. New 
Mexico., 80-11608 

Climatological data, annual summary. New 
York., 80-11609 

Climatological data, 
North Carolina., 

Climatological 
North Dakota., 

Climatological data, annual 
Ohio., 80-11612 

Climatological data, annual summary. Okla- 
homa., 80-11613 

Climatological data, 
Oregon., 80-11614 

Climatological data, annual summary. Penn- 
sylvania., 80-11615 

Climatological data, annual summary. South 
Carolina., 80-11616 

Climatological data, annual summary. South 
Dakota., 80-11617 

Climatological data, annual summary. Ten- 
nessee., 80-11618 

Climatological data, 
Texas., 80-11619 

Climatological data, annual summary. Utah, 
80-11620 

Climatological data, annual 
Washington., 80-11621 

Climatological data, annual summary. West 
Virginia., 80-11622 


summary. 


summary. 


summary. 


summary. 


annual summary. 


annual 

80-11610 

data, annual 
80-11611 


summary. 
summary. 


summary. 


annual summary. 


annual summary. 


summary. 
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Climatological data, annual summary. Wis- 
consin., 80-11623 

Climatological data, annual summary. Wyo- 
ming., 80-11624 

Climatology of Brookhaven National Labo- 
ratory, 1974 through 1977 /, 80-11863 

Closed-cycle hydride engines /, 80-12154 

Closer controls and better data could im- 
prove antitrust enforcement : report to 
the Congress /, 80-12328 

Club manager /, 80-11721 

Coal data book., 80-12627 

Coal gasification valves 
11907 

Coal liquefaction test center., 80-11895 

Coal-mine refuse in highway embankments., 
80-12731 

Coastal waterbird colonies : Maine /, 80- 
12538 

Code of Federal regulations. CFR index 
and finding aids., 80-12374 

Code of Federal regulations. [Title] 6. Eco- 
nomic stabilization., 80-12375 

Code of Federal regulations. [Title] 7. Agri- 
culture., 80-12376, 80-12377, 80- 
12378, 80-12379 

Code of Federal regulations. [Title] 8. 
Aliens and nationality., 80-12380 

Code of Federal regulations. [Title] 9. Ani- 
mals and animal products., 80-12381, 
80-12382 

Code of Federal regulations. [Title] 10. 
Energy., 80-12383 

Code of Federal regulations. [Title] 12. 
Banks and banking., 80-12384 

Code of Federal regulations. [Title] 13. 
Business credit and assistance., 80-12385 

Code of Federal regulations. [Title] 32. Na- 
tional defense., 80-12386 

Code of Federal regulations. [Title] 34. 
Government management., 80-12391 

Code of Federal regulations. [Title] 35. 
Panama Canal, 80-12391 

Code of Federal regulations. [Title] 44. 
Emergency management and assistance., 
80-12387 

Code of Federal regulations. [Title] 47. 
Telecc ication., 80-12388 

Code of Federal regulations. [Title] 49. 
Transportation [errata supplement]., 80- 
12389 

Code of Federal regulations. [Title] 50. 
Wildlife and fisheries., 80-12390 

Coke oven emissions., 80-12573 

Cold electrostatic ion cyclotron waves and 
ion-ion hybrid resonances /, 80-12091 

Collector array performance report for in- 
strumented sites of the national solar 
heating and cooling demonstration pro- 
gram /, 80-12194 

Collector array performance report for sites 
of the national solar heating and cooling 
demonstration program., 80-12194 

Collision of Greek bulk carrier M/V Irene 
S. Lenos and Panamanian bulk carrier 


: phase 2., 80- 








M/V Maritime Justice, Lower Mississippi 
River near New Orleans, Louisiana, No- 
vember 9, 1978., 80-12708 

Collision of the S/T Texaco Iowa and the 
M/T Burmah Spar on the Mississippi 
River, Pilottown, Louisiana, October 3, 
1978., 80-12707 

Combined cycle research program., 
11983 

Communicable diseases and health planning 
references., 80-12403 

Communication performance 
with deaf students : 
12393 

Community energy efficiency act of 1979 : 
hearing before the Subcommittee on 
Energy Conservation and Supply of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
sixth Congress, first session, on S. 1829 ... 
December 12, 1979., 80-13211 

Community mental health centers program, 
oversight : hearing before te Subcom- 
mittee on Health and the Environment of 
the Committee on Interstate and Foreign 
Comme:ce, House of Representatives, 
Ninety-sixth Congress, second session, 
February 5, 1980., 80-13276 

Compact procedure for quantitative energy- 
dispersive electron probe X-ray analysis., 
80-11565, 80-11566 

Compaction studies of palladium/aluminum 
powders /, 80-12112 

Comparative engineering and cost analysis 
of coal beneficiation processes /, 80- 
11905, 80-11906 

Comparison of analytical and flight test 
identified aerodynamic derivatives for a 
tandem-rotor transport helicopter /, 80- 
12603 

A comparison of calculations with high ve- 
locity soil penetration data /, 80-12110 

A comparison of initial damage rates using 
neutron and electron irradiations/, 80- 
11953 

Compatibility of Pt-3008 with selected com- 
ponents of the selenide isotope generator 
system /, 80-12037 

Compendium of Federal programs related 
to community energy conservation /, 
80-12477 

Compendium of principal energy research 
and development legislation., 80-13313 

Compensation for hostages in Iran., 80- 
13224 

Compilation of the Military selective serv- 
ice act : showing the act as amended 
through February 1, 1980 /, 80-13156 

Completing the youth agenda : a plan for 
knowledge development, dissemination 
and application for fiscal 1980. 80- 
12577 

Composition stability and degradation prod- 
ucts of selected materials for solar heat- 
ing and cooling /, 80-12115 

Comprehensive tax guide to U.S. civil serv- 
ice retirement benefits /, 80-12688 


80- 


evaluation 
a review /, 80- 
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Congressional review of Federal agencies’ rules and regulations : hearing before 


The computational nature of combustion 
modeling /, 80-12159 

Computer image generation texture study /, 
80-11772 

Computer language evaluation for MFTF 
SCDS /, 80-12209 

Computer optimization of cutting yield 
from multiple-ripped boards /, 80-11330 

Computer Performance Evaluation Users 
Group (CPEUG) : proceedings of the fif- 
teenth meeting held at San Diego, Cali- 
fornia, October 15-18, 1979 /, 80-11561 

A computerized management report for 
monitoring spending : a user’s manual /, 
80-11994 

Computerized material property data infor- 
mation system : by John Nardone., 80- 
11663 

Computers and office and accounting ma- 
chines., 80-11487 

Computers for fire departments : current 
technology and typical systems /, 80- 
12258 

Computing average skidding distance for 
logging areas with irregular boundaries 
and variable log density /, 80-11374 

Concept evaluation of a nuclear design for 
electronuclear fuel production : evalua- 
tion of ORNL’s proposed TMF-ENFP /, 
80-12057 

Conceptual design of a coal to methanol 
commercial plant /, 80-11911 

Conditions for soft X-ray lasing action in a 
confined plasma column /, 80-12093 

Condominium conversion controls 
formation bulletin /, 80-12475 

Conference on Mycotoxins in Animal Feeds 
and Grains Related to Animal Health /, 
80-12434 

Confirmation hearings on John H. Shene- 
field, nominee, Associate Attorney Gen- 
eral : hearings before the Committee on 
the Judiciary, United States Senate, 
Ninety-sixth Congress, first and second 
sessions ... December 7, 1979, and Janu- 
ary 24, 1980., 80-13287 

Congressional award act : report to accom- 
pany H.R. 2196., 80-12837 

Congressional award program : hearing 
before the Subcommittee on Intergovern- 
mental Relations of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, April 24, 1979., 80-13250 

Congressional award program act : 
to accompnay S. 221., 80-12915 

Congressional directory., 80-12356 

Congressional globe, 80-12783, 80-12784, 
80-12785 

Congressional record., 80-13260 

Congressional record; proceedings and de- 
bates of the Congress., 80-12783, 80- 
12784, 80-12785 

Congressional review of Federal agencies’ 
rules and regulations : hearing before the 
Committee on Governmental Affairs, 


: an in- 


report 
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Congressional review of Federal agencies’ rules and regulations : hearing before 


United States Senate, Ninety-Sixth Con- 
gress, first session, on S. 1945 ... Decem- 
ber 6, 1979., 80-13251 

Conservation., 80-12357 

Conserve energy - travel by phone., 
12392 

Consolidated Al/Cu,0 thermites /, 80- 
11986 

Consolidated fuel recycle program, refabri- 
cation., 80-12049 

Consolidation of certain standing rules em- 
bodying the same subject matter and re- 
numbering others : report., 80-13032 

Construction mechanic 3 & 2 /, 80-11746 

Construction of hydroelectric powerplants : 
hearing before the Subcommittee on 
Energy Research and Development of 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
sixth Congress, first session, on S. 475 ... 
S. 1420 ... S. 1764 ... September 21, 1979., 
80-13208 

Construction statistics data finder., 
11494 

Consumer Deputy final report on play- 
ground surfaces., 80-13086 

Consumer income., 80-11505 

Consumer product fact sheet : CPSC fact 
sheet flyer., 80-13084 

Consumer’s guide to phase IV : ESP, eco- 
nomic stabilization program /, 80-12683 

Continuation until July 1, 1982, of the exist- 
ing suspension of duties on Synthetic 
rutile : report to accompany H.R. 2297., 
80-12808 

Continued need for the Veterans’ Adminis- 
tration’s Records Processing Center in St. 
Louis : hearing before a subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
sixth Congress, first session, June 11, 
1979., 80-13247 

Control of Federal credit programs : hear- 
ings before the Task Force on Budget 
Process of the Committee on the Budget, 
House of Representatives, Ninety-sixth 
Congress, first session, November 13 and 
14, 1979., 80-13171 

Control valve for hot dirty gas service., 
80-11974, 80-11976, 80-11980 

Control valve for slurry letdown service., 
80-11975, 80-11977, 80-11981 

Control valves for hot dirty gas service., 
80-11978 

Control valves for slurry letdown service., 
80-11979 

Converted flexible packaging products., 
80-11491 

Conveying certain lands in city of Hot 
Springs, Ark. : report to accompany S. 
1850., 80-12933 

Coordinating Federal programs : the case 
of Office of Management and Budget cir- 
cular A-95 /, 80-11445 

Corporation income tax returns., 80-12691 

Correlation of physical coal separation /, 
80-12088 


80- 


80- 


Page I-452 





Corrosion of metallic pipes on military 
bases: a survey /, 80-11574 

Cost analysis of aquatic biomass systems /, 
80-11937 

Cost, performance, and esthetic impacts of 
an experimental forest road in Montana /, 
80-11333 

Cottonwood : Populus deltoides : hybrid 
poplar., 80-11317 

Counter-top-cooking appliances (portable)., 
80-13091 

Counties and county equivalents of the 
States of the United States and the Dis- 
trict of Columbia., 80-11567 

Country labor profile. Canada., 

Country labor profile. Malaysia., 

Country labor profile. Nigeria., 80-12572 

Country labor profile. Algeria, 80-12569 

County business patterns., 80-11507, 80- 
11508, 80-11509, 80-11510, 80-11511 

CPSC bulletin : final list., 80-13085 

CPSC fact sheet flyer., 80-1308+ 

Creation and characterization of horizontal 
hydraulic fractures in oil shale /, 80- 
12139 

Crime victim compensation 
model /, 80-12556 

Criminal Code reform act of 1979 : report 
of the Committee on the Judiciary, 
United States Senate, to accompany S. 
1722., 80-13030 

A critical review of analytical techniques 
for safeguarding the thorium-uranium fuel 
cycle /, 80-11948 

Criticality analysis of aggregations of actin- 
ides from commercial nuclear waste in 
geological storage /, 80-12014 

Cross section sensitivity analysis of a pro- 
posed neutron streaming experiment with 
a two-dimensional model /, 80-12031 

Cross sections for the Ti(n,xn) and 
Ti(n,xOT1) reactions between 1 and 20 
MeV /, 80-12087 

Crossman Peak radar proposal /, 80-12497 

Crude oil windfall profit tax act of 1980 : 
conference report to accompany H.R. 
3919., 80-12979 

Cultural resource evaluation in south cen- 
tral Utah 1977-1978 /, 80-12541 

A cultural resources overview of the 
middle Rio Grande Valley, New Mexico 
/, 80-11393 

Cumulated index medicus., 80-12428 

Cumulative report on rescissions and defer- 
rals., 80-12803, 80-12940 

Current catalog, 80-12427 

Cut-and-cover tunneling /, 80-12719 


D 


80-12570 
80-12571 


program 


D-D neutron measurements on a 40-kV, 60- 
A neutral beam test facility /, 80-12076 

Dance touring program., 80-12606 

Dance touring program; guideline for dance 
companies, 80-12606 


Do not order from index; see indicated entry 





Title Index 


Dance touring program; guidelines for 
sponsors, 80-12606 

Dance touring program; guidelines for State 
arts agencies, 80-12606 

Data acquisition and test system softwave /, 
80-12147 

A data bank for the geographical allocation 
of future U.S. energy supply facilities by 
county /, 80-11844 

Data bank _ interrogations/search., 
11679 

Data base for fast reactor safety computer 
codes., 80-12081 

Data element dictionary and glossary of 
terms/acronyms., 80-11683 

DAWN annual report, 80-12552 

Decentralized solar energy technology as- 
sessment program : research plan /, 80- 
12064 

Decisions and interpretations of the Federal 
Labor Relations Council., 80-13096 

Deconvolution of gas chromatographic data 
/, %80-12599 

Deep seabed hard mineral resources act., 
80-12817 

Defense integrated data system : DIDS pro- 
cedures manual document identifier 
code input/output formats (fixed length) 
/, 80-11680, 80-11681 

Defense integrated data system : DIDS pro- 
cedures manual : general and administra- 
tive information /, 80-11678 

Defense integrated data system : DIDS pro- 
cedures manual : materiel management 
decision rule tables /, 80-11684 

Defense integrated data system : DIDS pro- 
cedures manual : multiple application ref- 
erences/instructions/tables and grids /, 
80-11682 

Defense integrated data system (DIDS) 
procedures manual., 80-11679, 80- 
11683 

Defense integrated data system (DIDS) 
procedures manual : general and adminis- 
trative information., 80-11677 

The Defense Logistics Agency Inspector 
General inspections should change from a 
compliance to a systems approach 
report to the Chairman, Subcommittee on 
Legislation and National Security, House 
Committee on Government Operations /, 
80-12320 

Defense officer personnel management act : 
report to accompany S. 1918., 80-12921 

The deflagration-to-detonation transition 
project /, 80-12176 

Deformation of the Sandia metallic rings 
seal test fixture /, 80-12151 

Dental equipment repair and technology /, 
80-11747 

Department of Defense base closures/aline- 
ments : hearings before the Subcommittee 
on Military Construction and Stockpiles 
of the Committee on Armed Services, 
United States Senate, Ninety-sixth Con- 
gress, first session, May 1, 16, June 13, 
1979., 80-13159 


80- 





June 1980 


Department of Defense provisioning and 
other preprocurement screening manual / 
, 80-11690 

Department of Energy Large Solar Central 
Power Systems Semiannual Review /, 
80-12184 

Department of Energy Workshop on Indus- 
trial Energy Conservation Reporting, 
Washington D.C., November 6 & 7, 1978 
/, 80-12100 

Department of Labor’s automatic data 
processing systems supporting Federal 
workers’ compensation programs : hear- 
ing before a subcommittee of the Com- 
mittee on Government Operations, House 
of Representatives, Ninety-sixth Con- 
gress, first session, April 10, 1979., 80- 
13242 

The Department of the Air Force’s Phase 
IV program should be redirected 
twelfth report /, 80-12854 

Department of Transportation and related 
agencies appropriations for 1981 : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, House of Rep- 
resentatives, | Ninety-sixth Congress, 
second session /, 80-13153 

Departments of State, Justice, and Com- 
merce, the judiciary, and related agencies 
appropriations for 1981 : hearings before 
a subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-sixth Congress, second session /, 
80-13152 

Deschler’s procedure : a summary of the 
modern precedents and practices of the 
U.S. House of Representatives, 86th Con- 
gress-95th Congress /, 80-13079 

Deschler’s procedure in the U.S. House of 
Representatives., 80-13079 

Description, calibration, and preliminary 
testing of the coal liquefaction heat trans- 
fer coefficient measurement test unit /, 
80-11779 

A description of the explosives processing 
equipment operated by the chemistry and 
materials science department at site 300 /, 
80-12207 

Design analysis of wide-body aircraft 
report /, 80-13316 

Design and fabrication of solar cell modules 
/, 80-11889 

Design and operation of equipment used to 
develop remote coating capability for 
HTGR fuel particles /, 80-12029 

Design criteria for a control valve for hot 
dirty gas service : joint report /, 80- 
11980 

Design criteria for a control valve for 
slurry letdown service : joint report /, 
80-11981 

Design criteria for lock hopper valve devel- 
opment /, 80-11973 

Design guidelines for coal refuse piles and 
water, sediment, or slurry impoundments 
and impounding structures /, 80-12581 





Design techniques for large scale linear 
measurement systems /, 80-12213 

Detailed technical plan for GLERL, 80- 
11629 

Detailed technical plan for the Great Lakes 
Environmental Research Laboratory., 
80-11629 

Detection of hydrogen buildup in initially 
pure nonhydrogenous liquids /, 80- 
12015 : 

Development document for proposed efflu- 
ent limitations guidelines and standards 
for the iron and steel manufacturing point 
source category., 80-12235 

Development of a glass polymer composite 
sewer pipe from waste glass /, 80-11861 

Development of a lithium alloy/iron disul- 
fide, 60-minute primary thermal battery /, 
80-12173 

Development of a pavement condition 
rating procedure for roads, streets, and 
parking lots /, $0-11737 

Development of coatings for corrosion ero- 
sion protection of internal components of 
coal gasification vessels /, 80-11930 

Development of combustion data to utilize 
low-Btu gases as industrial process fuels / 

80-11917, 80-11918, 80-11919, 80- 

11920 

Development of the steam-iron process for 
hydrogen production /, 80-11912, 80- 
11913 

Development program for MHD direct 
coal-fired power generation test facility., 
80-11896 

Development, testing and evaluation of 
MHD-materials., 80-11933 

Developments in marketing spreads for 
food products in 1979 /, 80-11247 

DIDS procedures manual., 80-11678, 80- 
11680, 80-11681, 80-11682, 80-11684 

Digest of State forest fire laws /, 80-11290 

A directory of computer software & related 
technical reports., 80-11580 

Directory of education associations., 80- 
12400 

Directory of Federal statistical agencies, 
80-11451 

Directory of Federally supported informa- 
tion analysis centers /, 80-12586 

Directory of personnel responsible for radi- 
ological health programs., 80-12433 

Dirk Vierkant : report to accompany S. 
132., 80-12850 

Disapproval of report on home health serv- 
ices under title XVIII, XIX, and XX of 
the Social security act /, 80-12816 

Disparate clump approximation in neoclassi- 
cal plasma transport theory /, 80-11801 

Disposal systems and techniques for oil and 
hazardous chemicals recovered from 
marine spills /, 80-12767 

Distinguished Service Award., 80-12637 

Distribution of fission products in Peach 
Bottom HTGR fuel element FO03-01 /, 
80-12002 
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Dwarf mistletoe : Arapaho & Roosevelt Natl Forests, Redfeather Ranger District / 


District heating/cogeneration application 
studies for the Minneapolis-S:. Paul area : 
executive summary, overall feasibility and 
economic viability for a district heating/ 
new cogeneration system in Minneapolis- 
St. Paul /, 80-12058 

District of Columbia Housing Finance 
Agency revenue bonds conference 
report to accompany H.R. 3824., 80- 
13076 

Document identifier code input/output for- 
mats (fixed length), 80-11680 

Document identifier code input/output for- 
mats (variable length), 80-11681 

Documentation of the Douglas-fir tussock 
moth outbreak-population model /, 80- 
11367 

The dollar, inflation, and U.S. monetary 
policy : hearing before the Joint Econom- 
ic Committee, Congress of the United 
States, Ninety-sixth Congress, first ses- 
sion, October 17, 1979., 80-13186 

Domestic & international air cargo activity 
/, 80-12760 

Domestic energy policy act of 1979 : hear- 
ing before the Subcommittee on Energy 
Regulation of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 1371 ... July 20, 1979., 80- 
13203 

Domestic refinery development and im- 
provement act of 1979 : hearings before 
the Subcommittee on Energy Regulation 
of the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
sixth Congress, first session, on S. 1684 
wy 80-13206 

Draft development document for proposed 
effluent limitations guidelines and stand- 
ards for the iron and steel manufacturing 
point source category., 80-12236 

Draft development document for the iron 
and steel manufacturing point source cat- 
egory., 80-12235, 80-12236 

Draft environmental impact statement : pro- 
posed C&NW Coal Line Project /, 80- 
12737 

Driftdown calculations for the FH-227D 
aircraft /, 80-12145 

Drug abuse among U.S. Armed Forces in 
the Federal Republic of Germany and 
West Berlin : hearings before the Select 
Committee on Narcotics Abuse and Con- 
trol, House of Representatives, Ninety- 
fifth Congress, second session, November 
20 and 22, 1978., 80-13296 

Drug abuse films /, 80-12466 

Dutch elm disease control : performance 
and costs : cost updated to 1979 and reaf- 
firmed /, 80-11338 

Duty-free entry on carillon bells for the 
University of Florida : report to accom- 
pany H.R. 1212., 80-12809 

Dwarf mistletoe : Arapaho & Roosevelt 
National Forests, Redfeather Ranger Dis- 
trict /, 80-11381 
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E 


Eagle River YCC, 1978., 80-11258 

Eastern Gulf of Alaska, sale no. 55, final 
EIS., 80-12494 

Ecology of natural underburning in the 
Blue Mountains of Oregon /, 80-11259 

Economic analysis of Darrieus vertical axis 
wind turbine systems for the generation 
of utility grid electrical power /, 80- 
12120 

Economic analysis of proposed revised ef- 
fluent guidelines and standards for the 
paint manufacturing industry /, 80- 
12237 

Economic analysis of wood- or bark-fired 
systems /, 80-11359 

Economic and political future of the Carib- 
bean : hearings before the Subcommittee 
on Inter-American Affairs of the Com- 
mittee on Foreign Affairs, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session, July 24, 26, and September 20, 
1979., 80-13223 

Economic effects of oil import quota pro- 
posals /, 80-13353 

Economic impact analysis of proposed re- 
vised effluent guidelines and standards for 
the paint manufacturing industry., 80- 
12237 

Economic regulation of the trucking indus- 
try : hearing before the Committee on 
Commerce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ...., 80-13177 

Economic stabilization, 80-12375 

Education and training information ex- 
change bulletin., 80-12735 

Education directory: education associations, 
80-12400 

Education for all handicapped children act., 
80-13197 

Educational programs for more effective 
marketing of agricultural commodities by 
farmers : report to accompany S. Res. 
225., 80-13028 

Educational statistics, 80-12340 

Effect of casein imports on U.S. dairy in- 
dustry : hearing before the Subcommittee 
on Agricultural Production, Marketing, 
and Stabilization of Prices of the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninty- 
sixth Congress, first session, November 
20, 1979., 80-13139 

The effect of Fe®, Cr*, Ni?, and Mn? ions on 
decomposition of hydrogen peroxide so- 
lution /, 80-12144 

Effect of heat treatment on the electrical 
resistance of photoresist as related to ra- 
diosotopic thermoelectric generator aging 
/, 80-12164 

The effect of processing steps on the ther- 
mal desorption of MC42949 A piece-parts 
and tooling /, 80-12152 
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The effects of Fe-Ni-Co-V structural alloys 
on fusion reactor neutronic performance 
/, 80-12023 

The effects of sodium chloride on the reac- 
tion of SO./02 mixtures with limestones 
and dolomites /, 80-11780 

Effects of solvent characteristics on 
Wyodak coal liquefaction., 80-11909 

Effects of torus wall flexibility on forces in 
the Mark I BWR pressure suppression 
system : extended analyses under SRV T- 
Quencher loading /, 80-12214 

The eighth World Forestry Congress., 80- 
11299 

Eileen Ferraren Fair : report to accompany 
H.R. 3320., 80-12849 

El Salvador: US policy, 80-12658 

The elastic neutron-proton differential cross 
section at 647 MeV /, 80-11959 

Election directory., 80-13095 

Electric lighting fixtures., 80-11488 

Electrical engineering : electrical utilization 
systems., 80-11765 

Electrical engineering : lightning & cathod- 
ic protection., 80-11766 

Electrical engineering : power distribution 
systems., 80-11763 

Electrical engineering : switchgear & relay- 
ing., 80-11764 

Electrical engineering : wire communica- 
tion & signal systems., 80-11767 

Electrical protection by effective grounding 
of cable shields., 80-11425 

Electrical utilization systems., 80-11765 

Electricity sales statistics, 80-13107 

Electrolysis based hydrogen storage sys- 
tems /, 80-11862 

Electron-beam welding of thorium-doped 
iridium alloy sheets /, 80-12041 

Electron impact ionization of multicharged 
ions/, 80-12078 

Electron tube, cathode ray, 23-inch, glass 
for use in computer display channel plan 
view display console., 80-12758 

Electronic components 77 exhibition : U.S. 
Trade Center, London, England, Novem- 
ber 7-11, 1977., 80-11634 

Electronic instrument repairer /, 80-11720 

Electronics technician 3 & 2 /, 80-11748, 
80-11749 

Elements of a battalion integrated sensor 
system : operator and team effectiveness 
/, 80-11727 

*Emerald Sea’ shore juniper., 80-11240 

Emergency exit window research project : 
Department of Housing and Urban De- 
velopment /, 80-12476 

Emergency management and assistance, 
80-12387 

Emerging partnership opportunities for 
cities : an introduction to the use of Fed- 
eral economic development tools and 
techniques for investors and developers /, 
80-12479 

EML procedures manual : edited by John 
H. Harley., 80-11935 
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Employer’s Merit Award., 80-12638 

Employment-unemployment hearings 
before the Joint Economic Committee, 
Congress of the United States, Ninety- 
fourth Congress, first session., 80-13188 

End-use matching for solar industrial proc- 
ess heat : final report /, 80-12188 

Energy, 80-12383 

Energy and environment annual report, 
80-11971 

Energy & Environment Division annual 
report., 80-11971 

Energy and water development appropri- 
ations for 1981 : hearings before a sub- 
committee of the Committee on Appro- 
priations, House of Representatives, 
Ninety-sixth Congress, second session /, 
80-13148 

Energy & water use in irrigated agriculture 
during drought conditions /, 80-11969 

Energy conservation : hearing before the 
Subcommittee on Housing and Communi- 
ty Development of the Committee on 
Banking, Finance and Urban Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session, October 22, 1979., 
80-13164 

Energy demand analysis in the Workshop 
on Alternative Energy Strategies /, 80- 
11864 

An energy-environment data book for the 
States of California, Hawaii, and Nevada 
/, 80-11968 

Energy impact assistance legislation : hear- 
ings before the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 1699 ... S. 1880 ... October 18 
and 19, 1979., 80-13201 

Energy management in municipal build- 
ings., 80-12482 

Energy management in municipal street 
lighting., 80-12482 

Energy management in the Federal govern- 
ment; annual report to the President of 
the United States., 80-12228 

Energy needs of low income elderly : 
winter 1979-80 : hearing before the Sub- 
committee on Human Services of the 
Select Committee on Aging, House of 
Representatives, Ninety-sixth Congress, 
first session ...., 80-13130 

Energy resources technical training and de- 
velopment programs for American Indi- 
ans /, 80-11796 

Energy statistics data finder., 80-11495 

Energy supply act, title III : hearings 
before the Subcommittee on Energy Re- 
search and Development of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 1308 ... July 16 
and 17, 1979., 80-13205 

Energy Systems Studies Program annual 
report., 80-11858 

Energy technology impacts on agriculture 
with a bibliography of models for impact 





June 1980 


assessment on crop ecosystems /, 80- 
12040 

Engineering., 80-12346 

Engines and turbines and farm machinery 
and equipment., 80-11453 

Environmental analysis of central Ohio — 
an initial approximation : map folio /, 
80-11729 

Environmental assessment in the ERDA 
coal gasification development program., 
80-11924 

Environmental control technology for at- 
mospheric carbon dioxide., 80-11853 

Environmental control technology for the 
flash hydropyrolysis of coal., 80-11852 

Environmental effects of western coal sur- 
face mining /, 80-12238 

An environmental evaluation of the PIES 
TRENDLONG MID-MID Scenario 
Federal region VII /, 80-11794 

An environmental evaluation of the PIES 
TRENDLONG MID-MID scenario 
Federal region V /, 80-11793 

An environmental overview of geothermal 
development the Geysers-Calistoga 
KGRA /, 80-12223 

Environmental Protection Agency research 
authorization for appropriations for fiscal 
year 1980 : conference report to accom- 
pany H.R. 2676., 80-12846 

Environmental research, development, and 
demonstration authorization act of 1980 : 
report to accompany H.R. 2676., 80- 
12901 

Environmental surveillance at Los Alamos., 
80-11945 

The EPIC project report : an engineering 
performance information center on struc- 
tural failures and distresses /, 80-12729 

Equal employment opportunity action plan 
FY - 1976 : Midwest Regional Office., 
80-12684 

Equipment for a laser surface measuring 
system /, 80-11823 

Equity for the eighties, 80-13093 

Equity in urban transportation /, 80-12699 

ERDA’s environmental assessment program 
: a Status report., 80-11925 

Erosion in the Palouse : a summary of the 
Palouse River basin study., 80-11396 

Errors in money supply figures : hearing 
before the Committee on Banking, Fi- 
nance and Urban Affairs, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session, October 29, 1979., 80-13165 

Establishment criteria for runway end iden- 
tification lights (REIL) /, 80-12761 

Establishment of a Siletz Indian Reserva- 
tion : hearing before the Select Commit- 
tee on Indian Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 2055 ... January 30, 1980, 
Washington, D.C., 80-13261 

Establishment of international Great Lakes 
datum (1955) /, 80-11728 

Estimatation of costs for fabrication of pres- 
surized-water reactor fuel /, 80-12016 





Estimated costs for preparation and submis- 
sion of reproposed premanufacture notice 
form /, 80-12233 

Estimated costs of preparation and submis- 
sion of reproposed premanufacture notice 
form., 80-12233 

Estimates of the population of counties and 
metropolitan areas: July 1, 1977 and 1978, 
80-11502 

Estimates of the population of the United 
States to January 1, 1980, 80-11504 

Estimating merchantable volume and stem 
residue in four timber species : ponderosa 
pine, lodgepole pine, western larch, 
Douglas-fir /, 80-11332 

Estimation of sectoral prices in the BNL 
energy input-output model /, 80-11848 

Ethics and conduct : leader’s guide., 80- 
11307 

European black alder : 
80-11318 

European market., 80-11640 

Evaluation of ceramic refactories for slag- 
ging gasifiers : summary of progress to 
date /, 80-11820 

An evaluation of day and night aerial Bt 
applications for cankerworm control in 
Siberian elm shelterbelts /, 80-11253 

Evaluation of economic and social conse- 
quences of cooperative extension pro- 
grams., 80-11446 

Evaluation of on-line light-scattering optical 
particle analyzers for measurements at 
high temperature and pressure /, 80- 
11777 

Evaluation of pesticide supplies and 
demand for 1980 /, 80-11250 

Evaluation of polymers for fast neutron 
personnel dosimetry by the electrochemi- 
cal etching technique /, 80-12004 

An evaluation of possible effects of weather 
modification upon deer and their habitat 
in the American River basin, California., 
80-11287 

An evaluation of possible effects of weather 
modification upon forest insects and dis- 
eases in the American River basin, Cali- 
fornia., 80-11287 

An evaluation of possible effects of weather 
modification upon vegetation in the 
American River basin, California., 80- 
11287 

Evaluation of reforestation and timber stand 
improvement on the national forests., 
80-11284 

Evaluation of selected drive components 
for a flywheel powered commuter vehi- 
cle /, 80-12103 

Evaluation of solar Rankine-cycle engine 
systems /, 80-12124 

Evaluation of sulfate-bearing waste material 
from fluidized bed combustion of coals 
for soil stabilization /, 80-11934 

Evaluation of the eddy-current method for 
the inspection of steam generator tubing : 
denting /, 80-11828 
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Extending the provisions of title XII of the Merchant marine act, 1936, relating to 


Evaluation of the Secretary of Transporta- 
tion’s rail services report, rail service in 
the Midwest and Northeast region 
report of the Rail Services Planning 
Office to the United States Railway As- 
sociation ... /, 80-12544 

Evaluation of uranium gel pyrolysis by 
mass spectrometry /, 80-12022 

An evaluation survey procedure for dwarf 
mistletoe in proposed thinning projects /, 
80-11257 

Evidence for neutral beam injected oxygen 
impurities in 2XIIB /, 80-12203 

Evidence of future increases in the impact 
of conventional electric facilities on rural 
communities /, 80-11792 

Examination of Bessey Nursery stock for 
western gall rust /, 80-11382, 80-11391 

Examination of fast reactor fuels and FBR 
analytical quality assurance standards and 
methods., 80-11966 

Examination of fast reactor fuels, FBR ana- 
lytical quality assurance standards and 
methods, and analytical methods develop- 
ment — irradiation tests., 80-11941 

Examination of financial statements, Gov- 
ernment National Mortgage Association., 
80-12937 

Examination of twelve years of train-air 
data in the Boston to New York passen- 
ger market., 80-12736 

Excise tax treatment for wine and distilled 
spirits : hearing before the Subcommittee 
on Taxation and Debt Management Gen- 
erally of the Committee on Finance, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 1913 ... Decem- 
ber 19, 1979., 80-13213 

Exhibiting trade shows /, 80-12663 

Existing Federal programs providing or fi- 
nancing health care for mothers and chil- 
dren., 80-13214 

Expansion arts., 80-12607 

Expenditure authorizations and require- 
ments for Senate committees., 80-13312 

Expenditure authorizations for Senate com- 
mittees, 80-13312 

Experimental data from analysis of sequen- 
tial precipitation samples at Brookhaven 
National Laboratory /, 80-11859 

An experimental investigation of two large 
annular diffusers with swirling and dis- 
torted inflow /, 80-12604 

Explosive technique for axisymmetric ex- 
pansion of cylinders at high strain rates /, 
80-12157 

Explosively produced fracture of oil shale., 
80-11939 

Export administration report. 80-11632, 
80-11633 

Extend borrowing authority for the District 
of Columbia : report to accompany H.R. 
5537., 80-12840 

Extending the provisions of title XII of the 
Merchant marine act, 1936, relating to 
war risk insurance : report to accompany 
S. 1452., 80-13027 
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Extending the time for commencing actions on behalf of an Indian tribe, band, or 


Extending the time for commencing actions 
on behalf of an Indian tribe, band, or 
group, or on behalf of an individual 
Indian whose land is held in trust or re- 
stricted status : report to accompany S. 
2222., 80-13035 

Extension and revision of nurse training and 
other health programs : conference report 
to accompany S. 230., 80-12820 

Extension of duty-free entry period for tele- 
scope and associated articles for use of 
the international telescope project in 
Hawaii : report to accompany H.R. 
1319., 80-12807 

Extension of international energy program : 
conference report to accompany S. 1871., 
80-12852 

Extension of the economic emergency loan 
program : report to accompany S. 2269., 
80-13050 

Exxon catalytic coal gasification process : 
predevelopment program., 80-11910 


F 


FAA aviation safety reporting system : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sixth 
Congress, first session, April 3, 1979., 
80-13239 

Fabrication and properties of conductors 
for fusion magnets /, 80-11871 

Facility requirements for testing control 
valves for hot dirty gas service : joint 
report /, 80-11978 

Facility requirements for testing control 
valves for slurry letdown service : joint 
report /, 80-11979 

Factfinder for the nation 
tools., 80-11514 

Factors that localized uranium deposition in 
the Dakota Sandstone, Gallup, and Am- 
brosia Lake mining districts, McKinley 
County, New Mexico /, 80-12504 

Facts about summer and seasonal tempo- 
rary employment with the Forest Serv- 
ice., 80-11261 

Facts on lands in the national forests of 
Alaska., 80-11251 

Failure of Teton Dam : final report /, 80- 
12489 

Fair labor standards act of 1938, as amend- 
ed., 80-12575 

False claims act amendments of 1980 : 
report to accompany S. 1981., 80-13072 

Families today : a research sampler on fami- 
lies and children /, 80-12462, 80-12463, 
80-12464, 80-12465 

Family in changing times., 80-12463 

Family planning in primary care centers., 
80-12436 

Family therapy : a summary of seiected lit- 
erature /, 80-12468 

Family violence and child abuse., 80- 
12465 
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Farm real estate market developments., 
80-11436 

Fast reactor fission yields for *Pu and 
242Pu /, 80-11938 

Fatal highway accidents on wet pavement: 
the magnitude, location, and characteris- 
tics., 80-12712 

FDA 1978 consumer food labeling survey / 
, 80-12435 

Feasibility of a district cooling system using 
natural cold water : summary report /, 
80-11806 

Feasibility of conducting wetfall chemistry 
investigations around the Bowen Power 
Plant /, 80-12068 

Feasibility study of coal slag based glasses 
for hot gas clean-up /, 80-12198 

Federal advisory committees, 80-12634 

Federal advisory committees; annual report 
of the President., 80-12634 

Federal aid to States., 80-12696 

Federal aviation regulations. Part 27. Air- 
worthiness standards, normal category 
rotorcraft., 80-12741 

Federal aviation regulations. Part 29. Air- 
worthiness standards, transport category 
rotorcraft., 80-12742 

Federal aviation regulations. Part 47. Air- 
craft registration., 80-12743 

Federal aviation regulations. Part 61. Certi- 
fication, pilots and flight instructors., 
80-12744 

Federal aviation regulations. Part 127. Cer- 
tification and operations of scheduled air 
carriers with helicopters., 80-12745 

Federal aviation regulations. Part 
Repair stations., 80-12746 

Federal civilian work force statistics, 
12625 

Federal civilian workforce statistics, annual 
report of employment by geographic 
area., 80-12626 

Federal coal management 
12492 

Federal Communications Commission— 
oversight : hearings before the Subcom- 
mittee on Communications of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, Ninety- 
sixth Congress, first session, November 
13, 14, and 15, 1979., 80-13277 

Federal Communications Commission re- 
ports; decisions and reports of the Feder- 
al Communication Commission of the 
United States. Second series., 80-11651 

Federal conservation and farm credit act 
amendments : hearings before the Sub- 
committee on Conservation and Credit of 
the Committee on Agriculture, House of 
Representatives, Ninety-sixth Congress, 
first session ...., 80-13137 

Federal election campaign laws /, 80- 
13094 

Federal hiring incentives : new ways to 
hold down taxes and training costs /, 
80-12560 


145. 
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Federal information center (FIC) oper- 
ations., 80-12367 

Federal monetary policy and its effect on 
small business : hearing before the Sub- 
committee on Access to Equity Capital 
and Business Opportunities of the Com- 
mittee on Small Business, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session ...., 80-13338 

The Federal ocean program; annual report 
of the President to the Congress on the 
nation’s efforts to comprehend, conserve, 
and use the sea., 80-12635 

Federal Open Market Committee minutes : 
report to accompany H.R. 4998., 80- 
12821 

Federal personnel manual system. FPM 
supplement 990-3. National emergency 
standby regulations (personnel and man- 
power)., 80-11653 

Federal-State market news reports, 
11426 

Federal-State market news reports; a direc- 
tory of services available., 80-11426 

Federal statistical directory., 80-11451 

Federal Supply Service : a direction for the 
future., 80-12368 

Federal tax guide for survivors, executors, 
and administrators /, 80-12694 

Federal tort claims act., 80-13281 

Federal Trade Commission decisions; find- 
ings, opinions, and orders., 80-12312 

Federal Trade Commission, divestiture : 
hearing before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation,, 80- 
13183 

FFCG, a free-form input combinatorial ge- 
ometry package /, 80-11992 

Fiber composite materials systems /, 80- 
12210 

Final report on a survey of potential chlo- 
rine production processes /, 80-11813 

Finance Committee allocation of budget 
totals., 80-12909 

Finance docket no. 28322 : Chicago, South 
Shore and South Bend Railroad discon- 
tinuance of all passenger train service ; 
Docket no. AB 136 : Chicago, South 
Bend Railroad abandonment cf line over 
Illinois Central Gulf Railroad Between 
Randolph Street and 115th Street (Ken- 
sington) in Cook County, Illinois., 80- 
12545 

Finances of public school systems., 80- 
11506 

Fire! : today’s topic is fire., 80-11263 

Fire danger and fire weather seminar., 80- 
11264 

Firefighting, prevention, and forest fires., 
80-12339 

First concurrent resolution on the budget, 
FY 1980 : report of the Committee on 
the Budget, United States Senate, to ac- 
company S. Con. Res. 22 ... and S. Con. 
Res. 23 ... together with additional and 
minority views., 80-12892 


80- 





June 1980 


Fiscal years 1981-1985 FAA R. & D. au- 
thorization : hearings before the Subcom- 
mittee on Transportation, Aviation, and 
Communications of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-sixth Congress, 
first session, September 25, 27, 1979., 
80-13321 

Fish sticks, fish portions, and breaded 
shrimp, annual summary., 80-11626 

Fishing on TVA lakes., 80-13104 

Flash hydropyrolysis of coal., 80-11849, 
80-11857, 80-11875 

Fiat-flame burner., 80-11918 

Flat wigglers with iron teeth /, 80-11831 

Flexible cropping systems an innovative so- 
lution to old problems., 80-11394 

Flight instructor airplane written 
guide., 80-12752 

Flight tests of the total automatic flight 
control system (TAFCOS) concept on a 
DHC-6 Twin Otter aircraft /, 80-12601 

Flood insurance study : Borough of South 
River, New Jersey, Middlesex County., 
80-12279 

Flood insurance study : Borough of Union 
Beach, New Jersey, Monmouth County., 
80-12280 

Flood insurance study : Carteret County, 
North Carolina (unincorporated areas)., 
80-12283 

Flood insurance study : city of Birming- 
ham, Michigan, Oakland County., 80- 
12277 

Flood insurance study : city of Blunt, South 
Dakota, Hughes County., 80-12296 

Flood insurance study : city of Box Elder, 
South Dakota, Pennington County., 80- 
12298 

Flood insurance study : city of Cedarburg, 
Wisconisn, Ozaukee, County., 80-12309 

Flood insurance study : city of Cupertino, 
California, Santa Clara County., 80- 
12261 

Flood insurance study : city of Des Moines, 
Washington, King County., 80-12306 

Flood insurance study : city of Edmond, 
Oklahoma, Oklahoma County., 80-12291 

Flood insurance study : city of Lake View, 
Iowa, Sac County., 80-12274 

Flood insurance study : city of Mapleton, 
Utah, Utah County., 80-12302 

Flood insurance study : city of Mesa, Ari- 
zona, Maricopa County., 80-12260 

Flood insurance study : city of Moab, Utah, 
Grand County., 80-12301 

Flood insurance study : city of Moscow, 
Idaho, Latah County., 80-12265 

Flood insurance study : city of North Rid- 
geville, Ohio, Lorain County., 80-12288 

Flood insurance study : city of Pekin, Illi- 
nois, Tazewell and Peoria Counties., 80- 
12271 

Flood insurance study : city of Ralston, Ne- 
braska, Douglas County., 80-12278 


test 





For the relief of Nick Masonich : report to accompany S, 803. 


Flood insurance study : city of Statesboro, 
Georgia, Bulloch County., 80-12263 

Flood insurance study : Clearwater County, 
Idaho, unincorported areas., 80-12264 

Flood insurance study : Franklin County, 
Washington (unincorporated areas), 80- 
12305 

Flood insurance study : Iredell County, 
North Carolina (unincorporated areas), 
80-12284 

Flood insurance study : Marion County, 
Tennessee (unincorporated areas), 80- 
12300 

Flood insurance study : town of Dumfries 
Virginia, Prince William County., 80- 
12303 

Flood insurance study : town of Duvall, 
Washington, King County., 80-12307 

Flood insurance study : town of Frisco, 
Colorado, Summit County., 80-12262 

Flood insurance study : town of Gibson- 
ville, North Carolina, Alamance and 
Guilford Counties., 80-12286 

Flood insurance study : town of Hillsbor- 
ough, North Carolina, Orange County., 
80-12285 

Flood insurance study : town of Irmo, 
South Carolina, Lexington and Richland 
Cos., 80-12295 

Flood insurance study : town of Lakeville, 
Massachusetts, Plymouth County., 80- 
12275 

Flood insurance study : town of New Un- 
derwood, South Dakota, Pennington 
County., 80-12299 

Flood insurance study : town of Porter, 
Indiana, Porter County., 80-12273 

Flood insurance study : town of Rocking- 
ham, village of Bellows Falls, Windham 
County,, 80-12310 

Flood insurance study : town of Rocky 
Mount, Virginia, Franklin County., 80- 
12304 

Flood insurance study : town of Sand Lake, 
New York, Rensselaer County., 80- 
12282 

Flood insurance study : town of Trent, 
South Dakota, Moody County., 80- 
12297 

Flood insurance study : Township of Brain- 
trim, Pennsylvania, Wyoming County., 
80-12294 

Flood insurance study Township of 
Casco, Michigan, Allegan County., 80- 
12276 

Flood insurance study : township of Eaton, 
Pennsylvnia, Wyoming County., 80- 
12292 

Flood insurance study : township of Frank- 
lin, New Jersey, Somerset County., 80- 
12281 

Flood insurance study : village of Alorton, 
Illinois, St. Clair County., 80-12269 

Flood insurance study : village of Cam- 
bridge, Wisconsin, Dane and Jefferson 
Counties., 80-12308 
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Flood insurance study : village of Dixmoor, 
Illinois, Cook County., 80-12266 

Flood Insurance study : village of Fairport 
Harbor, Ohio, Lake County., 80-12287 

Flood insurance study : village of Fox 
River Grove, Illinois, McHenry County., 
80-12268 

Flood insurance study : village of Grays- 
lake, Illinois, Lake County., 80-12267 

Flood insurance study : village of New 
Lenox, Illinois, Will County., 80-12272 

Flood insurance study : village of North 
Pekin, Illinois, Tazewell County., 80- 
12270 

Flood insurance study : village of Ottawa 
Hills, Ohio, Lucas County., 80-12290 

Flood insurance study : village of Welling- 
ton, Ohio, Lorain County., 80-12289 

Floriculture., 80-12334 

The fluid coupled plate (FCP) gage, 
12116 

Fluoridation : nature’s way to prevent tooth 
decay., 80-12459 

Focus on the disadvantaged, 80-12438 

Folklore nature trail., 80-11730 

The Food and Drug Administration’s proc- 
ess for approving new drugs : oversight : 
hearings before the Subcommittee on Sci- 
ence, Research, and Technology of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
sixth Congress, first session, June 19, 21, 
July 11, 1979., 80-13318 

Food and nutrition program optional con- 
solidation and reorganization act of 1979 : 
hearing before the Subcommittee on Nu- 
trition of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 605 ... December 11, 1979., 
80-13140 

Food insurance study : township of Wood- 
bury, Pennsylvania, Blair County., 80- 
12293 

Food stamp act amendments of 1980 : 
report together with supplemental views, 
dissenting views, additional dissenting 
views, and separate views ... on S. 1309 
wey 80-12957 

Food stamp program : hearings before the 
Subcommittee on Domestic Marketing, 
Consumer Relations, and Nutrition of the 
Committee on Agriculture, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 2412, H.R. 4303, 
and H.R. 4318 ...., 80-13135 

For parents only : what you need to know 
about marijuana., 80-12467 

For the relief of Bharat Persaud : report to 
accompany S. 1086., 80-13041 

For the relief of Isaac N. Hulver of Kansas 
City, Mo. : report to accompany S. 442., 
80-13039 

For the relief of James R. Thornwell : 
report to accompany S. 1615., 80-13048 

For the relief of Nick Masonich : report to 
accompany S. 803., 80-13040 


80- 
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Foreign area studies., 80-12349 

Foreign military sales and military assist- 
ance facts., 80-11654 

Foreign policy outlines, 
12658, 80-12659 

Foreign Service assignment notebook /, 
80-12653 

Foreign trade statistics 
[amendment]., 80-11452 

Foreign trade statistics data finder., 
11496 

The forest ecosystem of southeast Alaska., 
80-11366 

Forest Service catalog of posters and signs., 
80-11311 

Forest Service films available on loan to the 
public for educational purposes., 80- 
11262 

Forest statistics for Mississippi counties /, 
80-11358 

Forest statistics for the Piedmont of South 
Carolina, 1977 /, 80-11356 

Forest statistics of the U.S., 1977 : review 
draft, all data subject to revision., 80- 
11289 

Forward deployment in the 1970’s and 
1980’s /, 80-11674 

Fossils., 80-12348 

Frame C : a compact procedure for quanti- 
tative energy-dispersive electron probe 
X-ray analysis /, 80-11565, 80-11566 

A framework for detailed site-specific stud- 
ies of local socioeconomic impacts from 
energy development /, 80-11787 

A framework for developing an occupation- 
al information system /, 80-13080 

Frances Perkins Department of Labor 
Building : report to accompany H.R. 
5781., 80-12851 

Franklin County, Washington (unincorpor- 
ated areas), 80-12305 

Fraud in government : hearing before the 
Task Force on Government Efficiency of 
the Committee on the Budget, House of 
Representatives, Ninety-sixth Congress, 
first session, October 30, 1979., 80-13172 

Free-piston stirling engine demonstrator test 
plan., 80-11879 

Fremont National Forest, Oregon /, 
11301 

Fringe benefit regulations : report to ac- 
company H.R. 5224., 80-12828 

FTC study of life insurance cost disclosure 
: hearings before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ... July 10 and October 
17, 1979., 80-13182 

Fuel allocation : hearing before the Sub- 
committee on Governmental Efficiency 
and the District of Columbia of the Com- 
mittee on Governmental Affairs, United 
States Senate, Ninety-sixth Congress, first 
session, June 12, 1979., 80-13252 

Fueled graphite development., 80-12056 


80-12657, 80- 


regulations 


80- 


80- 
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Full committee consideration of H.R. 5753, 
H.R. 5748, H.R. 5766, and H.R. 5580 : 
hearing before the Committee on Armed 
Services, House of Representatives, 
Ninety-sixth Congress, first session, No- 
vember 7, 1979., 80-13157 

Full-scale operation, Racine, Wisconsin., 
80-12241 

Fundamental combustion and diagnostics 
research at Sandia /, 80-12183 

Fundamentals of tax preparation 
book /, 80-12689 

Fusion energy for alternative applications : 
the generation of synthetic gaseous fuels., 
80-11802 

Fusion power 
11805 

Fusion reactor safety studies, fy 1977 /, 
80-11799 

Future role of cooperatives in marketing 
beans, peas, and lentils /, 80-11443 


G 


: Course- 


program., 80-11804, 80- 


Gas-phase environmental data from second 
generator coal gasification processes /, 
80-11922 

Gas water heaters., 80-13090 

Gasoline retail marketing practices : hear- 
ings before the Subcommittee on Anti- 
trust and Restraint of Trade Activities 
Affecting Small Business of the Commit- 
tee on Small Business, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ...., 80-13337 

Gasoline shortages and price increases : 
hearing before the Subcommittee on 
General Oversight and Minority Enter- 
prise of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
sixth Congress, first session, Buffalo, 
N.Y., July 5, 1979., 80-13336 

GBL’s, : how to prepare and process U.S. 
Government bills of lading., 80-12369 

GCFR radial blanket and shield epxeriment 
: Objectives, preanalysis, and specifica- 
tions /, 80-12073 

Gel-sphere-pac activities for the fuel refa- 
brication and development program., 
80-12048 

General and administrative 
80-11677, 80-11678 

General-purpose heat source development., 
80-11950 

General-purpose heat source project, space 
nuclear safety program, and radioisotopic 
terrestrial safety program., 80-11942, 
80-11943, 80-11955, 80-11958, 80- 
11961, 80-11963, 80-11967 

General revenue sharing., 80-12672 

General Services Administration annual 
report., 80-12366 

Generalized nonlinear least-squares fitting 
program for use with ORELA ODF 
files., 80-12024 

Geographic area series, California., 
11558 


information., 


80- 
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80-11530 
Massachusetts., 


area series, Maine., 
area series, 


Geographic 

Geographic 
80-11531 

Geographic 
11559 

Geographic 
80-11532 

Geographic 
11533 

Geologic and paleoecologic studies of the 
Nebraska Sand Hills., 80-12517 

Geology and mineral resources of the 
North Absaroka Wilderness and vicinity, 
Park County, Wyoming /, 80-12500 

The geothermal loan guarantee program : 
need for improvements /, 80-12314 

GI course approvals : a report /, 80-13344 

Gina Marie S. Hernandez : report to ac- 
company H.R. 894., 80-12848 

Gist., 80-12657, 80-12658, 80-12659 

Gist (Washington), 80-12657, 80-12658, 
80-12659 

Give a hoot! 
80-11267 

Global market research, Japan ; the apparel 
market., 80-11637 

Global market survey, apparel, the Europe- 
an market., 80-11640 

Glossary of nonsampling error terms : an 
illustration of a semantic problem in sta- 
tistics /, 80-11450 

The GNMA-guaranteed passthrough secu- 
rity : market development and implica- 
tions for the growth and stability of 
home mortgage lending /, 80-12311 

Government and innovation : an engineer- 
ing perspective : hearing before the Sub- 
committee on Science, Research and 
Technology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, June 5, 1979., 80-13319 

Government management, 80-12391 

The government should buy more fuel-effi- 
cient trucks and truck tractors : report to 
the Director, Office of Management and 
Budget /, 80-12315 

Government statistics data finder., 
11497 

Grant program in mental health service 
system research., 80-12461 

Granting the consent of Congress to the 
compact between the States of New York 
and New Jersey providing for the coordi- 
nation, facilitation, promotion, preserva- 
tion, and protection of trade and com- 
merce in and through the Port of New 
York [through] the financing and effectu- 
ation of industrial development projects : 
report to accompany H.R. 4943., 80- 
12834 

Grassland and shrubland habitat types of 
western Montana /, 80-11363 

Graymail legislation : hearings before the 
Subcommittee on Legislation of the Per- 
manent Select Committee on Intelligence, 


area series, Mississippi., 80- 
area series, New Hampshire., 
80- 


area series, Vermont., 


: don’t pollute! : Woodsy., 
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June 1980 


House of Representatives, Ninety-sixth 
Congress, first session, August 7, 1979, 
September 20, 1979., 80-13279 

Great Rift wilderness /, 80-12498 

Green ash : Fraxinus pennsylvanica var. 
lanceolata., 80-11319 

Grid connected integrated 
energy system /, 80-11882 

Ground control approach radar repairer /, 
80-11715 

Growth of planted ponderosa pine thinned 
to different stocking levels in northern 
California /, 80-11339 

Guia para preparar la declaracion del im- 
puesto federal sobre ingreso personal 
guide for preparing the individual Feder- 
al income tax return., 80-12695 

Guide and map, national parks of the 
United States., 80-12536 

A guide for U.S. exporters of fresh and 
processed fruits and vegetables to Japan., 
80-11419 

Guide to help develop a technology trans- 
fer plan /, 80-11313 

Guide to identification of some sculpin 
(Cottidae) larvae from marine and brack- 
ish waters off Oregon, and adjacent areas 
in the Northeast Pacific /, 80-11582 

Guide to investigation of structural failures 
/, 80-12730 

A guide to reporting highway statistics : 
procedures for the compilation, analysis 
and reporting of state motor-fuel, motor- 
vehicle, and driver-license data, highway 
finance data of State and local govern- 
ments., 80-12718 

Guideline for automatic data processing risk 
analysis., 80-11571 

Guideline for selection of data entry equip- 
ment., 80-11573 

Guidelines for documentation of computer 
programs and automated data systems for 
the initiation phase., 80-11570 

Guidelines for estimating nonfuel operation 
and maintenance costs for alternative nu- 
clear power plants /, 80-12060 

Guidelines for preparing expert testimony 
in water management decisions related to 
instream flow issues /, 80-12540 

Guilding-center Hamiltonian for figure-8 
particles in axisymmetric field-reversed 
configuration /, 80-12092 

Gunner’s mateM1&c/, 80-11750 


H 


community 


H.R. 4678 : the Automotive research act of 
1979 : hearings before the Subcommittee 
on Transportation, Aviation, and Com- 
munications of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ...., 80-13331 

H.R. 5424, National publications act of 1979 

introductory remarks, changes and 
modifications to H.R. 4572 embodied in 
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new version (H.R. 5424), section-by-sec- 
tion analysis of H.R. 5424 /, 80-13260 

H.R. 5428, Biomass research and develop- 
ment act : hearing before the Subcommit- 
tee on Energy Development and Appli- 
cations of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-sixth Congress, first session, 
November 15, 1979., 80-13327 

Hand tools, powered and non-powered., 
80-11686 

Handbook for building homes of earth /, 
80-11447 

Handbook for management performance 
audits /, 80-12769 

Handbook for predicting residue weights of 
Pacific Northwest conifers /, 80-11370 

Handbook for State/EPA Agreements., 
80-12234 

Handbook of inviscid sphere-cone flow 
fields and pressure distributions /, 80- 
11744 

Handbook of wages and benefits for con- 
struction unions., 80-12561 

HASL procedures manual., 80-11935 

HASL procedures manual ; edited by John 
H. Harley., 80-11936, 80-12255, 80- 
12256, 80-12257 

Hatchery production., 80-11435 

Hawaii’s timber resources, 1970 /, 80- 
11355 

Hazardous chemical data, enclosure: graphs 
of temperature-dependent physical prop- 
erties., 80-12765 

Hazardous waste disposal : report together 
with additional and separate views /, 
80-13265 

Hazards of organic working fluids /, 
11846 

Health effects associated with wastewater 
treatment and disposal systems : state-of- 
the-art review /, 80-12252 

Health in the United States : 
80-12442 

Hearing on proposed transfer of VA Rec- 
ords Processing Center : hearing before 
the Subcommittee on Special Investiga- 
tions of the Committee on Veterans’ Af- 
fairs, House of Representatives, Ninety- 
sixth Congress, first session, July 25 and 
26, 1979., 80-13346 

Heat conduction from a sphere to an infi- 
nite external region /, 80-12166 

Heat loss reduction techniques for annular 
solar receiver designs /, 80-12143 

Heavy metals in water (excluding mercury) 
: a bibliography., 80-12493 

Heavy-section steel technology program /, 
80-11998 

Helium doping of niobium and Nb-1Zr by 
decay of dissolved tritium /, 80-12206 

Henry D. Parkinson Federal Building : 
report to accompany S. 1491., 80-12922 

HEW home health report : report to .ac- 
compnay S. Res. 169., 80-12912 


80- 


chartbook /, 
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High pressure MHD coal combustors inves- 
tigation., 80-11931 

High pressure pumps, drivers, and energy 
recovery devises for large seawater re- 
verse osmosis plants /, 80-12065 

High-temperature gas-cooled reactor base- 
technology program /, 80-12084 

Highlights of studies on fluidized-bed com- 
bustion of coal, 1977 /, 80-11778 

Highway accident report : multiple-vehicle 
collision in a construction zone, U.S. In- 
terstate 80 near Laramie, Wyoming, 
August 22, 1979., 80-12710 

Highway accident report : Multiple vehicle 
median barrier crossover and collision, 
Grand Central Parkway, New York, 
New York, June 8, 1979., 80-12709 

Historical and projected input-output tables 
of the economics growth project., 80- 
12567 

Home health care for the elderly : hearing 
before the Subcommittee on Health and 
Long-Term Care of the Select Commit- 
tee on Aging, House of Representatives, 
Ninety-sixth Congress, first session, 
August 14, 1979, Canton, Ohio., 80- 
13131 

Home heating oil : price and supply issues : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sixth 
Congress, first session, September 17 and 
20, 1979., 80-13240 

Homogeneous nucleation : a problem in 
nonequilibrium quantum statistical me- 
chanics /, 80-11954 

Homomorphic processing of seismic signals 
/, 80-11964 

Hondo II : a finite element computer pro- 
gram for the large deformation dynamic 
response of axisymmetric solids /, 80- 
12111 

Hospital and medical bags, cases, covers, 
and pads., 80-11687 

Hospital and medical equipment exhibition., 
80-11635 

Hot corrosion/erosion testing of materials 
for application to advanced power con- 
version systems using coal-derived fuels : 
task II-fluidized bed combustion., 80- 
11916 

Hot-dipped tin-zinc on U-0.75 w/o Ti /, 
80-12168 

Housing and community development 
making it work for women : report of a 
conference held April 5-6, 1976 in Wash- 
ington, D.C., 80-12478 

Housing and urban development energy re- 
search aboard a bibliography., 80- 
12484 

Housing in America : the characteristics 
and uses of the annual housing survey /, 
80-12486 

How to prepare and process U.S. Govern- 
ment bills of lading., 80-12369 
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How to prepare manuscripts for outside publications : a desk guide for authors and 


How to prepare manuscripts for outside 
publications : a desk guide for authors 
and typists., 80-11315 

HTGR base technology program, fueled 
graphite development., 80-12011, 80- 
12085 

HTGR fuel rod deconsolidation /, 80- 
12011 

HUD seismic design : cost impact on high- 
rise residential structures /, 80-12480 

HUD’s targeted tandem apartment building 
subsidy program : hearing before a sub- 
committee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-sixth Congress, first session, 
June 5, 1979., 80-13241 

Human aging II : an eleven-year followup 
biomedical and behavioral study /, 80- 
12460 

Human genetics, 80-12437 

Human genetics, informational and educa- 
tional materials. Supplement., 80-12437 

Human genetics. Supplement (Rockville), 
80-12437 

Human growth hormone /, 80-12420 

Human nutrition programs : research, ex- 
tension, and higher education programs 
supported by the United States Depart- 
ment of Agriculture /, 80-11227 

“Hurry-up” spending : hearing before the 
Subcommittee on Oversight of Govern- 
ment Management of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ...., 80-13258 

Hydraulic characteristics of slotted drain 
inlets., 80-12727 

Hydraulic effects of recharging the Ma- 
gothy aquifer, Bay Park, New York, with 
tertiary-treated sewage /, 80-12511 

Hydraulic flow resistance factors for corru- 
gated metal conduits /, 80-12733 

Hydraulic fracturing as a method for the 
disposal of volatile radioactive wastes /, 
80-12069 


Hydrogen energy assessment /, 80-11854 
I 


ICC implementation of the 4R act : synop- 
sis of views presented at hearings before 
the Subcommittee on Surface Transporta- 
tion of the Senate Committee on Com- 
merce, Science, and Transportation, Feb- 
ruary 7, 1979 /, 80-13176 

Identification and reactions of cyanide and 
thiocyanate in coal gasification 
wastewaters., 80-11927 

Identification of the elastic constants for 
composites using modal analysis /, 80- 
12169 


Identification of traffic management prob- 
lems in work zones /, 80-12725 
Illness among Indians and Alaska natives, 


1970-to-1978., 80-12423 
The image displacement effect in linear in- 
duction accelerators /, 80-12204 
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Images of the U.S. Geological Survey, 
1879-1979 /, 80-12499 

Impact analysis of spent nuclear fuel ship- 
ping casks /, 80-12108 

Impact of change on the management of 
private forest lands in the Northwest., 
80-11265 

Impact of geothermal energy exploration 
on the Targhee National Forest : hearing 
before the Subcommittee on Environ- 
ment, Soil Conservation and Forestry of 
the Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-sixth Congress, first session, July 
16, 1979., 80-13141 

Impact of international financial institutions 
on markets for solar energy systems /, 
80-12186 

Impact of selected energy conservation 
technologies on baseline demands /, 80- 
11840 

Implementation of the Climate act : hearing 
before the Subcommittee on Natural Re- 
sources and Environment of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sixth 
Congress, first session, July 10, 1979., 
80-13326 

Implementation ofthe National climate pro- 
gram act., 80-13326 

Implementation schedule and resource re- 
quirements., 80-12776 

Implementing energy conservation strate- 
gies in energy materials transport : U.S. 
Department of Energy and other govern- 
ment agency policy-making mechanisms / 
, 80-11791 

Improve your woodlot by cutting firewood 
/, 80-11298 

Improved grant auditing and resolution of 
findings could save the Law Enforcement 
Assistance Administration millions 
report to the Congress /, 80-12318 

Improved Hawk fire control repairer., 
11709, 80-11710 

Improved Hawk pulse radar repairer., 
11711, 80-11712 

Improved polymers for enhanced oil recov- 
ery : synthesis and rheology /, 80-11827 

Improving the productivity of Federal pay- 
ment centers could save millions : report 
to the Congress /, 80-12317 

In-pile steam oxidation of model HTGR 
fuel elements /, 80-12008 

In-service performance and costs of meth- 
ods for control of urban rail system noise 
/, 80-12771 

In-situ oil shale retort : thermocouple well 
failure analysis /, 80-12170 

Increased coal rates on the Louisville & 
Nashville Railroad : hearing before the 
Subcommittee on Surface Transportation 
of the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-sixth Congress, first session ... 
September 24, 1979., 80-13181 
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Title Index 


Increasing the limitation on expenditures by 
the Committee on Commerce, Science, 
and Transportation for the training of its 
professional staff : report to accompany 
S. Res. 201., 80-12917 

Increasing the limitation on expenditures by 
the Committee on the Budget for the 
procurement of consultants and authoriz- 
ing expenditures by such committee for 
the training of its professional staff : 
report to accompany S. Res. 204., 80- 
12918 

Increasing the limitation on expenditures by 
the Select Committee on Intelligence for 
the procurement of consultants : report to 
accompany S. Res. 198., 80-12916 

Index : abstracts of research 1970—1975 /, 
80-12551 

Index of Federal specifications and stand- 
ards, 80-12370 

Index of Federal specifications, standards 
and commercial item descriptions., 80- 
12370 

Index of modification work orders, 80- 
11723 

Indiana Dunes National Lakeshore : hear- 
ing before the Subcommittee on Parks, 
Recreation, and Renewable Resources of 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
sixth Congress, first session, on S. 599 ... 
September 20, 1979., 80-13204 

Indianapolis, Indiana, metropolitan area, 
80-12566 

Indicators of justice : measuring the per- 
formance of prosecution, defense, and 
court agencies involved in felony pro- 
ceedings /, 80-12550 

Individual income tax returns, 

Indochinese exodus., 80-13286 

Indoor gardening : artificial lighting, terrar- 
iums, hanging baskets, and plant selection 
/, 80-11245 

Induction and synchronous machines for 
vertical axis wind turbines : final report /, 
80-12179 

Industrial hygiene characterization of the 
photovoltaic solar cell industry /, 80- 
12458 

Industrial security manual for safeguarding 
classified information., 80-11661 

Industrial statistics data finder., 80-11498 

Industry series, bridge, tunnel, and elevated 
highway construction contractors, SIC 
code 1622., 80-11513 

Industry series, engines and turbines and 
farm machinery and equipment., 80- 
11453 

Infant formula : our children need better 
protection : report together with dissent- 
ing views /, 80-13266 

Inhibitory effects of broomsedge extracts on 
the growth of young loblolly pine seed- 
lings /, 80-11342 

Initial interstate data & allocations., 
12672 


80-12692 


80- 
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Initial reports of the Deep Sea Drilling 
Project : a project planned by and car- 
ried out with the advice of the Joint 
Oceanographic Institutions for Deep 
Earth Sampling (JOIDES) /, 80-12617, 
80-12618 

Initial value integrators in BVP codes /, 
80-12128 

Injury experience in coal mining., 
12582 

Injury experience 
mining., 80-12584 

Injury experience in quarrying, 80-12583 

Injury experience in stone mining., 80- 
12583 

Injury experience in the metallic mineral 
industries, 80-12584 

Insoluation modeling overview /, 
12121 

An institutional plan for developing nation- 
al standards : with special reference to 
environment, safety, and health /, 80- 
11564 

Instructional materials for health profession- 
al education /, 80-12426 

An instrument to measure stream channel 
gradient and profiles /, 80-11350 

Instrumental color measurements of retrore- 
flective materials and devices under 
nighttime illuminating and viewing condi- 
tions., 80-12373 

Instrumentation and evaluation of the 
Talley Energy Systems, Inc. oil shale 
project /, 80-12146 

Instrumentation and process control for 
coal conversion /, 80-11797 

Instrumented solar demonstration systems : 
project description summaries., 80-12193 

An integrated assessment of the impacts as- 
sociated with uranium minining and mill- 
ing /, 80-12039 

Integrated assessments and policy evalua- 
tions, technical memo., 80-11788 

Integrated environmental assistance act of 
1979 : hearing before the Subcommittee 
on Environmental Pollution of the Com- 
mittee on Environment and _ Public 
Works, Ninety-sixth Congress, second 
session, on S. 1136 ... January 22, 1980., 
80-13305 

Integrated pest management /, 80-12652 

Integrated pest management guide : Arizo- 
na five-spined ips, Ips lecontel Swaine, in 
ponderosa pine /, 80-11309 

An intelligent CAMAC I/0 module based 
on the Signetics 8X300 microcontroller /, 
80-12067 

An interactive NOS group area for special- 
ized electron beam accelerator diagnos- 
tics /, 80-12126 

Interfacial effects in the recovery of residu- 
al oil by displacement : studies at North- 
western University /, 80-12107 

Intergovernmental fiscal impact of mort- 
gage revenue bonds : hearing before the 
Subcommittee on Intergovernmental Re- 


80- 


in metallic mineral 


80- 





lations of the Committee on Governmen- 
tal Affairs, United States Senate, Ninety- 
sixth Congress, first session, July 18, 
1979., 80-13255 

Interim report on the ORNL absolute mea- 
surements of [prompt neutrons] for **Cf 
/, 80-12053 

Interior Department Museum., 

Internal combustion engines., 80-11486 

Internal Revenue cumulative bulletins., 
80-12335 

International air transportation competition 
act of 1979 : hearings before the Subcom- 
mittee on Aviation of the Committee on 
Public Works and Transportation, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 5481 ... Octo- 
ber 24 and 25, 1979., 80-13307 

International Astronomical Union collo- 
quium number 54., 80-12600 

International conference on Cambodia., 
80-13224 

International space activities, 1979 : hear- 
ings before the Subcommittee on Space 
Science and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sixth 
Congress, first session, September 5 and 
6, 1979., 80-13323 

International sugar agreement hearing 
before the Subcommittee on Trade of the 
Committee on Ways and Means, House 
of Representatives, Ninety-sixth Con- 
gress, first session ... December 11, 1979., 
80-13359 

Interstate system apportionments : report to 
accompany H.R. 5871., 80-12847 

Introduction to circuit protection, control, 
and measurement., 80-11751 

Introduction to electrical conductors, 
wiring techniques, and schematic read- 
ing., 80-11751 

Introduction to generators and motors., 
80-11751 

Introduction to graphics at the CSCF /, 
80-11851 

An introduction to running : one step at a 
time /, 80-12404 

Inventory of sources of computerized eco- 
logical information /, 80-12080 

Investigation of mechanisms of hydrogen 
transfer in coal hydrogenation /, 80- 
11904 

Investigation of process for chipping of 
branches of rotating cutters /, 80-11254 

Investing in Panama, 80-11644 

Investment advisers act of 1940 as in effect 
June 4, 1975., 80-12665 

Involving private employers in CETA pro- 
grams : a case study /, 80-12580 

Ion cyclotron wave growth calculated from 
satellite observations of the proton ring 
current during storm recovery /, 80- 
11631 

IRATE : an interactive computer program 
for access to the energy system network 
simulator (ESNS) model /, 80-11843 


80-12488 
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Joint resolution to authorize and request the President to issue a proclamation 


Iredell County, North Carolina (unincor- 
porated areas), 80-12284 

Iron and steel foundries and steel ingot pro- 
ducers., 80-11480 

Iron and steel manufacturing point source 
category., 80-12236 

Irrigation and drainage., 

Isaac David Cosson : report to accompany 
H.R. 2475., 80-12944 

Issues in Federal finance : hearings before 
the Special Study on Economic Change 
of the Joint Ecomomic Committee, Con- 
gress of the United States, Ninety-Sixth 
Congress, first session, July 25 and 27, 
1979., 80-13189 

Issues in research with human subjects : a 
symposium /, 80-12405 

It’s a two-way street : National Health 
Service Corps Scholarship Program for 
students of medicine, osteopathy, and 
dentistry., 80-12454 

Iwo Jima Commemoration Day : report to 
accompany S.J. Res. 140., 80-13036 


J 


80-12341 


J. Caleb Boggs Building : report to accom- 
pany S. 1686., 80-12924 

Jan Kutina : report to accompany H.R. 
3873., 80-13047 

Jim Bridger project : 
1977 /, 80-11809 

Job Corps in brief : FY - 76 /, 80-12576 

John E. Fogarty public personnel award., 
80-12642 

John H. Wood, Jr. Building : report to ac- 
company H.R. 4619., 80-12826 

The joint economic report., 80-13075 

Joint municipal and industrial wastewater 
treatment in rural communities : simula- 
tion analysis with poultry processing 
plants /, 80-11233 

Joint resolution authorizing the President to 
proclaim May 1, 1980, “National Bicy- 
cling Day”., 80-13021 

Joint resolution designating February 19, 
1980, as “Iwo Jima Commemoration 
Day”., 80-13002 

Joint resolution extending the dates for sub- 
mission of the President’s Budget and 
Economic Report., 80-12886 

Joint resolution making additional funds 
available by transfer for the fiscal year 
ending September 30, 1980, for the Fed- 
eral Trade Commission., 80-13022 

Joint resolution providing for the appoint- 
ment of Carlisle H. Humelsine as a citi- 
zen regent of the Board of Regents of the 
Smithsonian Institution., 80-13012 

Joint resolution providing for the appoint- 
ment of William G. Bowen as a citizen 
regent of the Board of Regents of the 
Smithsonian Institution., 80-13011 

Joint resolution to authorize and request the 
President to issue a proclamation designa- 
ting April 6 through 12, 1980, “National 
Medic Alert Week”., 80-13009 


progress report for 
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Joint resolution to proclaim March 21, 1980, “National Energy Education Day”. 


Joint resolution to proclaim March 21, 
1980, “National Energy Education 
Day”., 80-13007 

Joint resolution to provide for designation 
of Friday, March 7, 1980, as “Teacher 
Day, United States of America”., 80- 
13003 

Joint resolution to provide for the designa- 
tion of October 3, 1980, as “American 
Enterprise Day”., 80-13005 

Joint use of poles., 80-11424 

Juneau’s trails /, 80-11269 

Jurassic paleobiogeography of the conter- 
minous United States in its continental 
setting /, 80-12514 

Justice Department authorizations, fiscal 
1980 : conference report to accompany S. 
1157., 80-12928 

Juvenile delinquency., 


K 


80-12338 


Keep pointed toward profit /, 80-12662 

Kenai Lake YCC Chugach National 
Forest., 80-11270 

Kenneth B. Keating Building : report to 
accompany S. 1535., 80-12923 

Kentucky, this is your leaf /, 80-11732 

Keystone Lake, Arkansas River, Oklaho- 
ma., 80-11740 

Kinetics and mechanism of desulfurization 
and denitrogenation of coal-derived liq- 
uids /, 80-11897 

Kinetics and modeling of the oxidative pre- 
treatment of coal /, 80-11915 

Kinetics and thermodynamics of nickel (II) 
: glycine complexes using carbon magnet- 
ic resonance /, 80-11960 

Kinetics of reactions of cyanide and re- 
duced sulfur species to form thiocyanate 
/, 80-11928 

Korea : future problems, future policies /, 
80-11675 


L 


Labeling of alcoholic beverages : hearing 
before the Subcommittee on Alcoholism 
and Drug Abuse of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-sixth Congress, first 
session, on S. 1574 ... September 14, 
1979., 80-13290 

Labor literature, index of periodical arti- 
cles., 80-12562 

Landownership in the United States, 1978 / 
, 80-11243 

Large Medicaid practices; are they Medic- 
aid mills? /, 80-i2470 

Large-print scores and books catalog, 80- 
12591 

Laser-zone growth in a_ ribbon-to-ribbon 
(RTR) process : silicon sheet growth de- 
velopment for the large area silicon sheet 
task of the low cost silicon solar array 
project /, 80-11888 
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Law enforcement., 80-12345 

Lead., 80-12247 

Legal impediments to forming carpools, 
vanpools and other types of ridesharing 
arrangements /, 80-12717 

Legal impediments to ridesharing arrange- 
ments., 80-12717 

Legislation on foreign relations., 80-13234 

Legislative branch appropriations for 1981 : 
hearings before a subcommittee of the 
Committee on Appropriations, House of 
Representatives, Ninety-sixth Congress, 
second session /, 80-13149 

A legislative history of the Clean air act 
amendments of 1977 : a continuation of 
the Clean air act amendments of 1970 : 
together with a section-by-section index / 
, 80-13303 

Legislative savings : hearings before the 
Task Force on Legislative Savings of the 
Committee on the Budget, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session, July 24 and 26, 1979., 80-13173 

Let’s help smokers quit : a guide for the 
dental professional., 80-12412 

Library of Congress catalogs, 80-12594 

Library services for blind and physically 
handicapped individuals : summary of 
discussions and actions under sponsorship 
of the International Federation of Library 
Associations, August 26 through Septem- 
ber 1, 1979, /, 80-12592 

Licensed fuel facility status report., 80- 
13101 

Licensing and registration under the 
Animal welfare act : dealers, exhibitors, 
transporters, researchers., 80-11238 

Light list., 80-12766 

Lightning & cathodic protection., 
11766 

Limitations to the use of two-dimensional 
thermal modeling of a nuclear waste re- 
pository /, 80-12211 

The limnology and biota of mine spoils 
ponds in northwest Colorado., 80-12238 

Linear concentrating solar collectors, cur- 
rent technology and applications /, 80- 
12119 

Lines fo demarcation : report to accompany 
H.R. 1198., 80-12822 

LINPACK working note 11 : some LIN- 
PACK timings on the CRAY-1 /, 80- 
11951 

List of Bureau of Mines publications and 
articles, with subject and author index., 
80-12527 

List of chemical compounds, authorized for 
use under USDA inspection and grading 
programs., 80-11235 

List of chemical compounds authorized for 
use under USDA meat, poultry, rabbit, 
and egg products inspection programs, 
80-11235 

List of journal articles by Bureau of Mines 
authors with subject index, 80-12527 


80- 
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Title Index 


List of publications issued by the Bureau of 
Mines, with subject and author index, 
80-12527 

Livestock slaughter, annual summary., 80- 
11439 

LLL-UHMLE: maximum likelihood esti- 
mates for the general normal mixture, 
preliminary user’s guide /, 80-12220 

Loblolly pine : Pinus taeda., 80-11320 

Logging costs for a trial of intensive resi- 
due removal /, 80-11351 

Longtime performance of trussed rafters 
with different connection systems : 10- 
year evaluation /, 80-11326 

Loraine Smart and Robert Clarke : report 
to accompany H.R. 1829., 80-13045 

Low-cost conservation measures : the De- 
partment of Energy’s role hearing 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-sixth Congress, 
first session, July 26 and September 10, 
1979., 80-13185 

Low cost silicon array project : feasibility 
of low-cost, high-volume production of 
silane and pyrolysis of silane to semicon- 
ductor-grade silicon., 80-11887 

Low interfacial tension and miscibility stud- 
ies for surfactant tertiary oil recovery 
processes., 80-11886 

Low-temperature performance comparisons 
of parabolic-trough and flat-plate collec- 
tors based on typical meteorological year 
data /, 80-12122 

Low temperature physics and engineering., 
80-11949 

Low-temperature thermal energy storage 
program annual progress report, 80- 
12070 

Low-temperature thermal energy storage 
program progress report., 80-12070 

LSFODF, a generalized nonlinear least- 
squares fitting program for use with 
ORELA ODF files /, 80-12024 

Lumber defect detection by ultrasonics /, 
80-11327 

Lumber production and mill stocks., 
11484 

Lumber recovery from live and dead lodge- 
pole pine in southwestern Wyoming /, 
80-11349 


80- 


M 


Magnesium and magnesium compounds, 
80-12530 

Magnesium compounds, 80-12530 

Mailgram enveloping equipment /, 80- 
12620 

Maine Facility research summary : dynamic 
sign systems for narrow bridges /, 80- 
12720 

Maine’s secondary wood industry : a utili- 
zation summary and directory /, 80- 
11272 

Major retail centers in standard metropoli- 
tan statistical areas., 80-11527 
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Major retail centers in standard metropoli- 
tan statistical areas, Arkansas., 80-11515 

Major retail centers in standard metropoli- 
tan statistical areas, Colorado., 80-11516 

Major retail centers in standard metropoli- 
tan statistical areas, Connecticut., 80- 
11517 

Major retail centers in standard metropoli- 
tan statistical areas, District of Columbia., 
80-11518 

Major retail centers in standard metropoli- 
tan statistical areas, Hawaii., 80-11519 

Major retail centers in standard metropoli- 
tan statistical areas, Illinois, 80-11520 

Major retail centers in standard metropoli- 
tan statistical areas, Louisiana., 80-11521 

Major retail centers in standard metropoli- 
tan statistical areas, Mississippi., 80- 
11522 

Major retail centers in standard metropoli- 
tan statistical areas, New Jersey., 80- 
11523 

Major retail centers in standard metropoli- 
tan statistical areas, North Dakota., 80- 
11524 

Major retail centers in standard metropoli- 
tan statistical areas, Okahoma., 80-11525 

Major retail centers in standard metropoli- 
tan statistical areas, Oregon., 80-11526 

Major retail centers in standard metropoli- 
tan statistical areas, Virginia, 80-11528 

Major retail centers in standard metropoli- 
tan statistical areas, West Virginia. 80- 
11529 

Making appropriations for foreign assistance 
and related programs : conference report 
to accompany H.R. 4473., 80-12956 

Malaria surveillance. Annual summary., 
80-12455 

Malaria surveillance. Annual report, 80- 
12455 

Malaysia and Brunei., 80-12650 

Mammals and reptiles., 80-12337 

Management alternatives for the Diamond 
Creek Planning Unit : Caribou National 
Forest., 80-11256 

Management guidelines for head and neck 
cancer /, 80-12411 

Management guidelines for monitoring use 
on backcountry trails /, 80-11345 

Management of air quality in and near high- 
way tunnels /, 80-12721, 80-12723 

Management of eastern hardwood forests 
for multiple benefits (DYNAST-MB) /, 
80-11340 

Management of project material., 80-12748 

Management of transmission line rights-of- 
way for fish and wildlife., 80-12537 

Managers guide for improving productiv- 
ity., 80-12624 

Managing Federal assistance in the 1980's : 
a report to the Congress of the United 
States pursuant to the Federal grant and 
cooperative agreement act of 1977 (Pub. 
L. 95-224)., 80-12646 
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Managing logging residue under the timber 
sale contract /, 80-11352 

A manual of anti-theft guidelines for state 
motor vehicle titling programs., 80- 
12777 

Manual of Navy enlisted manpower and 
personnel classifications and occupational 
standards., 80-11752, 80-11753, 80- 
11754, 80-11755 

Manual of Navy enlisted manpower and 
personnel classifications and occupational 
standards : section II : Navy enlisted clas- 
sifications., 80-11756, 80-11757, 80- 
11758, 80-11759, 80-11760, 80-11761, 
80-11762 

Manually calculating fire-danger rating : 
1978 National Fire-Danger Rating 
System /, 80-11362 

Manufacturing management /, 80-12661 

Map of Algeria., 80-12648 

Map of Brazil., 80-12649 

Map of Malaysia and Brunei., 80-12650 

March 15th report of the Committee on 
Ways and Means to the House Budget 
Committee on the budget., 80-13355 

Maria Corazon Samtoy : report to accom- 
pany H.R. 948., 80-13043 

Marine accident report : collision of Greek 
bulk carrier M/V Irene S. Lemos and 
Panamanian bulk carrier M/V Maritime 
Justice, Lower Mississippi River near 
New Orleans, Louisiana, November 9, 
1978., 80-12708 

Marine accident report : collision of the S/ 
T Texaco Iowa and the M/T Burmah 
Spar, on the Mississippi River, Pilottown, 
Louisiana, October 3, 1978., 80-12707 

Marine accident report : sinking of the M/B 
Sids in the Atlantic Ocean near Absecon 
Inlet, Atlantic City, New Jersey, January 
18, 1978., 80-12706 

Marine casualty report : USCGC Cuya- 
hoga, M/V Santa Cruz II (Argentine); 
collision in Chespeake Bay on 20 October 
1978 with loss of life : U.S. Coast Guard 
Marine Board of Investigation report and 
Commandant’s action., 80-12764 

Marine protection, research, and sanctuaries 
act authorizations : report to accompany 
S. 1148., 80-12902 

Marion County, Tennessee (unincorporated 
areas), 80-12300 

Marital status and living arrangements: 
March 1979, 80-11500 

Market research summary : “Hospital and 
medical equipment” exhibition US. 
Trade Center, Taipei, Taiwan, Nov. 28- 
Dec. 2, 1977., 80-11635 

Marketing agreements and orders for fruits 
and vegetables., 80-11237 

Marketing in Greece, 80-11641 

Marketing in the Dominican Republic, 80- 
11642 

Marketing quota penalities exemption for 
States prison farms : report to accompany 
H.R. 998., 80-12813 
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12660 
Material balance assay of Devonian gas 
shale /, 80-11989 

Materials development and evaluation for 
the ceramic helical expander /, 80-12202 

The Materials policy, research, and devel- 
opment act of 1979 : hearings before the 
Subcommittee on Natural Resources and 
Environment and the Subcommittee on 
Science, Research and Technology of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
sixth Congress, first session, on H.R. 
2743, June 25, 26, 28, 1979., 80-13329 

Materials policy, research, and development 
act of 1979 : report together with addi- 
tional views to accompany H.R. 2743., 
80-12853 

Materials relating to existing Federal pro- 
grams providing or financing health care 
for mothers and children /, 80-13214 

Materiel management decision rule tables., 
80-11684 

Materiel supply specialist /, 80-11713 

Mathematical analysis of forest fire suppres- 
sion /, 80-11335 

Mathematical methods to evaluate entrain- 
ment of aquatic organisms by power 
plants /, 80-12539 

Mathematical modeling of phase change 
processes for latent heat thermal energy 
storage /, 80-11996 

Measuring your physical fitness., 80-11310 

Meat and poultry inspection directory., 
80-11433, 80-11434 

Meat animals, 80-11440 

Meat animals, farm production, disposition, 
and income by States; revised estimates, 
80-11440 

Meat animals, production, 
income., 80-11440 

Mechanical properties of thermally aged 
RX-03-BB explosive /, 80-12201 

Medical supply specialist /, 80-11703, 80- 
11704 


research procedures /, 80- 


disposition, 


Medicare amendments of 1979 : report of 
the Committee on Ways and Means, U.S. 
House of Representatives, to accompany 
H.R. 3990... /, 80-12941 

Medicare amendments of 1980., 80-12941 

Meeting before the Joint Committee on 
Printing, Congress of the United States, 
Ninety-fifth Congress, second session, to 
discuss current status of the wage scale 
negotiations between the Public Printer 
and the Joint Bargaining Committee of 
the GPO unions, June 19, 1978., 80- 
13302 

Memorial addresses and other tributes in 
the Congress of the United States on the 
life and contributions of Nelson A. 
Rockefeller /, 80-12889 

Mental retardation and the law., 80-12472 

Mental retardation; the leading edge : serv- 
ice programs that work /, 80-12471 
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Mercury., 80-12248 

Metalworking machinery., 80-11492 

Meteorologicai data bases available for the 
United States Department of Energy Oak 
Ridge Reservation /, 80-12007 

A methodology for point-to-area rainfall 
frequency ratios /, 80-11583 

Mexico., 80-12651 

MHD equilibrium and stability of the spher- 
omak /, 80-12095 

MHD-ETF design criteria /, 80-11908 

MHD power generation : research, devel- 
opment, and engineering., 80-11929 

Microbial ecology studies at two coal mine 
refuse sites in Illinois /, 80-11810 

Middle Rio Grande Valley, New Mexico., 
80-11393 

Military assistance and foreign military sales 
facts, 80-11654 

Military construction appropriations for 
1981 : hearings before a subcommittee of 
the Committee on Appropriations, House 
of Representatives, Ninety-sixth Con- 
gress, second session /, 80-13150 

Military overseas housing allowances 
should be more realistic : report to the 
Secretary of Defense /, 80-12326 

Military personnel office level procedures., 
80-11725 

Military publications, 80-11723 

Military standard billing system., 80-11688 

Military standard transportation and move- 
ment procedures., 80-11658 

MILSBILLS military standard billing 
system., 80-11688 

MILSTAMP : military standard transporta- 
tion and movement procedures., 80- 
11658 

MILSTAMP : transportation account codes 
: TACs., 80-11659 

MILSTRIP routing identifier codes., 
11701 

Mineral resources of the Gila Primitive 
Area and Gila Wilderness, New Mexico / 
, 80-12501 

Mineral resources of the Sturgeon River 
Wilderness study area, Houghton and 
Baraga Counties, Michigan /, 80-12502 

Minimum property requirements for pro- 
posed construction in areas designated by 
the Administrator of Veterans Affairs as 
“housing credit shortage areas”., 80- 
12781 

Minimum property standards for one-and 
two-family dwellings., 80-12483 

Mining research contract review, 80-12534 

Minority ownership of broadcast facilities : 
areport., 80-11650 

Miro, selected paintings /, 80-12670 

Miscellaneous covers., 80-11676 

Miscellaneous engine  accessories., 
11685 

Miscellaneous pension bills : hearings before 
the Subcommittee on Private Pension 
Plans and Employee Fringe Benefits of 
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the Committee on Finance, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ...., 80-13217 

Miscellaneous public lands, national forest 
and park related proposals : hearing 
before the Subcommittee on Parks, Rec- 
reation, and Renewable Resources of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
sixth Congress, first session ... October 
15, 1979., 80-13209 

MISSING : a computer program for the 
maximum likelihood estimates of the pa- 
rameters of the multivariate linear model 
with incomplete measurements /, 80- 
11365 

Mission analysis for the Federal fuels from 
biomass program /, 80-12101 

Model aircraft laboratory., 80-12756 

Model of a fission counter system for opti- 
mizing performance at high gamma dose 
rates /, 80-12010 

MOLID : general purpose subroutine pack- 
age for the numerical solution of partial 
differential equations /, 80-11957 

Monetary policy : goals and conduct for 
the 1980’s : hearings before the Subcom- 
mittee on Domestic Monetary Policy and 
the Subcommittee on International Trade, 
Investment and Monetary Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-sixth Congress, first session, No- 
vember 13, 27, and December 4, 1979., 
80-13163 

Money income in 1978 of households in the 
United States, 80-11505 

Monthly performance report : 
Mechanical Contractors no. 1., 80-12196 

Monthly performance report : Zien Me- 
chanical Contractors no. 1., 80-12197 

Morphology of pulp fiber from hardwoods 
and influence on paper strength /, 80- 
11328 

Motor carrier reform act of 1980 : report 
together with additional and minority 
views of the Senate Committee on Com- 
merce, Science, and Transportation on S. 
2245 ...., 80-13078 

Motor gasolines, winter 1978-79 /, 80- 
11825 

Mound Facility activities in chemical and 
physical research., 80-11984 

Mound Laboratory activites in chemical 
and physical research, 80-11984 

Mountain pine beetle Bighorn Front 
Range : Bighorn National Forest, BLM, 
state and private land /, 80-11385 

Mountain pine beetle : Black Hills of South 
Dakota and Wyoming : Black Hills Na- 
tional Forest and surrounding state, pri- 
vate, and other Federal lands /, 80- 
11383, 80-11388 

Mountain pine beetle : 
Range : Arapaho -Roosevelt, Pike - San 
Isabel National Forests, and Rocky 
Mountain National Park /, 80-11379 
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Mountain pine beetle : Colorado Front 
Range : Arapaho and Roosevelt, Pike 
and San Isabel National Forests, and ad- 
jacent lands /, 80-11389 

Mountain pine beetle : Colorado Middle 
Park : Arapaho - Roosevelt National 
Forest, BLM, state and private lands /, 
80-11377 

Mountain pine beetle : Middle Park, Colo- 
rado : Arapaho National Forest, BLM, 
state & private lands /, 80-11386 

Mountain pine beetle : national forest lands, 
Colorado Front Range : Arapaho and 
Roosevelt and Pike and San Isabel Na- 
tional Forests /, 80-11384 

Mountain pine beetle : Shoshone National 
Forest, Bureau of Land Management, 
state and private land, South Pass City, & 
Atlantic City, Wyoming /, 80-11390 

MRCR, Mining research contract review., 
80-12534 

Multi-year planning : hearing before the 
Task Force on Budget Process of the 
Committee on the Budget, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session, July 23, 1979., 80-13174 

A multichannel submillimeter interfero- 
meter for tokamak density measurements 
/, %80-12075 

Multiple application references/instruc- 
tions/tables and grids., 80-11682 

Multiple-vehicle collision in a construction 
zone, U.S. Interstate 80 near Laramie, 
Wyoming, August 22, 1979., 80-12710 

Multiple vehicle median barrier crossover 
and collision, Grand Central Parkway, 
New York, New York, June 8, 1979., 
80-12709 

A multiyear perspective on the second con- 
current resolution on the fiscal year 1980 
budget : excerpts from the report of the 
Committee on the Budget, U.S. House of 
Representatives, to accompany H. Con. 
Res. 186., 80-13170 

Municipal government wage survey, Seat- 
tle, Washington, January 1979 /, 80- 
12568 

Murdock Mountain formation, a new unit 
of the Permian Park City group., 80- 
12520 

Music & musicians. Large-print scores and 
books catalog., 80-12591 

Music & musicians. Large-print scores and 
books catalog, 80-12591 


N 


NASA Skylab reentry : hearing before a 
subcommittee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, June 4, 1979., 80-13244 

The National Accident Sampling System : a 
status report /, 80-12776 

National action plan for technology transfer 
: March 1979 - September 1981., 80- 
11275 
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National airspace system configuration man- 
agement document : guidelines for the 
development of level II interface control 
documents for remote maintenance moni- 
toring system (RMMS)., 80-12747 

National and world economy., 80-12342 

National aquaculture act of 1979 : joint 
hearings before the Committee on Com- 
merce, Science, and Transportation and 
the Subcommittee on Agricultural Re- 
search and General Legislation of the 
Committee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
sixth Congress, first session, on S. 1408 ... 
and S. 1650 ... August 16, 1979, Honolu- 
lu, Hawaii, November 14, 1979., 80- 
13179 

National aquaculture act of 1979 : report to 
accompany H.R. 20., 80-12805 

“National Bicycling Day” : report to ac- 
company H.J. Res. 414., 80-12960 

National climate program act., 80-13326 

“National Cystic Fibrosis Week” : report to 
accompany H.J. Res. 445., 80-12961 

National defense, 80-12386 

“National Diabetes Week” : report to ac- 
company H.J. Res. 463., 80-12962 

National emergency standby regulations 
(Personnel and manpower), 80-11653 

National emissions report., 80-12253 

National Encampment of the Veterans of 
Foreign Wars of the United States, 80- 
12802 

National environmental policy act., 
11422 

The National Fire-Danger Rating System, 
1978 /, 80-11361 

National forest land ownership : some ques- 
tions and answers., 80-11271 

National Institute of Environmental Health 
Sciences research programs., 80-12424 

National Institutes of Health research and 
development contracts., 80-12407 

National Institutes of Health research 
grants., 80-12406 

National library of medicine catalog, 
12427 

National Library of Medicine current cata- 
log., 80-12427 

National park system., 80-12536 

National Park System new area studies; 
threatened natural landmarks and nation- 
ally significant historic places., 80-12786 

The National Poultry Improvement Plan 
and auxiliary provisions., 80-11429 

National publications act of 1979., 
13260 

National publications act of 1980 : report /, 
80-12985 

National register of microform masters., 
80-12594 

National solar energy policy : oversight, 
volume VI : joint hearings before the 
Subcommittee on Energy Development 
and Applications of the Committee on 
Science and Technology and the Sub- 
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80- 


80- 





committee on Energy and Power of the 
Committee on Interstate and Foreign 
Commerce, U.S. House of Representa- 
tives, Ninety-sixth Congress, first session, 
June 14, 21, 1979., 80-13330 

National Telec« ications and Informa- 
tion Administration—oversight : hearing 
before the Subcommittee on Communica- 
tions of the Committee on Interstate and 
Foreign Commerce, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ... April 10, 1979., 80-13269 

The Nation’s use of health resources., 
12443 

The Nations water resources, 1975-2000 : 
second national water assessment /, 80- 
13108, 80-13109, 80-13110, 80-13111, 
80-13112, 80-13113, 80-13114, 80- 
13115, 80-13116, 80-13117, 80-13118, 
80-13119, 80-13120, 80-13121, 80- 
13122, 80-13123, 80-13124, 80-13125, 
80-13126, 80-13127 

Naval petroleum and oil shale reserves au- 
thorization act, 1980 : conference report 
to accompany H.R. 3354., 80-12844 

Navy electricity and electronics training 
series /, 80-11751 

Navy enlisted classifications., 
80-11757, 80-11758, 80-11759, 80- 
11760, 80-11761, 80-11762 

The Navy’s inspection system could be im- 
proved : report to the Chairman, Sub- 
committee on Legislation and National 
Security, House Committee on Govern- 
ment Operations /, 80-12319 

The Navy’s pilot shortage; a selective 
bonus and other actions could improve 
retention : report to the Congress /, 80- 
12325 

The Navy’s shore requirements, standards, 
and manpower planning system (Shor- 
stamps) — does the Navy really want it? 
: report /, 80-12323 

Neighborhood business revitalization pro- 
gram : hearings before the Subcommittee 
on General Oversight and Minority En- 
terprise of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
sixth Congress, first session ...., 80-13339 

Nelia Ruiz Hedlund : report to accompany 
H.R. 1559., 80-13044 

Nelson A. Rockefeller, late Vice President, 
United States of America., 80-12889 

Neonatal intensive care /, 80-12429 

Neutral beam energy and power require- 
ments for expanding radius and full bore 
startup of tokamak reactors /, 80-12044 

New FORTRAN computer programs to 
acquire and process isotopic mass spec- 
trometric data /, 80-12074 

New Mexico forest practices : guidelines /, 
80-11308 

New Orleans, Louisiana, metropolitan area, 
80-12565 

New York-New Jersey Port Authority 
compact : [an act granting the consent of 
Congress to the compact between the 
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Nominations of Michael J. Calhoun and John A. Calhoun III : hearing before the 


States of New York and New Jersey pro- 
viding for the coordination, facilitation, 
promotion, preservation, and protection 
of trade ...]., 80-12883 

New York to Washington passenger 
market: twelve years of train-air data., 
80-12738 

NIAID catalog of tissue typing antisera. 
Supplement., 80-12417 

NIAID Research Resources Branch catalog 
supplement, 80-12417 

NIH research and development contracts, 
80-12407 

NIH research grants, 80-12406 

Nike-Hercules missile-launcher repairer /, 
80-11706 

Nike high power radar-simulator repairer /, 
80-11708 

Nike test equipment repairer /, 80-11705 

Nike track radar repairer /, 80-11707 

Nineteenth National Workshop on Welfare 
Research and Statistics., 80-12396 

Nitrations with nitric acid ; synthesis of by- 
products., 80-12125 

NLM current catalog, 80-12427 

Nomination of Inez Smith Reid : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety- 
sixth Congress, first session, on nomina- 
tion of Inez Smith Reid to be Inspector 
General of the Environmental Protection 
Agency, November 27, 1979., 80-13256 

Nomination of Iraline Green Barnes : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-sixth Congress, second session, on 
nomination of Iraline Green Barnes to be 
an Associate Judge of the Superior Court 
of the District of Columbia, January 16, 
1980., 80-13249 

Nomination of J. Jackson Walter : hearing 
before the Committee on Governmental 
Affairs, United States Senate, Ninety- 
sixth Congress, first session, on nomina- 
tion of J. Jackson Walter to be Director, 
Office of Government Ethics, December 
19, 1979., 80-13259 

Nomination of James C. Webster to be an 
Assistant Secretary of Agriculture : hear- 
ing before the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... October 17, 1979., 80-13146 

Nomination of Robert E. White : report 
together with additional views., 80- 
13026 

Nominations of John H. Dalton and Horace 
D. Cherry : hearing before the Commit- 
tee on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-sixth 
Congress, second session ... February 5, 
1980., 80-13167 

Nominations of Michael J. Calhoun and 
John A. Calhoun III : hearing before the 
Committee on Finance, United States 
Senate, Ninety-sixth Congress, second 
session ... January 24, 1980., 80-13215 
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Nominations of Robert H. Spiro, Jr., Robert J. Murray, and Joseph C. Zengerle III : 


Nominations of Robert H. Spiro, Jr., 
Robert J. Murray, and Joseph C. Zen- 
gerle III : hearing before the Committee 
on Armed Services, United States Senate, 
Ninety-sixth Congress, second session ... 
January 29, 1980., 80-13160 

Nominations to the Board of Governors of 
the U.S. Postal Service : hearing before 
the Committee on Governmental Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session ... September 20, 1979., 
80-13253 

Nondestructive evaluation techniques for 
silicon carbide heat-exchanger tubes /, 
80-11822 

Nondestructive testing methods to predict 
effect of degradation on wood : a critical 
assessment /, 80-11360 

Nonlinear optics : parametric amplification 
at 16 micrometers and oscillator mode 
competition /, 80-11962 

Nonparametric statistical procedures for 
comparing two populations, 80-12542 

North Absaroka Wilderness and vicinity, 
Park County, Wyoming., 80-12500 

North American economic interdependence 
: hearing before the Subcommittee on In- 
ternational Trade of the Committee on 
Finance, United States Senate, Ninety- 
sixth Congress, first session, June 6, 
1979., 80-13216 

North Stanley polymer demonstration proj- 
ect /, 80-11826 

Northwest Atlantic squids /, 80-11627 

Now, a special report from National Tech- 
nical Information Service lets you zero in 
on population and income changes in the 
Washington, D.C., metro area, 80- 
11578 

Nowcasts and short-range (0-2 hour) fore- 
casts of thunderstorms and severe con- 
vective weather for use in air traffic con- 
trol /, 80-12762 

Nuclear accident dosimetry : calculations 
and comparison with experimental data /, 
80-12009 

Nuclear fuel and waste programs, airborne 
waste program., 80-12069 

Nuclear waste disposal in subseabed geolog- 
ic formations : the seabed disposal pro- 
gram /, 80-12153 

Numerical codes for MHD flows /, 80- 
12136 

Nutrition and family planning., 80-12394 

Nutrition surveillance., 80-12457 


O 


Oak Ridge TNS program: low density igni- 
tion scenarios using injection heating /, 
80-12045 

Oak Ridge TNS program : reference design 
and program plan for a TNS ECH star- 
tup system /, 80-12043 

Oak Ridge TNS program : technical needs 
assessment /, 80-12042 


Page 1-466 











Oak wilt : five new counties in Kansas and 
Nebraska : Thurston County, Nebraska, 
Jackson, Linn, Neosho, & Cherokee 
Counties, Kansas /, 80-11387 

Obsolete vessel sale : report to accompany 
H.R. 3094., 80-12806 

Occupational diseases and their compensa- 
tion : hearings before the Subcommittee 
on Labor Standards of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-sixth. Congress, first 
session ...., 80-13194 

Occupational outlook handbook., 80-12361 

Ocean mnagement : seeking a new perspec- 
tive /, 80-11449 

Ocean thermal energy conversion research, 
development, and demonstration act : 
hearing before the Subcommittee on 
Energy Research and Development of 
the Committee on Energy and Natural 
Resources, United States Senate, Ninety- 
sixth Congress, first session, on S. 1830 ... 
October 15, 1979., 80-13207 

Off road vehicle use map, Sam Houston 
National Forest, Texas., 80-11303 

Office, computing, and accounting ma- 
chines., 80-11487 

Office management : administrative work 
environment., 80-11724 

Office visits by women : the National am- 
bulatory medical care survey, United 
States, 1977 /, 80-12448 

Offshore heat dissipation for nuclear energy 
centers /, 80-12012 

Oil imports : a range of policy options : a 
study /, 80-13267 

Oil supply shortfalls resulting from a 
Middle East cut-off, 1978-1980 /, 980- 
12232 

Older American Volunteer programs, 1979 : 
hearing before the Subcommittee on 
Child and Human Development of the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
sixth Congress, first session ... October 
17, 1979., 80-13292 

Omega table : area 13, Southern Africa, 
pair D-G (North Dakota, U.S.A.-Austra- 
lia) /, 80-11667 

Omega table : area 14, Indian Ocean, pair 
A-G, (Norway-Australia) /, 80-11668 

Omega table : area 15, Australia, pair A-G, 
(Norway-Australia) /, 80-11669 

Omega table : area 15, Australia, pair C-G, 
(Hawaii, U.S.A.-Australia) /, 80-11670 

Omega table : area 16, South Pacific, pair 
A-G, (Norway-Australia) /, 80-11671 

Omega table : area 16, South Pacific, pair 
D-G, (North Dakota, U.S.A.-Australia) /, 
80-11672 

Omega table : area 17, east Pacific, pair D- 
G, (North Dakota, U.S.A.-Australia) /, 
80-11673 

Omnibus geothermal energy legislation : 
hearing before the Subcommittee on 
Energy Research and Production of the 
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Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
sixth Congress, first session, November 2, 
1979., 80-13328 

Omnibus maritime bill : hearings before the 
Subcommittee on Merchant Marine of 
the Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 4769 ...., 80-13294 

On coaxial wire measurements of the longi- 
tudinal coupling impedance /, 80-11866 

On-line structural response analysis : using 
the extended Kalmanestimator/indentifier 
/, 80-12218 

On the maximum field size for dispersed 
solar thermal power systems /, 80-12177 

Opera-musical theater., 80-12608 

Opera orchestra, 80-12608 

Operation and maintenance program : Key- 
stone Lake, Arkansas River, Oklahoma /, 
80-11740 

Operation Green River /, 80-11731 

Operational specifications for magnetic tape 
subsystems., 80-11569 

Optical diagnostics using a barium ion beam 
for spatial resolution of plasma param- 
eters /, 80-12050 

Optimization algorithm /, 80-11988 

Optimization studies of various coal-conver- 
sion systems /, 80-11903 

Optimization studies of various coal-conver- 
sion systems : rates of hydrogen absorp- 
tion and asphaltene formation in coal liq- 
uefaction /, 80-11902 

Optimizing weatherization investments in 
low-income housing : economic guide- 
lines and forecasts /, 80-11575 

Options for energy conservation in site and 
neighborhood design : a development 
case studies workshop, Friday, May 26, 
1978 /, 80-11785 

Oregon dunes : land use study : Siuslaw 
National Forest., 80-11276 

The Oregon wilderness act of 1979 : report 
to accompany S. 2031., 80-12930 

The other side of the leaf ; dangerous plants 
in Kentucky /, 80-11733 

Outdoor recreation and scenic resources., 
80-11366 

Outdoor sources of indoor air pollution /, 
80-11847 

Outlook for construction industry and 
credit availability for small business., 80- 
13338 

The outlook for housing and the thrifts, 
1980 : hearing before the Joint Economic 
Committee, Congress of the United 
States, Ninety-sixth Congress, first ses- 
sion, November 28, 1979., 80-13190 

Overseas business reports. A business guide 
to the European Common Market, 80- 
11643 

Overseas business reports. 
Panama., 80-11644 

Overseas business reports. Marketing in 
Greece., 80-11641 
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Overseas business reports. Marketing in the 
Dominican Republic., 80-11642 

Overseas business reports. World trade out- 
look for Africa., 80-11649 

Overseas business reports. World trade out- 
look for Latin America., 80-11648 

Overseas business reports. World trade out- 
look for Near East and North Africa., 
80-11645 

Overseas business reports. World trade out- 
look for the Far East and South Asia., 
80-11647 

Overseas business reports. World trade out- 
look for Western Europe and Canada., 
80-11646 

Overseas business reports. A business guide 
to the European Common Market, 80- 
11643 

Overseas business reports. 
Panama, 80-11644 

Overseas business reports. Marketing in 
Greece, 80-11641 

Overseas business reports. Marketing in the 
Dominican Republic, 80-11642 

Overseas business reports. World trade out- 
look for Africa, 80-11649 

Overseas business reports. World trade out- 
look for Latin America, 80-11648 

Overseas business reports. World trade out- 
look for Near East and North Africa, 
80-11645 

Overseas business reports. World trade out- 
look for the Far East and South Asia, 
80-11647 

Overseas business reports. World trade out- 
look for Western Europe and Canada, 
80-11646 

Oversight hearing on education, training 
and employment programs for veterans 
administered by the Veterans Administra- 
tion and the Department of Labor—At- 
lanta, Ga. : hearing before the Subcom- 
mittee on Education, Training, and Em- 
ployment of the Committee on Veterans’ 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session, June 
22, 1979., 80-13343 

Oversight hearings on Federal enforcement 
of EEO laws : hearings before the Sub- 
committee on Employment Opportunities 
of the Committee on Education and 
Labor, House of Representatives, Ninety- 
sixth Congress, first session, hearings held 
in Washington, D.C., on July 12, and 30, 
1979., 80-13196 

Oversight hearings on the Susan B. Antho- 
ny dollar coin and mint operations : hear- 
ings before the Subcommittee on Con- 
sumer Affairs and the Subcommittee on 
General Oversight and Renegotiation of 
the Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-sixth Congress, first session, Sep- 
tember 25 and 26, 1979., 80-13162 

Oversight hearings on the 1980 census : 
hearings before the Subcommittee on 
Census and Population of the Committee 
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on Post Office and Civil Service, House 
of Representatives, Ninety-sixth Con- 
gress, first session ...., 80-13301 

Oversight of agency compliance with Ex- 
ecutive Order 12044 “Improving govern- 
ment Regulations” : hearing before the 
Subcommittee on Oversight of Govern- 
ment Management of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, October 10, 1979., 80-13254 

Oversight of Public Law 94-142—the Edu- 
cation for all handicapped children act : 
hearings before the Subcommittee on 
Select Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ...., 80-13197 

Oversight of the civil service retirement 
system : hearing before the Subcommittee 
on Civil Service and General Services of 
the Committee on Governmental Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, July 12, 1979., 80- 
13257 

Oversight of the Federal Trade Commission 
: hearings before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ...., 80-13184 

Oversight of the Occupational Safety and 
Health Administration with respect to 
grain elevator fires and explosions., 80- 
13198 

Oversight on rural transportation : hearing 
before the Subcommittee on Rural De- 
velopment of the Committee on Agricul- 
ture, Nutrition, and Forestry, United 
States Senate, Ninety-sixth Congress, first 
session, October 24, 1979., 80-13144 

Overview of fiscal year 1981 defense 
budget : hearing before the Committee on 
Armed Services, House of Representa- 
tives, Ninety-sixth Congress, first session, 
December 18, 1979., 80-13158 


P 


Pacific Northwest electric power planning : 
hearings before the Subcommittee on 
Energy and Power of the Committee on 
Interstate and Foreign Commerce, House 


of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 3508 ... and 
H.R. 4159 ... July 30 and October 19, 
1979., 80-13270 

Packing and packing bulk materials., 
11689 

Painting inside and out /, 80-11246 

Paleozoic and Mesozoic deformations in the 
central Sierra Nevada, California /, 80- 
12519 

Panama Canal, 80-12391 

Parasitic copepods of mackerel- and tuna- 
like fishes (Scombridae) of the world /, 
80-12669 


80- 
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Photo series for quantifying forest residues in the Sierra mixed conifer type, 


Paratransit resource guide /, 80-12700 

Particle diffusion by magnetic perturbations 
of axisymmetric geometries /, 80-12096 

Patent and trademark forms booklet., 80- 
11576 

Patent policy : hearings before the Subcom- 
mittee on Science, Technology, and 
Space of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-sixth Congress, first 
session, on S. 1215 ...., 80-13180 

Patent reexamination : hearing before the 
Committee on the Judiciary, United 
States Senate, Ninety-sixth Congress, first 
session, on S. 1679 ... November 30, 
1979., 80-13289 

Patent reexamination : report of the Com- 
mittee on the Judiciary, United States 
Senate, on S. 1679., 80-13074 

A path enumeration program (ENUMPTH) 
for physical protection effectiveness eval- 
uation /, 80-12131 

Patterns of meat distribution : a case study 
of St. Louis /, 80-11442 

Pay structure of the Federal civil service., 
80-12625 

Payment of witness fees : report to accom- 
pany S. Res. 178., 80-12905 

The peak load problem with storage tech- 
nology /, 80-11814 

Pedro Gauyan Nelson : report to accompa- 
ny H.R. 3139., 80-13046 

Pension fund investment policies : hearings 
before the Subcommittee on Citizens and 
Shareholders Rights and Remedies of the 
Committee on the Judiciary, United 
States Senate, Ninety-fifth Congress, 
second session ...., 80-13285 

Pension fund investment policy, 1979., 
13285 

People and resources : the resource conser- 
vation and development program., 80- 
11397 

Performance of HTGR fuel in HFIR cap- 
sule HT-33 /, 80-12085 

Performance testing of the General Atomic 
fixed mirror solar concentrator /, 80- 
12114 

Perimeter sensor evaluation at a 500-kv sub- 
station /, 80-12134 

Perlite., 80-12532 

Permitting the National Park Service to 
accept private donated funds and to 
expend such funds on property on the 
National Register of Historic Places : 
report to accompany H.R. 126., 80- 
12843 

Petroleum supply alternatives for the north- 
ern tier and inland states through the 
year 2000., 80-12225 

Phomopsis blight of juniper at Bessey Nurs- 
ery : Nebraska National Forest /, 80- 
11392 

Photo series for quantifying forest residues 
in the Sierra mixed conifer type, Sierra 
true fir type /, 80-11368 


80- 
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Physical fitness calculator : measuring your physical fitness. 


Physical fitness calculator : measuring your 
physical fitness, 80-11310 

The physician capacity utilization surveys : 
a report on the telephone resurvey /, 
80-12452 

Physician’s award., 80-12641 

PIE, a Fortran subroutine for plotting cir- 
cles, concentric circles, pie charts and 
shaded pie charts /, 80-11993 

A pilot project with Orthene for control of 
the western spruce budworm, McCall, 
Idaho, 1977 /, 80-11277 

Pine reforestation task force report for 
southern forests : a summary., 80-11281 

Pipeline accident report : Southern Natural 
Gas Company rupture and fire of a 14- 
inch gas transmission pipeline southeast 
of New Orleans, Louisiana, July 15, 
1979., 80-12711 

Plane-strain stress intensity factors for 
cracked hexagonal subassembly ducts /, 
80-11818 

Plasma confinement and impurity flow re- 
versal experiments in the ISX-A tokamak 
/, 80-12030 

Plasma heating by externally launched ion 
Bernstein waves /, 80-12099 

Playing the China card : implications for 
United States-Soviet-Chinese relations : 
report /, 80-13226 

Plugging in the supply side, 80-13075 

Plutonium accident resistant container proj- 
ect /, 80-12118 

Poisonous snakes of central Kentucky /, 
80-11734 

Policy conflict — energy, environmental, 
and materials; automotive fuel-economy 
standards’ implications for materials 
report to the Congress /, 80-12313 

Policy with repect to items carried on 
space flight missions : report of the 
Senate Committee on Commerce, Sci- 
ence, and Transportation on S. J. Res. 
141., 80-13033 

Pollution of coastal waters off Chicago by 
sinking plumes from the Indiana Harbor 
Canal /, 80-11815 

A polyalgorithmic approach to multiwire 
ad PC routing /, 80-12137 

Polybrominated biphenyls., 80-12249 

Polyketones and polysulfones for conserva- 
tion in the ethylene polymer industry., 
80-11867, 80-11877 

Popular publications of the U.S. Geological 
Survey., 80-12510 

Population characteristics., 80-11500 

Population estimates and projections., 
11502, 80-11503, 80-11504 

Population redistribution and changes in 
housing tenure status in the United States 
/, %0-12485 

Post control evaluation 
rado /, 80-11282 

Potash, crop year annual., 80-12531 

Potash in crop year, 80-12531 
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Potential change strategies in urban trans- 
portation : an overview and tentative ap- 
praisal /, 80-12698 

Potential for abuse of tax code in Federal 
housing programs : hearing before a sub- 
committee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-fifth Congress, first session, 
June 19, 1979., 80-13246 

Potential radiological impacts of recovery 
of uranium from wet-process phosphoric 
acid : final report to the Environmental 
Protection Agency /, 80-11997 

Potholes and bridge deck corrosion : hear- 
ing before the Subcommittee on Trans- 
portation, Aviation and Communications 
of the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-sixth Congress, first session, 
March 19, 1979., 80-13320 

Power distribution systems., 80-11763 

Preamble compilation, radiological health, 
March 1936—March 1978., 80-12430 

Predicting slash depth for fire modeling /, 
80-11334 

Prediction of yearly fluid replenishment 
rates for hydrocarbon fluids in thermal 
energy storage systems /, 80-12182 

Preliminary correlation of post-Erie inter- 
stadial events (16,000-10,000 radiocarbon 
years before present), central and eastern 
Great Lakes region, and Hudson, Cham- 
plain, and St. Lawrence Lowlands, 
United States and Canada /, 80-12516 

Preliminary draft, environmental impact 
statement for hot engineering test project 
at Oak Ridge National Laboratory /, 
80-12019 

Preliminary evaluation of a new IC expand- 
er/compressor engine for use in com- 
pressed air energy storage plants : final 
report for FY 1977 /, 80-11786 

Preliminary investigation of *°SR in White 
Oak Creek between monitoring stations 2 
and 3, Oak Ridge National Laboratory /, 
80-12018 

Preliminary neutronic analysis of a fast 
mixed-spectrum reactor (FMSR) /, 80- 
12059 

Preliminary results report Conasauga near 
surface heater experiment /, 80-12171 

Preliminary safety and environmental infor- 
mation document /, 80-12229 

Preliminary statistics of income. Business 
income tax returns., 80-12690 

Preliminary statistics of income. Corpora- 
tion income tax returns., 80-12691 

Preliminary statistics of income. Individual 
income tax returns., 80-12692 

Preparation of reference energy systems 
through time., 80-11836 

Preprocessing of seismic signals by Haar 
decomposition and adaptive filtering for 
pattern recognition /, 80-11956 

The President Trophy awarded to the 
Handicapped American of the Year., 
80-12644 
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Pressurized carbonization of coal liquefac- 
tion by-products materials : Fluor ad- 
vanced liquefaction and Parsons’ pogo 
processes /, 80-12013 

The Prince of Parthia., 80-11773 

Principal energy research and development 
legislation : enactments and amendments 
through the 95th Congress affecting the 
Department of Energy : report /, 80- 
13313 

Privacy of medical records hearings 
before a subcommittee of the Committee 
on Government Operations, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 2979 and H.R. 3444 
wey 80-13243 

Private pilot airplane written test guide 
[errata]., 80-12751 

A probability prediction model of mouse 
skin tumors based on the chemical com- 
ponents of cigarette smoke condensates /, 
80-12000 

Problems associated with controlling sulfur 
emissions from high-Btu coal gasification 
plants /, 80-11899 

Problems facing the black elderly : hearing 
before the Select Committee on Aging, 
House of Representatives, Ninety-sixth 
Congress, first session, May 9, 1979., 80- 
13129 

Procedures to minimize mechanical damage 
to freeze-dried foods /, 80-11742 

Proceedings : a symposium on principles of 
maintaining productivity on prepared 
sites : Mississippi State University, March 
21-22, 1978 /, 80-11283 

Proceedings : second Symposium on South- 
eastern Hardwoods, April 20-22, 1977, 
Dothan, Alabama., 80-11268 

Proceedings : the impact of change on the 
management of private forest lands in the 
Northwest : Northwest Private Forestry 
Forum, held at the Western Forestry 
Center, March 29-31, 1978., 80-11265 

Proceedings of the annual meeting, Ameri- 
can Section of the Inerntional Solar 
Energy Society., 80-11868 

Proceedings of the Fourth Meeting on Car- 
diovascular Epidemiology and Biostatis- 
tics Training Programs /, 80-12415 

Proceedings of the Hydride Storage Reser- 
voir Symposium/Workshop held at 
Brookhaven National Laboratory, Upton, 
New York 11973, June 20-21-1978 /, 80- 
11834 

Proceedings of the National Convention of 
the Veterans of Foreign Wars of the 
United States., 80-12802 

Proceedings of the National Convention of 
the Veterans of World War I of the 
United States, Inc., 80-12797 

Proceedings of the U.S. DOE Photovol- 
taics Technology Development and Ap- 
plications Program Review, Arlington, 
Virginia, November 7-9, 1978 /, 80- 
11776 
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Proceedings of the Workshop on Percutan- 
eous Transluminal Coronary Angio- 
plasty., 80-12416 

A process for community flood plain man- 
agement /, 80-12491 

Processed fishery products, annual sum- 
mary., 80-11625 

Procurement quality assurance support 
manual for Defense Contract Administra- 
tion Services., 80-11696, 80-11697, 
80-11698, 80-11699, 80-11700 

Productivity : hearings before the Joint 
Economic Committee, Congress of the 
United States, Ninety-sixth Congress, first 
session, June 5 and 6, 1979., 80-13191 

Profile of labor conditions, 80-12569, 80- 
12570, 80-12571, 80-12572 

Program and plans of the U.S. Geological 
Survey for producing information needed 
in national seismic hazards and risk as- 
sessment, fiscal years 1980-84 /, 80- 
12506 

Program for the development of physical 
and biological concepts as a basis for 
health protection criteria for the exposure 
of humans to metals /, 80-12072 

Program presto : preparation of reference 
energy systems through time /, 80- 
11836 

Program report - National Science Founda- 
tion, 80-12616 

Progress report : beneficial uses program 
ending September 30, 1977 /, 80-12109 

Progress report of the Center for Popula- 
tion Research, National Institute of Child 
Health and Human Development., 80- 
12421 

Project DAWN annual report, 80-12552 

Project Severe Environmental Storms and 
Mesoscale Experiment (SESAME) /, 
80-11630 

Promoting the orderly development of hard 
mineral resources in the deep seabed, 
pending adoption of an _ international 
regime relating thereto : report to accom- 
pany H.R. 2759 /, 80-12817 

Properties of radioactive wastes and waste 
containers., 80-11829, 80-11830 

Proposal for protection of eleven Alaskan 
rivers., 80-12496 

Proposal to construct a 200,000 BPCD re- 
finery and marine platform termal by the 
Virgin Islands Refinery Corporation, St. 
Croix, U.S. Virgin Islands /, 80-11741 

Proposed addition of Hopeton Earthworks 
to the Mound City Group National 
Monument /, 80-12793 

Proposed Alaska Peninsula National Wild- 
life Refuge, Alaska /, 80-12495 

Proposed allocation report of the Commit- 
tee on Ways and Means relating to the 
second concurrent budget resolution for 
fiscal year 1980 /, 80-13352 

Proposed arms sales to Morocco : hearing 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sixth 





Congress, second session ... January 30, 
1980., 80-13233 

Proposed C&NW Coal Line Project., 80- 
12737 

Proposed Channel Islands National Park, 
Calif. /, 80-12788 

Proposed City of Rocks National Monu- 
ment, Idaho /, 80-12791 

Proposed consumer representation plan : 
U.S. Dept. of Labor., 80-12558 

Proposed Frederick Law Olmsted Home 
and Office national historic site /, 80- 
12790 

Proposed Great Basin National Park, Nev. 
/, %80-12796 

Proposed Hagerman Fauna Sites, Idaho /, 
80-12792 

Proposed Mount Mitchell National Park /, 
80-12795 

Proposed Outer Continental Shelf oil and 
gas lease sale, eastern Gulf of Alaska : 
final environmental impact statement /, 
80-12494 

Proposed Potomac National River /, 80- 
12794 

Proposed Prairie National Park, Kans., 
Okla. /, 80-12787 

Proposed rescission of appropriations for 
fiscal year 1980 : hearings before a sub- 
committee of the Committee on Appro- 
priations, House of Representatives, 
Ninety-sixth Congress, second session /, 
80-13151 

Proposed small saver deposit instruments : 
hearing before the Subcommittee on Fi- 
nancial Institutions Supervision, Regula- 
tion and Insurance of the Committee on 
Banking, Finance and Urban Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session, May 7, 1979., 80- 
13161 

Proposed Valle Grande-Bandelier National 
Park, N. Mex. /, 80-12789 

A proposition on energy analysis and eco- 
nomic efficiency /, 80-12185 

Protecting home-cured meat from insects /, 
80-11244 

Protection of river corridors., 80-12496 

Prototype lockhopper valve test plan : joint 
report /, 80-11982 

Providing for sending H.R. 111 to confer- 
ence : report to accompany H. Res. 390., 
80-12812 

Providing for the acceptance of a statue of 
Mother Joseph of the Sisters of Provi- 
dence for the National Statuary Hall col- 
lection : report to accompany S. Con. 
Res. 48., 80-12932 

Providing for the appointment of Carlisle 
H. Humelsine as a Citizen Regent of the 
Board of Regents of the Smithsonian In- 
stitution : report to accompany H.J. Res. 
494., 80-13052 

Providing for the appointment of William 
G. Bowen as a Citizen Regent of the 
Board of Regents of the Smithsonian In- 
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Providing for the printing of the final report of the Indian Claims Commission as a 


stitution : report to accompany H.J. Res. 
493., 80-13051 

Providing for the consideration of 
5563 : report to accompany H. Res. 
80-12989 

Providing for the consideration of 
6029 : report to accompany H. Res. 
80-12964 

Providing for the consideration of 
6081 : report to accompany H. Res. 
80-12951 

Providing for the consideration of 
6152 : report to accompany H. Res. 
80-12965 

Providing for the consideration of 
6291 : report to accompany H. Res. 
80-12959 

Providing for the consideration of 
6464 : report to accompany H. Res. 
80-12990 

Providing for the consideration of 
6554 : report to accompany H. Res. 
80-12991 

Providing for the consideration of 
6614 : report to accompany H. Res. 
80-12992 

Providing for the consideration of 
6837 : report to accompany H. Res. 
80-12988 

Providing for the consideration of House 
Joint Resolution 514 : report to accompa- 
ny H. Res. 619., 80-12986 

Providing for the consideration of House 
Resolution 549 : report to accompany H. 
Res. 607., 80-12983 

Providing for the consideration of House 
Resolution 602 : report to accompany H. 
Res. 602., 80-12980 

Providing for the consideration of S. 2009 : 
report to accompany H. Res. 631., 80- 
12993 

Providing for the consideration of S. 2222 : 
report to accompany H. Res. 606., 80- 
12982 

Providing for the expenses of investigations 
and studies to be conducted by the Select 
Committee on Narcotics Abuse and Con- 
trol : report to accompany H. Res. 572., 
80-12974 

Providing for the printing as a House docu- 
ment an anthology of Captive Nations 
Week proclamations, addresses, and other 
relevant material : report to accompany 
H. Con. Res. 233., 80-12968 

Providing for the printing as a House docu- 
ment the publication entitled “Federal 
election campaign laws relating to the 
United States House of Representatives” : 
report to accompany H. Con. Res. 283., 
80-12972 

Providing for the printing of the brochure 
entitled “How our laws are made” : 
report to accompany H. Con. Res. 95., 
80-12966 

Providing for the printing of the final 
report of the Indian Claims Commission 


H.R. 
625., 


H.R. 
595., 


HLR. 
581., 


H.R. 
596., 


H.R. 
589., 


H.R. 
628., 


H.R. 
629., 


H.R. 
630., 


H.R. 
621., 
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Providing for the printing of the final report of the Indian Claims Commission as a 


as a House document : report to accom- 
pany H. Con. Res. 162., 80-12967 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on Interstate and Foreign 
Commerce : report to accompany H. Res. 
583., 80-12978 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Committee on the Judiciary : report 
to accompany H. Res. 548., 80-12973 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Select Committee on the Outer Con- 
tinental Shelf : report to accompany H. 
Res. 573., 80-12975 

Providing funds for the expenses of investi- 
gations and studies to be conducted by 
the Select Committee on Committees : 
report to accompany H. Res. 580., 80- 
12977 

Providing funds for the expenses of the 
Committee on House Administration to 
provide for the maintenance and im- 
provement of ongoing computer services 
for the House of Representatives ... : 
report to accompany H. Res. 574., 80- 
12976 

Providing that receipts from certain sales of 
items by the Sergeant at Arms of the 
Senate to Senators and committees and 
offices of the Senate shall be credited to 
the appropriations from which such items 
were purchased : report to accompany S. 
2225., 80-13031 

A provisional assessment of triclopyr herbi- 
cide for use in Lake States’ forestry /, 
80-11337 

Public assistance programs., 80-13218 

Public health and safety summary., 80- 
12632 

Public health service act, amendment : 
[joint resolution to amend the Public 
health service act and related health laws 
to correct printing and other technical 
errors]., 80-12860 

Public Health Service grants and awards, 
80-12407 

Public service employment : the impact on 
Washington State’s nonmetropolitan labor 
markets /, 80-11234 

Public transit contracting opportunities for 
minority business enterprises, a manual., 
80-12768 

Publication note - National Center for 
Health Statistics., 80-12450 

Publications list - Committee on Energy 
and Natural Resources, United States 
Senate., 80-13200 

Publications of the Office of Education, 
80-12401 

Publications of the U.S. Office of Educa- 
tion., 80-12401 

Pulp, paper, and board., 80-11478 

Pulp, paper, and board (Bureau of the 
Census), 80-11478 
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Pulsed spontaneous Raman-scattering mea- 
surements in a highly luminous flow /, 
80-12161 


Q 


Quality assurance program for solar thermal 
test facility (STTF) heliostat production 
/, 80-12129 

Quality control system requirements., 80- 
12372 

Quarterly cumulative index medicus, 80- 
12428 

Quarterly progress report /, 80-12089 

QUARTZ, a numerical simulation of an 
asymmetric electrostatic accelerator /, 
80-12047 


R 


Radial transport in the ELMO bumpy torus 
in collisionless regimes /, 80-12054 

Radiation from Ag and K films bombarded 
by low energy electrons /, 80-12020 

Radio and televison programs., 80-12589 

Radiographic terminology for biological re- 
search /, 80-11376 

Radiological and Environmental Research 
Division annual report., 80-11821 

Radiological health : March 1936—March 
1978., 80-12430 

Rail carload cost scales., 80-12546 

Rail carload cost scales by territories, 80- 
12546 

Rail Service in the Midwest and Northwest 
region., 80-12544 

Railroad accident report : rear end collision 
of Consolidated Rail Corporation freight 
trains ALPG-2 and APJ-2 near Royers- 
ford Pennsylvania, October 1, 1979., 80- 
12705 

Railroad emergency procedures., 80-12713 

Rampart Canyon, Alaska : letter from the 
Secretary of the Army transmitting a 
letter from the Chief of Engineers, De- 
partment of the Army, dated June 8, 
1973, submitting a report ...., 80-12887 

REA telephone specifications for service 
entrance and station protector installa- 
tions., 80-11423 


The reaction of uranyl nitrate solutions 


with carboxylic acid cation exhange 
resins at 30, 40, and SOC /, 80-12035 

Reading materials in large type /, 80- 
12593 

Rear end collision of Consolidated Rail 
Corporation freight trains ALPG-2 and 
APJ-2 near Royersford, Pennsylvania, 
October 1, 1979., 80-12705 

Reathorization of the airport and airway 
development program (ADAP) : hearings 
before the Subcommittee on Aviation of 
the Committee on Public Works and 
Transportation, House of Representa- 
tives, Ninety-sixth Congress, first session, 
on H.R. 3745 ...., 80-13306 
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Reauthorizarion meeting issue papers : Jus- 
tice system improvement act of 1979, 
Louisville, Kentucky, December 6 & 7, 
1979., 80-12549 

Recent social and economic trends; a re- 
print from Statistical abstract of the 
United States., 80-11477 

Recessed light fixture test facility /, 80- 
11999 

Recession and targeted fiscal assistance : 
report together with dissenting and addi- 
tional views to accompany H.R. 5980., 
80-12855 

Reclamation research : a progress report of 
the Bureau of Reclamation., 80-12525 

Recommendations and summary findings., 
80-12629 

Recommendations for creating jobs through 
the success of small, innovative businesses 
:areport /, 80-11448 

Recommendations on establishment of pro- 
cedures for congressional review of 
agency rules /, 80-13308 

Reconnaissance assessment of erosion and 
sedimentation in the Canada de los 
Alamos basin, Los Angeles and Ventura 
Counties, California /, 80-12509 

Recreation is for handicapped people /, 
80-12643 

Recreation site examinations : Gunnison 
National Forest : Cebolla and Taylor 
River Ranger Districts /, 80-11378 

Recreational boating fund act of 1979., 80- 
12842 

Recreational boating safety and facilities 
improvement act of 1979 : report to ac- 
company H.R. 4310., 80-12842 

Recreational impact on wildlands : confer- 
ence proceedings : October 27-29, 1978, 
Seattle, Washington /, 80-11297 

Red pine : Pinus resinosa., 80-11321 

Reducing the development costs of housing 
: actions for state and local governments : 
proceedings of the HUD National Con- 
ference on Housing Costs /, 80-12481 

Reenlistment NCO /, 80-11722 

Refugee act of 1980 : [an act to amend the 
Immigration and nationality act to revise 
the procedures for the admission of refu- 
gees ...]., 80-13016 

Refugee act of 1980 : conference report to 
accompany S. 643., 80-12953, 80-13049 

Regeneration of sulfated limestone from 
FBCs and corrosive effects of sulfation 
accelerators in FBCs., 80-11781 

Regional conceptual design and analysis 
studies for residential photovoltaic sys- 
tems /, 80-12158 

Regional guidance, 1979 : until revised or 
replaced by a regional plan /, 80-11285 

Regulations governing the payment of enti- 
tlements under Title I of the State and 
local fiscal assistance act of 1972 /, 80- 
12681 

Regulatory budgeting and the need for 
cost-effectiveness in the regulatory proc- 
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ess : hearing before the Joint Economic 
Committee, Congress of the United 
States, Ninety-sixth Congress, first ses- 
sion, August 1, 1979., 80-13192 

Regulatory reform and _ congressional 
review of agency rules : hearings before 
the Subcommittee on Rules of the House 
of the Committee on Rules, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 1776, “the Adminis- 
trative rule making reform act,” and re- 
lated measures ...., 80-13310 

Regulatory use of standards : the implica- 
tions for standards writer /, 80-11560 

Rehabilitation, Claremont 1978 : planning 
for adaptive use and energy conservation 
in an historic mill village /, 80-12543 

Reimbursement for durable medical equip- 
ment /, 80-12469 

Relating to self-determination for the 
people of Puerto Rico : report to accom- 
pany H. Con. Res. 165., 80-12814 

Relating to the Indiana Dunes National La- 
keshore, and for other purposes : report 
to accompany H.R. 2742., 80-12841 

Relation of oak abundance, seed source, 
and temperature to geographic patterns 
of fusiform rust incidence /, 80-11343 

Relief of the city of Nenana, and for other 
purposes : report to accompany H.R. 
4811., 80-12811 

"Rem Red’ Amur honeysuckle., 80-11239 

The removal of tritium from fusion reactor 
blankets /, 80-11841 

Repair stations, 80-12746 

Repealing Senate resolution 112, 92d Con- 
gress : report to accompany S. Res. 119., 
80-12897 

Report., 80-12800 

Report and recommendations of the Sub- 
committee on Special Investigations to 
the House Committee on Veterans’ Af- 
fairs, 80-13347 

Report assessing global food production 
and needs., 80-11441 

Report by the Committee on Appropri- 
ations on allocation of budget totals based 
on the second concurrent resolution on 
the budget for fiscal year 1980 /, 80- 
12952 

Report for Alaska land withdrawls : section 
204(c) of FLPMA (P.L. 954-579) /, 80- 
12487 

Report of the activities of the Committee 
on Armed Services, U.S. House of Rep- 
resentatives., 80-13155 

Report of the Architectural and Transpor- 
tation Barriers Compliance Board., 80- 
13083 

Report of the Clerk of the House., 80- 
12799, 80-12939 

Report of th» Committee on Agriculture, 
House of Representatives, together with 
additional views, separate views, and mi- 
nority views, to the Committee on the 
Budget pursuant to the Congressional 
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budget and impoundment control act., 
80-13134 

Report of the Committee on Agriculture, 
House of Representatives, together with 
minority report, to the Committee on the 
Budget pursuant to the Congressional 
budget and impoundment control act, 
80-13134 

Report of the Committee on Armed Serv- 
ices pursuant to section 302(b) of the 
Congressional budget act of 1974 and 
section 4(b) of the first concurrent resolu- 
tion on the budget for fiscal year 1980., 
80-12818 

Report of the Committee on Energy and 
Natural Resources to the Committee on 
the Budget, United States Senate, pursu- 
ant to section 301(c) of the Congressional 
budget and impoundment control act of 
1974., 80-13210 

Report of the Committee on Interstate and 
Foreign Commerce to the House Com- 
mittee on the Budget pursuant to Section 
301 (c) of the Congressional budget act., 
80-13264 

Report of the Emergency Preparedness and 
Response Task Force /, 80-12631 

Report of the National Conference of 
Senior Officials to Consider Unesco Rec- 
ommendations on Physical Education and 
Sport., 80-12399 

Report of the Public’s Right to Information 
Task Force /, 80-12633 

Report of the Secretary of the Senate., 80- 
12890 

Report of the Senate Committee on Com- 
merce, Science, and Transportation to the 
Senate Committee on the Budget submit- 
ted pursuant to section 301 of the Con- 
gressional budget act and impoundment 
control act of 1974 on the proposed 
budget., 80-13175 

Report of the Senate Committee on Human 
Resources presenting its views and esti- 
mates pursuant to the Congressional 
budget act, Public law 93-344 to the 
Committee on the Budget on the budget 
proposed, 80-13291 

Report of the Senate Committee on Labor 
and Human Resources presenting its 
views and estimates pursuant to the Con- 
gressional budget act, Public Law 93-344, 
together with additional and minority 
views to the Committee on the Budget 
on the budget proposed., 80-13291 

Report of the U.S. Architectural and Trans- 
portation Barriers Compliance Board to 
the President and the Cogress, 80-13083 

Report of the Workshop on Advanced 
Geothermal Drilling and Completion 
Systems /, 80-12175 

A report on allied health manpower /, 80- 
12451 

Report on the activities of the Committee 
on Armed Services, 80-13155 

Report on the design and operation of a 
full-scale anaerobic dairy manure digester 
: final report /, 80-12189 
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Report on the PCB incident in the western 
United States., 80-11430 

Report to the Committee on the Budget 
from the Committee on Veterans’ Affairs 
submitted pursuant to section 301 of the 
Congressional budget act of 1974 on the 
budget proposed., 80-13342 

Report to the President and to the Congress 
of the United States by the Architectural 
and Transportation Barriers Compliance 
Board, 80-13083 

Report to the President by Emergency 
Board No. 184 : appointed by Executive 
Order 11745, dated November 1, 1973, 
pursuant to section 10 of the Railway 
labor act, as amended, to investigate a 
dispute between the Long Island Rail 
Road Company and certain of its em- 
ployees represented by the Brotherhood 
ofRailroad Signalmen., 80-12610 

Report to the President by Emergency 
Board No. 185 : appointed by Executive 
Order 11783, dated May 21, 1974, pursu- 
ant to section 10 of the Railway labor 
act, as amended, to investigate a dispute 
between certain carriers represented by 
the National Railway Labor Conference, 
and certain of their employees represent- 
ed by the Sheet Metal Workers’ Interna- 
tional Association (AFL-CIO)., 80- 
12611 

Reports of the Public Health and Safety 
Task Force on public health and safety 
summary, health physics and dosimetry, 
radiation health effects, behavioral ef- 
fects, public health and epidemiology /, 
80-12632 

Reports to be made to Congress - Clerk, 
U.S. House of Representatives., 80- 
12938 

Reprograming for the Susan B. Anthony 
dollar coin program : hearing before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-sixth Congress, first session : spe- 
cial hearing, Department of the Treas- 
ury., 80-13154 

Requiring documentation for reimbures- 
ments out of Senators’ official office ex- 
pense accounts from the contingent fund 
of the Senate : report to accompany S. 
Res. 170., 80-12920 

Research and development in industry; 
funds, scientists & engineers., 80-12615 

Research and development of improved 
geothermal well logging techniques, tools 
and components (current projects, goals 
and status) : final report /, 80-12106 

Research and development program for 
Outer Continental Shelf oil and gas oper- 
ations, technical report., 80-12524 

Research and statistics note., 80-12397 

Research and training programs of the Na- 
tional Institute of Environmental Health 
Sciences., 80-12425 

Research availability of anterior pituitary 
hormones /, 80-12419 
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Research guidance studies to access gasoline from coal by methanol-to-gasoline and 


Research guidance studies to access gaso- 
line from coal by methanol-to-gasoline 
and sasol-type Fischer-Tropsch technol- 
ogies : final report /, 80-11914 

Research programs - Nationa! Institute of 
Environmental Health Sciences, 80- 
12424 : 

Reserve officers’ training corps scholarships 
for military junior colleges : report to 
accompany H.R. 5766., 80-12845 

Resistance of a freight train to forward 
motion /, 80-12740 

Resource Center for Science and Engineer- 
ing Program : guide for the preparation 
of proposals., 80-12614 

Resource conservation and development 
program., 80-11397 

Resource development proposals 
1983., 80-11280 

Resource inventory notes, 80-12542 

The response of a tokamak plasma to parti- 
cle and momentum sources /, 80-12028 

Restrictions on appointment of an ambassa- 
dor to Afghanistan : report to accompany 
S. Res. 106., 80-12898 

Restrictions on post-employment activity of 
former Federal officers and employees : 
hearings before the Subcommittee on Ad- 
ministrative Law and Government Rela- 
tions of the Committee on the Judiciary, 
House of Representatives, Ninety-sixth 
Congress, first session ... April 2 and 6, 
1979., 80-13282 

Review of Agricultural trade act of 1978 : 
joint hearing before the Committee on 
Agriculture and the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-sixth Congress, first session, No- 
vember 15, 1979., 80-13136 

A review of earthquake vibratory ground 
motion intensity attenuation relationships 
: topical report /, 80-12102 

Review of plastic flooring for explosive/ 
propellant processing areas of Army am- 
munition plants /, 80-11662 

Review of recent developments in Europe, 
1979 : hearing before the Subcommittee 
on Europe and the Middle East of the 
Committee on Foreign Affairs, House of 
Representatives, Ninety-sixth Congress, 
first session, July 12, 1979., 80-13228 

Review of the activities of the House Office 
Equipment Service for the year ended 
June 30, 1979: report /, 80-12329 

A review of the Badger report FE-2416-24, 
Conceptual design of a coal to methanol 
commercial plant, February 1978 /, 80- 
12086 

Review of the multilateral trade negotia- 
tions : hearing before the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-sixth Con- 
gress, first session, May 7, 1979., 80- 
13142 

Review of U.S. refugee resettlement pro- 
grams and policies : a report /, 80-13286 
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Reviews of data on research & develop- 
ment, 80-12613 

Reviews of data on science resources., 
12613 

Revising and modernizing the Standing 
Rules of the Senate without substantive 
change in Senate procedure and to incor- 
porate therein other rules of the Senate : 
report to accompany S. Res. 274., 80- 
12925 

Revision of REA bulletin 20-21:320-21 : 
part one., 80-11422 

Rhodesia : hearings before the Committee 
on Foreign Relations , United States 
Senate, Ninety-sixth Congress, first ses- 
sion ..., 80-13236 

Rice situation., 80-11437 

Rice situation (Washington), 80-11437 

The river and the rocks : the geologic story 
of Great Falls and the Potomac River 
Gorge /, 80-12503 

River mileages and drainage areas for IIli- 
nois streams /, 80-12522 

River of No Return Wilderness : report to- 
gether with additional views to accompa- 
ny S. 2009., 80-12926 

Rivets, rivet caps, and collars /, 80-11691 

Rolando R. Gaza, Teresita C. Gaza, and 
Rolynne Therese Gaza : report to accom- 
pany H.R. 1619., 80-12935 

The role of the Federal laboratories in do- 
mestic technology transfer hearings 
before the Subcommittee on Science, Re- 
search, and Technology of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sixth 
Congress, first session ...., 80-13332 

The role of wind power in electric utilities 
/, 80-11838, 80-11868 

ROM-based sequential circuits : an alterna- 
tive approach to conventional logic 
design /, 80-12156 

Roosevelt Island Tramway System assess- 
ment /, 80-12770 

Rural elderly access to emergency medical 
services : hearing before the Select Com- 
mittee on Aging, House of Representa- 
tives, Ninety-sixth Congress, first session, 
May 7, 1979, Oklahoma City, Okla., 80- 
13132 

Rural Electrification Administration (REA) 
forms and bulletins., 80-12350 


Ss 


S. A. M. installation notes /, 80-12217 

S. 1668 : hearing before the Committee on 
Foreign Relations, United States Senate, 
Ninety-sixth Congress, first session, on S. 
1668, authorizing additional appropri- 
ations for the Department of State for 
migration and refugee assistance for fiscal 
years 1980 and 1981, October 4, 1979., 
80-13238 

S. 2012 : hearings before the Committee on 
Foreign Relations, United States Senate, 


80- 
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Ninety-sixth Congress, first session, on S. 
2012 to amend the Foreign assistance act 
of 1961 to authorize assistance in support 
of peaceful and democratic processes of 
development in Central America ... De- 
cember 6 and 7, 1979., 80-13237 

SACRD : a data base for fast reactor safety 
computer codes /, 80-12081 

Safe drinking water—oversight : hearing 
before the Subcommittee on Health and 
the Environment of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, Ninety-sixth Con- 
gress, first session ... November 5, 1979., 
80-13271 

Safety analysis report for packaging 
(SARP) of the Oak Ridge National Labo- 
ratory foamglas shipping container /, 
80-12079 

Safety effectiveness evaluation of detection 
and control of unsafe interstate commeri- 
cal drivers through the National Driver 
Register, state driver licensing policies, 
the Federal Motor Carrier Safety Regula- 
tions., 80-12715 

Safety effectiveness evaluation of the Na- 
tional Highway Traffic Administration’s 
rulemaking process., 80-12714 

Sailing directions (enroute) for the Caribbe- 
an Sea., 80-11664 

Sailing directions (enroute) for the coasts of 
Korea and China., 80-11666 

Sailing directions (planning guide) for the 
North Pacific Ocean., 80-11665 

Salmonella surveillance. Annual summary., 
80-12456 

Salmonella surveillance. Annual summary. 
Report, 80-12456 

Sam Houston National Forest (Big Thicket 
and Raven District), Texas : off-road ve- 
hicle use map., 80-11303 

Sample rate reduction by decimation : pre- 
cedures and effects /, 80-12165 

Sampling and analytical procedures for en- 
vironmental monitoring at Lawrence 
Livermore Laboratory /, 80-12221 

Sampling from high temperature particle 
laden flows /, 80-12160 

The Sandia Laboratory Combustion Simu- 
lation facility /, 80-12155 

Sarcoidosis /, 80-12418 

SATDSK, a numerical simulation of the 
magnetic field due to saturated iron in 
cyclotron poletips ,,, 80-11995 

Saved by the bell., 80-13087 

SBA training guide., 80-12664 

Scaling studies of beam-induced tokamaks / 
, 80-12025 

Scattering of 0.8 GeV protons from lead- 
208, carbon-12, and carbon-13 /, 80- 
11944 

Scenarios for long-term release of radionu- 
clides from a nuclear- waste repository in 
the Los Medanos region of New Mexico 
/, 80-12141 
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Scientific and technical, spatial, and biblio- 
graphic data bases of the U.S. Geological 
survey., 80-12507 

Scientific manpower bulletin, 80-12613 

Scientific research with the space telescope 
: International Astronomical Union Col- 
loquium number 54, co-sponsored by 
COSPAR, held at the Institute for Ad- 
vanced Study, Princeton, N.J., August 8- 
11, 1979 /, 80-12600 

The SCPP : Project Skywater : The Sierra 
Cooperative Pilot Project., 80-12526 

Screening/flotation treatment of combined 
sewer overflows., 80-12241 

Seabead disposal program annual report, 
January to December 1977 /, 80-12132 

The search for peace in the Middle East : 
documents and statements, 1967-79 
report /, 80-13229 

Second Symposium on Epidemiology and 
Cancer Registries in the Pacific Basin., 
80-12413 

Secretary’s annual report to Congress - U.S. 
Department of Energy., 80-11774 

Securities and investments., 80-12364 

Security clearance procedures in the intelli- 
gence agencies : staff report /, 80-13280 

Seismic design: cost impact on high-rise 
residential structures., 80-12480 

Selected agricultural statistics on Spain, 
1965-76., 80-11231 

Selected bibliographies and state-of-the-art 
review for diseases control /, 80-12403 

Selected electronic and associated products, 
including telephone and telegraph appara- 
tus., 80-11489 

Selected genetic markers of blood and se- 
cretions for youths 12-17 years of age, 
United States /, 80-12446 

Selected heating equipment., 80-11485 

Selected instruments and related products., 
80-11490 

Selected sensitivity tests of 
traiminotrinitrobenzene (TATB) and 
TATAB formulations and their evalua- 
tions /, 80-12208 

Selected technical publications., 80-12431 

The selection of patients for X-ray examina- 
tions /, 80-12432 

Self-consistent kinetic theory of stochasti- 
city /, 80-12090 

The self-energized credential system for the 
plutonium protection system /, 80-12149 

Self-guided hiking tour of the historic Mt. 
Lowe Pacific Electric Railway : Angeles 
National Forest., 80-11273 

Senior executive service., 80-12623 

Serum cholesterol levels of persons aged 4- 
74 years by socioeconomic characteris- 
tics, United States, 1971-74 /, 80-12447 

Service guide ’80 : ship your cargo on U.S. 
flag ships., 80-11577 

Services program for disabled and blind 
children under the SSI program : report 
to accompany H.R. 4612., 80-12829 





Solar enhanced oil recovery : an assessment of economic feasibility / 


Seventh International Technical Conference 
on Experimental Safety Vehicles., 80- 
12778 

Severe storms research : hearings (including 
report) before the Subcommittee on 
Space Science and Applications of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
sixth Congress, first session, July 13, 14, 
15, 1979., 80-13322 


Shafts /, 80-11692 
Ship your cargo on U.S. flag ships., 80- 
11577 


Shirts and shirt-like garments /, 80-11693 
SIB level proecdures - special features and 
command and staff reports., 80-11726 
Sidney L. Christie Federal Building : report 
to accompany H.R. 1298., 80-12825 

SIDPERS user manual : Standard Installa- 
tion/Division Personnel System : military 
personnel office level procedures., 80- 
11725, 80-11726 

The Sierra ecology project /, 80-11287 

Silicon concentrator solar cell manufactur- 
ing development /, 80-12180 

Simulation of large-scale air detritiation op- 
erations by computer modeling and 
bench-scale experimentation /, 80-11803 

Single particle analysis with a 360 light 
scattering photometer /, 80-11965 

Sinking of the M/B Sids in the Atlantic 
Ocean near Absecon Inlet, Atlantic City, 
New Jersey, January 18, 1978., 80-12706 

Sitka black-tailed deer : proceedings of a 
conference in Juneau, Alaska /, 80- 
11312 

Sky challenge for teens /, 80-12757 

Slow productivity growth in the U.S. foot- 
wear industry — can the Federal govern- 
ment help? : report to the Congress /, 
80-12316 

Small business assistance efforts overseas /, 
80-13340 

Small commercial vessel inspection and 
manning : hearings before the Subcom- 
mittee on Coast Guard and Navigation of 
the Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 1645 ... H.R. 5164 ... July 11, Sep- 
tember 12, 18, 1979., 80-13295 

Small Lot Forest Seed Processing Work- 
shop : October 18-20, 1977 /, 80-11286 

Small-scale fuel alcohol production., 80- 
11225 

Smithsonian Institution popular 
tions., 80-12359 

So you really want to do something about 
the drunk driver?, 80-12775 

Social Security beneficiaries in metropolitan 
areas., 80-12395 

Social security financing issues : hearings 
before the Subcommittee on Social Secu- 
rity of the Committee on Ways and 
Means, House of Representatives, Ninety- 
sixth Congress, first session ...., 80-13356 


publica- 
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Soda ash (sodium carbonate), sodium sul- 
fate, and sodium /, 80-12529 

Soil and bedrock properties : weathering 
and alteration products and processes in 
the Idaho batholith /, 80-11344 

Soil and water resources conservation act : 
briefing package for organizations and in- 
dividuals interested in soil and water con- 
servation., 80-11395 

Soil resource inventory, Fremont National 
Forest, Pacific Northwest Region /, 80- 
11288 

Soil survey of Adair County, Iowa /, 80- 
11400 

Soil survey of Big Smoky Valley area, 
Nevada : part of Nye County /, 80- 
11401 

Soil survey of Calumet and Manitowoc 
Counties, Wisconsin /, 80-11402 

Soil survey of Crawford County, Arkansas 
/, 80-11403 

Soil survey of Dallas County, Texas /, 80- 
11404 

Soil survey of Denton County, Texas /, 
80-11405 

Soil survey of Dodge County, Wisconsin /, 
80-11406 

Soil survey of Donley County, Texas /, 
80-11407 

Soil survey of Goochland County, Virginia 
/, %80-11408 

Soil survey of Huron County, Michigan /, 
80-11409 

Soil survey of Johnson County, Missouri /, 
80-11410 

Soil survey of Los Angeles County, Cali- 
fornia, west San Fernando Valley area /, 
80-11411 

Soil survey of Marion County, Iowa /, 80- 
11412 

Soil survey of Middlesex County, Connecti- 
cut /, 80-11413 

Soil survey of Nacogdoches County, Texas 
/, 80-11414 

Soil survey of Pickaway County, Ohio /, 
80-11415 

Soil survey of Sauk County, Wisconsin /, 
80-11416 

Soil survey of Shelby County, Kentucky /, 
80-11417 

Soil survey of Volusia County, Florida /, 
80-11418 

Solar Energy Research Institute and region- 
al solar energy centers oversight, 
volume XII : hearings before the Sub- 
committee on Energy Development and 
Applications of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-sixth Congress, 
first session, October 24, 25, 1979., 80- 
13333 

Solar energy system performance evalua- 
tion Alpha Construction Company, 
single family residence, Canton, Ohio /, 
80-12195 

Solar enhanced oil recovery : an assessment 
of economic feasibility /, 80-12172 
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The solar thermal test facility heliostat development / 


The solar thermal test facility heliostat de- 
velopment /, 80-12127 

Solid waste utilization - incineration with 
heat recovery /, 80-11784 

Solvent evaporation - degreasing oper- 
ations., 80-12239 

Solving complex valued differential systems 
/, 80-12138 

Some environmental effects of cable log- 
ging in Appalachian forests /, 80-11364 

Some LINPACK timings on the CRAY-1., 
80-11951 

Some PDP-11 BASIC-11 extension routines 
/, 80-12163 

Some sensitivity studies of chemical trans- 
port simulated in models of the soil-plant- 
litter system /, 80-12051 

Source assessment : solvent evaporation - 
degreasing operations /, 80-12239 

Source of Federal funds for fire programs / 

80-12259 

South Carolina’s forests /, 80-11357 

Southern Natural Gas Company rupture 
and fire of a 14-inch gas transmission 
pipeline southeast of New Orleans, Lou- 
isiana, July 15, 1979., 80-12711 

Space-charge limits for linear accelerators / 
, 80-11876 

Space, rockets and satellites, 80-12365 

Space shuttle, 1980 : status report for the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
sixth Congress, second session., 80- 
13314 

Special Azores earthquake relief and recon- 
struction assistance : report to accompany 
S. 2194., 80-13034 

Special Central American and Caribbean se- 
curity assistance act of 1979 : report to- 
gether with addtional views to accompa- 
ny S. 2012., 80-13029 

Special Central American assistance act of 
1979 : report of the Committee on For- 
eign Affairs together with dissenting and 
additional views ... on H.R. 6081 ....,  80- 
12857 

Special Central American economic assist- 
ance : compensation for hostages in Iran : 
international conference on Cambodia : 
hearing and markup before the Commit- 
tee on Foreign Affairs, House of Repre- 
sentatives, Ninety-sixth Congress, (first 
session, on H.R. 5954, H. Con. Res. 219 
and 221, November 27 and December 11, 
1979., 80-13224 

Special investigation report : the accident 
performance of tank car safeguards., 80- 
12704 

Special problems in serials cataloging /, 
80-12585 

Special rules for bringing pet birds into the 
United States., 80-11428 

Special studies., 80-11501 

Special study : fatal highway accidents on 
wet pavement : the magnitude, locations, 
and characteristics, 80-12712 
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Special study : railroad emergency proce- 
dures., 80-12713 

Specification requirements for a control 
valve for hot dirty gas service : joint 
report /, 80-11974 

Specification requirements for a control 
valve for slurry letdown service : joint 
report /, 80-11975 

Specifications and drawings for construc- 
tion of direct buried plant., 80-11420 

Specifications for adjusted cross section and 
covariance libraries based upon CSEWG 
fast reactor and dosimetry benchmarks /, 
80-12083 

Specifications for service entrance and sta- 
tion protector installations., 80-11423 

Specifications for 270-foot B-class medium 
endurance cutter., 80-12763 

Spent fuel storage and disposal : hearings 
before the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ... June 26 and 27, 1979., 80- 
13275 

The sphere-cal process : fabrication of fuel 
pellets from gel microspheres /, 80- 
12062 

Sporomorphs from the Jackson Group 
(upper Eocene) and adjacent strata of 
Mississippi and western Alabama /, 80- 
12515 

Stability of beam-induced tensor pressure 
tokamaks /, 80-12077 

Stable isotope sales, Mound Facility cus- 
tomer and shipment summaries., 
11987 

Stable isotope sales: Mound Laboratory 
customer and shipment summaries, 80- 
11987 

Staff data and materials related to social 
security financing /, 80-13219 

Staff data and materials relating to the un- 
employment compensation program /, 
80-13221 

Staff paper : examination of twelve years of 
train-air data in the Boston to New York 
passenger market /, 80-12736 

Staff paper : New York to Washington pas- 
senger market : twelve years of train-air 
data /, 80-12738 

A staff report on the oversight of the Occu- 
pational Safety and Health Administra- 
tion with respect to grain elevator fires 
and explosions /, 80-13198 

Staff report to the President’s Commission 
on the Accident at Three Mile Island., 
80-12631, 80-12633 

Staff reports to the President’s Commission 
on the Accident at Three Mile Island., 
80-12632 

Stagflation : hearings before the Special 
Study on Economic Change of the Joint 
Economic Committee, Congress of the 
United States, Ninety-sixth Congress, first 
session, April 30, and May 7 and 9, 1979., 
80-13193 
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Standard industrial classification (SIC) 
codes., 80-11572 

Standby emergency advertising lighting re- 
strictions : report together with minority 
views to accompany S. Res. 123., 80- 
12895 

Standby emergency building temperature 
restrictions : report to accompany S. Res. 
122., 80-12894 

State and local governments r&d expedi- 
tures, FY 1977, 80-12613 

State-of-the-art survey of joinability of ma- 
terials for OTEC heat exchangers /, 80- 
12005 

State of the Union : message /, 80-12654 

State tax exemption for postal vehicles : 
report to accompany H.R. 4064., 80- 
12830 

States insurance regulation : hearing before 
the Subcommittee on Antitrust, Mono- 
lopy and Business Rights of the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... October 9, 1979., 80-13288 

Statistical abstract of the United States, 
80-11477 

Statistical data related to public assistance 
programs /, 80-13218 

Statistical portrait of women in the United 
States: 1978, 80-11501 

Statistical precision of delayed-neutron non- 
destructive assay techniques /, 80-12027 

Status assessment of toxic chemicals : ar- 
senic /, 80-12244 

Status assessment of toxic chemicals : 
zene /, 80-12245 

Status assessment of toxic chemicals : benzi- 
dine /, 80-12243 

Status assessment of toxic chemicals : cad- 
mium /, 80-12246 

Status assessment of toxic chemicals : lead / 

80-12247 

Status assessment of toxic chemicals : mer- 
cury /, 80-i2248 

Status assessmeni of toxic chemicals : poly- 
brominated biphenyls /, 80-12249 

Status assessment of toxic chemicals : tri- 
cholorethylene /, 80-12240 

Status assessment of toxic chemicals 
tris(2,3-dibromopropyl) phosphate /, 80- 
12250 

Status assessment of toxic chemicals : viny- 
lidene chloride /, 80-12251 

Status of ENDF/B-V neutron emission 
spectra induced by 14-MeV neutrons /, 
80-12036 

Status of Federal Aviation regulations., 
80-12750 

The status of hospital discharge data in six 
countries /, 80-12445 

Status of pollutant removal technology for 
coal fired power plants in the Northeas- 
tern U.S. /, 80-11873 

Status of postal operations in Houghton 
Lake, Michigan : hearing before the Sub- 
committee on Postal Operations and 


ben- 
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Services of the Committee on Post Office 
and Civil Service, House of Representa- 
tives, Ninety-sixth Congress, first session, 
July 2, 1979., 80-13299 

Steady-state currents driven by collisionally 
damped lower hybrid waves /, 80-12098 

Steel barrels and drums, 80-11482 

Steel shipping drums and pails., 80-11482 

Stencils, markers, and related supplies., 80- 
11694 

Steriod receptors in breast cancer., 80- 
12410 

Stibine and arsine generation from a lead- 
acid cell during charging modes under a 
utility load-leveling duty cycle /, 80- 
11812 

Stock control specialist /, 80-11714 

Stomatopod Crustacea from the eastern 
Mediterranean /, 80-12668 

Strategic petroleum reserve office, annual 
report., 80-12226 

Strategic satellite/microwave system opera- 
tor /, 80-11716 

Stratigraphy of Park City group equivalents 
in southern Idaho, northeastern Nevada, 
and northwestern Utah., 80-12520 

Strength of bolted wood joints with various 
ratios of member thicknesses /, 80-11329 

Strengthening the family., 80-12464 

Structural characteristics of beef cattle rais- 
ing in the United States /, 80-11248 

Structural evaluation of new concepts for 
long-span culverts and culvert installa- 
tions /, 80-12728 

Structural performance and standards for 
COM-PLY partition studs /, 80-11341 

Student financial assistance programs : hear- 
ings before a subcommittee of the Com- 
mittee on Government Operations, House 
of Representatives, Ninety-sixth Con- 
gress, first session, June 13 and July 31, 
1979., 80-13245 

Studies and testing of antireflective (AR) 
coatings for soda-lime glass : final report 
/, 80-11891 

Studies of conductor joint performance and 
structural response for the DEALS 
magnet concept /, 80-11874 

Studies of the Permian Phosphoria forma- 
tion and related rocks, Great Basin- 
Rocky Mountain region /, 80-12520 

Studies on the legislative veto /, 80-13309 

A study of discrepancies between BLS 
household and payroll employment esti- 
mates /, 80-12563 

Study of foundation designs for single-axis- 
tracking solar collector systems under re- 
duced loading conditions /, 80-12178 

A study of minority business participation 
in the urban mass transportation indus- 
try., 80-12768 

A study of proposed irrigation in the ten 
plains states., 80-11226 

A study of reservoir characteristics of the 
Nanushuk and Colville groups, Umiat test 





well 11, National Petroleum Reserve in 
Alaska /, 80-12508 

A study of space planning criteria develop- 
ment procedures, Veterans Administra- 
tion facilities., 80-12780 

A study of terrestrial radio determination : 
applications and technology /, 80-12702 

A study of the mass and energy resolution 
of the E//B charge exchange analyzer 
for TFTR /, 80-12097 

A study of the production of well-charac- 
terized aerosols using a flow reactor /, 
80-11819 

Study of the school nutrition programs : 
report to accompany S. Res. 90., 80- 
12907 

Study on Federal regulation : prepared pur- 
suant to S. Res. 71, to authorize a study 
of the purpose and current effectiveness 
of certain Federal agencies /, 80-12888 

Study program to develop and evaluate die 
and container materials for the growth of 
silicon ribbons., 80-11892 

Sturgeon River Wilderness study area, 
Michigan., 80-12502 

Subscriber carrier equipment., 80-11424 

Subversive activities., 80-12360 

Sulfur-coated urea /, 80-13106 

Sulfur-extended-asphalt field trials, MH 153 
Brazos County, Texas : a detailed con- 
struction report /, 80-12732 

Summaries of conclusions and recommenda- 
tions on Department of Defense oper- 
ations., 80-12330 

Summaries of conclusions and recommenda- 
tions on the operations of civil depart- 
ments and agencies., 80-12331 

Summaries of projects completed., 80- 
12619 

Summary of legislative achievements., 
12891 

Summary of major 
12891 

A summary of procedures used to transport 
and distribute consumer products /, 80- 
12038 

Sunset, sunrise, and related measures : hear- 
ings before the Subcommittee on the 
Legislative Process of the Committee on 
Rules, House of Representatives, Ninety- 
sixth Congress, first session, on H.R. 2 ... 
H.R. 65...., 80-13311 

Supplemental appropriations : communica- 
tion from the President of the United 
States transmitting proposed supplemental 
appropriations for fiscal year 1979 for 
foreign assistance in support of Turkish 
economic stabilization and reform., 80- 
12801 

Supplemental expenditures by the Commit- 
tee on Environment and Public Works : 
report to accompany S. Res. 171., 80- 
12903 

Supreme Court reports., 80-12333 

Surface coal mining and reclamation oper- 
ations, permanent regulatory., 80-12490 
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Technique for estimating yield of furniture squares and flat stock from flitches / 


Surface water records of Wyoming, 80- 
12523 

A survey of biomass gasification. 80- 
12187 

Survey of knowledge of hazards of chemi- 
cals potentially associated with the ad- 
vanced isotope separation processes /, 
80-12055 

Survey of potential chlorine production 
processes., 80-11813 

Survey writing contest., 80-12645 

Survival and growth of oaks planted for 
wildlife in the flatwoods /, 80-11353 

Suspension of duty on freight cars : hearing 
before the Subcommittee on Trade of the 
Committee on Ways and Means, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 3046 ... Sep- 
tember 10, 1979., 80-13358 

Switchgear & relaying., 80-11764 

Sycamore Platanus occidentalis., 
11322 

Synthane gasifier thermowell (TE-205) fail- 
ure : failure analysis report /, 80-11811 

The synthesis of symmetrical 
trichlorotrinitrobenzene /, 80-12125 

Synthetic fuels : oversight, volume XI : 
hearings before the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-sixth Congress, 
first session ...., 80-13325 

System for hospital uniform reporting 
(SHUR) : hearing before the Subcommit- 
tee on Health of the Committee on Fi- 
nance, United States Senate, Ninety-sixth 
Congress, first session, July 26, 1979, 
80-13220 

System study on the feasibility of a coal- 
fired total-energy plant (with solar op- 
tional) for Sandia Laboratories /, 80- 
12123 

A systematic method for resource rating 
with two applications to potential wilder- 
ness areas /, 80-12046 
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Talc and pyrophyllite., 80-12533 

Tariff treatment of certain articles : report 
to accompany H.R. 3122., 80-12810 

Tax administrative provisions revision act 
of 1979 : report to accompany H.R. 
5505., 80-12839 

Tax guide for U.S. citizens abroad /, 80- 
12687 

Teacher Day, United States of America : 
report to accompany S.J. Res. 135., 80- 
13038 

Technical assessment of vanadium-base 
alloys for fusion reactor applications : 
final report /, 80-11884 

Technical corrections act of 1979 : [an act 
to make technical corrections related to 
the Revenue act of 1978]., 80-13024 

Technique for estimating yield of furniture 
squares and flat stock from flitches /, 
80-11346 
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A technique for identifying treatment opportunities from western Oregon and 


A technique for identifying treatment op- 
portunities from western Oregon and 
Washington forest survey plots /, 80- 
11369 

Technology characterization, high Btu gas 
transmission /, 80-11789 

Technology sharing : a guide to assistance 
in obtaining and using research, develop- 
ment and demonstration outputs /, 80- 
12701 

Telecommunication, 80-12388 

Telephone engineering and construction 
manual., 80-11424, 80-11425 

Telephone noise measurement and mitiga- 
tion., 80-11424 

Telephone system construction contract : 
labor & materials., 80-11421 

Teletypewriter repairer /, 80-11717, 80- 
11718, 80-11719 

Television from the Senate floor /, 80- 
13335 

Temporal changes in the distribution of 
137Cs in alluvial soils at Los Alamos /, 
80-11947 

Temporary employment with the Forest 
Service., 80-11260 

Terminal configured vehicle program : 
facilities guide /, 80-12598 

Test and demonstration of a high perform- 
ance slot furnace /, 80-11883 

A test case for the potential application of 
District Energy Systems using thermal 
energy cogenerated at existing electric 
power plants /, 80-11808 

Test plan for a control valve for hot dirty 
gas service : joint report /, 80-11976 

Test plan for a control valve for slurry let- 
down service : joint report /, 80-11977 

Test plan for the environmenta! character- 
ization of the Bi-Gas pilot plant /, 80- 
11926 

Testing and evaluation of MHD materials 
and substructures., 80-11900, 80-11901 

Testing of a lithium battery for use in an 
earth penetrator /, 80-12133 

Textiles, Korea., 80-11639 

Thanks for helping me spread the word : 
Give a hoot! Don’t pollute! : Woodsy 
Owl., 80-11278 

Thermal plumes from submerged discharges 
at Zion Nuclear Power Station : addition- 
al protytype measurements of interacting 
plumes /, 80-11816 

Thermoluminescence dating apparatus “effi- 
ciency” measurement using a standard 
light source /, 80-11833 

Thin low Z coatings for plasma devices /, 
80-11798 

Thorium fuel cycle studies : fuel fabrication 
process and cost estimation /, 80-12001 

Threatened and endangered animal and 
plant species., 80-11291 

Three-dimensional thermal analysis of a 
high-level waste repository /, 80-12205 

Three Mile Island : a report to the commis- 
sioners and to the public /, 80-13100 
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Three Mile Island nuclear plant accident : 
hearing before the Subcommittee on Nat- 
ural Resources and Environment of the 
Committee on Science and Technology, 
U.S. House of Representatives, Ninety- 
sixth Congress, first session, June 2, 
1979., 80-13324 

Three Mile Island nuclear powerplant acci- 
dent : hearings before the Subcommittee 
on Nuclear Regulation of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-sixth Con- 
gress, first session ...., 80-13304 

Timber harvest scheduling study 
Rivers National Forest /, 80-11292 

Timber harvesting : hearing before the Sub- 
committee on Environment, Soil Conser- 
vation and Forestry of the Committee on 
Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-sixth Con- 
gress, first session, June 22, 1979., 80- 
13145 

Time series analysis of monthly pulpwood 
use in the northeast /, 80-11347 

Tips for forest photographers /, 80-11279 

To authorize the President of the United 
States to present on behalf of the Con- 
gress specially struck gold medals to 
Bryan Lewis Allen and to the A. Philip 
Randolph Institute : hearing before the 
Subcommittee on Consumer Affairs of 
the Committee on Banking, Finance, and 
Urban Affairs, House of Representatives, 
Ninety-sixth Congress, second session, on 
H.R. 5800 ... H.R. 5625 ... February 26, 
1980., 80-13166 

To permit the use of title IV-B ESEA 
funds for the purchase of band instru- 
ments : hearing before the Subcommittee 
on Elementary, Secondary, and Voca- 
tional Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 5569 and H.R. 5772 ... 
November 28, 1979., 80-13195 

To prohibit futures trading of potatoes on 
commodity exchanges : hearing before 
the Subcommittee on Agricultural Re- 
search and General Legislation of the 
Committee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
sixth Congress, first session, on S. 770 ... 
November 15, 1979., 80-13143 

To provide funds for the expenses of inves- 
tigations and studies to be conducted by 
the Committee on Education and Labor : 
report to accompany H. Res. 530 
{errata]., 80-12945 

To provide funds for the expenses of inves- 
tigations and studies to be conducted by 
the Committee on Standards of Official 
Conduct : report to accompany H. Res. 
531., 80-12946 

To provide funds for the expenses of inves- 
tigations and studies to be conducted by 
the Committee on Science and Technol- 
ogy : report to accompany H. Res. 535., 
80-12947 
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To provide funds for the expenses of inves- 
tigations and studies to be conducted by 
the Committee on Banking, Finance and 
Urban Affairs : report to accompany H. 
Res. 536., 80-12948 

To provide funds for the expenses of inves- 
tigations and studies to be conducted by 
the Committee on Merchant Marine and 
Fisheries : report to accompany H. Res. 
546., 80-12949 

To provide funds for the expenses of inves- 
tigations and studies to be conducted by 
the Permanent Select Committee on In- 
telligence : report to accompany H. Res. 
569., 80-12950 

Today’s topic is fire., 80-11263 

Tonnage measurement simplification act : 
report to accompany H.R. 1197., 80- 
12824 

A toroidal fusion reactor design based on 
the reversed-field pinch /, 80-11952 

Town of Dumfries, Virginia, Prince Wil- 
liam County., 80-12303 

Town of Duvall, Washington, 
County., 80-12307 

Town of Frisco, 
County., 80-12262 

Town of Gibsonville, North Carolina, Ala- 
mance and Guilford Counties., 80-12286 

Town of Hillsborough, North Carolina, 
Orange County., 80-12285 

Town of Irmo, South Carolina, Lexington 
and Richland Cos., 80-12295 

Town of Lakeville, Massachusetts, Plym- 
outh County., 80-12275 

Town of New Underwood, south Dakota, 
Pennington County., 80-12299 

Town of Porter, Indiana, Porter County., 
80-12273 

Town of Rockingham, village of Bellows 
Falls, Vermont, Windham County., 80- 
12310 

Town of Rocky Mount, Virginia, Franklin 
County., 80-12304 

Town of Sand Lake, New York, Rensselaer 
County., 80-12282 

Town of Trent, South Dakota, Moody 
County., 80-12297 

Township of Braintrim, Pennsylvania, Wy- 
oming County., 80-12294 

Township of Casco, Michigan, Allegan 
County., 80-12276 

Township of Eaton, Pennsylvania, Wyo- 
ming County., 80-12292 

Township of Franklin, New Jersey (Somer- 
set County), 80-12281 

Township of Woodbury, 
Blair County., 80-12293 

Toxic fish and mollusks /, 80-11769, 
11770 

Toy boxes and toy chests., 80-13092 

TRAC-P1 : an advanced best estimate com- 
puter program for PWR LOCA analysis 
/, 80-13099 

Trade between Indians and Federal em- 
ployees : hearing before the Select Com- 


King 


Colorado, Summit 


Pennsylvania, 
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mittee on Indian Affairs, United States 
Senate, Ninety-sixth Congress, second 
session, on H.R. 3979 ... January 21, 1980, 
Washington, D.C., 80-13262 

Traffic advisory practices at nontower air- 
ports., 80-12753 

Transfer of commissioned officers between 
Armed Forces and National Oceanic and 
Atmospheric Administration., 80-12838 

Transgression of the retort phosphatic shale 
member of the Phosphoria formation 
(Permian) in Idaho, Montana, Utah, and 
Wyoming., 80-12520 

Transit network analysis 
12772 

Transitional rules for tax exempt mortgage 
bonds : report to accompany S. Res. 188., 
80-12914 

Transportation [errata 
12389 

Transportation resource allocation model : 
TRANSG /, 80-12734 

Transportation vibration effects on unitized 
corrugated containers /, 80-11331 

Traveltime, unit-concentration, longitudinal- 
dispersion, and reaeration characteristics 
of upstream reaches of the Yampa and 
Little Snake Rivers, Colorado and Wyo- 
ming /, 80-12521 

Treatment of initial and boundary condi- 
tions in the application of air quality 
models /, 80-12215 

Treatment of men and women under the 
social security program : hearings before 
the Subcommittee on Social Security of 
the Committee on Ways and Means, 
House of Representatives, Ninety-sixth 
Congress, first session ... November 1 and 
2, 1979., 80-13357 

The treatment of primary breast cancer : 
management of local disease., 80-12409 

Treatment of women under social security : 
hearings before the Task Force on Social 
Security and Women of the Subcommit- 
tee on Retirement Income and Employ- 
ment and the Select Committee on 
Aging, House of Representatives, Ninety- 
sixth Congress, first session ...., 80-13133 

Trends in BHM program statistics. Grants, 
awards, loans., 80-12453 

Trends in BHM program statistics. Grants, 
awards, loans, 80-12453 

Tricholoroethylene., 80-12240 

TRIFEM 1 : a two-dimensional finite ele- 
ment mesh generator and preprocessor 
for fluid flow problems in straight chan- 
nels /, 80-12006 

Trio for youth., 80-12578 

Tris(2,3-dibromopropy]) 
12250 

Tritium storage development., 
80-11850 

True in situ processing of oil shale : an 
evalution of current bed preparation tech- 
nology /, 80-12150 

Twenty-fifth meeting of the North Atlantic 
Assembly held at Ottawa, Canada, Octo- 


: INET /, 80- 


supplement], 80- 


phosphate., 80- 


80-11845, 





ber 22 to October 27, 1979 : report of the 
U.S. Delegation., 80-13235 

The two Employer of the Year awards., 
80-12639 


U 


The U.S. and the nonaligned movement /, 
80-12655 

U.S. Arms Control and Disarmament 
Agency annual report., 80-13222 

U.S. Army terminal instrument procedures 
service., 80-12749 

U.S. Capitol Historical Society wall calen- 
dars for use by the Senate : report to 
accompany S. Res. 208., 80-12919 

U.S. Customs Service trademark informa- 
tion for travelers., 80-12682 

U.S. Department of Transportation annual 
report., 80-12697 

U.S. fats and oils statistics, 1963-78., 80- 
11232 

The U.S. food and tobacco manufacturing 
industries : market structure, structural 
change, and economic performance /, 
80-11249 

U.S. Foreign Claims Settlement Commis- 
sion, transfer to Justice Department : [an 
act to provide for the transfer of the For- 
eign Claims Settlement Commission of 
the United States to the United States 
Department of Justice as a separate 
agency in that Department ...]., 80- 
13013 

U.S. imports. Consumption and general, 
SIC-based products by world areas., 80- 
11499 

U.S. imports for consumption & general im- 
ports; SIC-based product classification by 
area, 80-11499 

U.S. imports for consumption &general im- 
ports; SIC-based product classification by 
area., 80-11499 

U.S. imports SIC-based products, 80- 
11499 

U.S. Metric Board annual 
13098 

U.S. naval history sources in the United 
States /, 80-11745 

U.S. policies and initiatives for the U.N. 
Conference on Science and Technology 
for Development : joint hearing before 
the Subcommittee on Science, Technol- 
ogy, and Space of the Committee on 
Commerce, Science, and Transportation, 
United States Senate and the Subcommit- 
tee on Science, Research, and Technol- 
ogy of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-sixth Congress, first session 
.- July 17, 1979., 80-13178 

U.S. policy and the conflict in the western 
Sahara : hearings before the Subcommit- 
tees on Africa and on International Orga- 
nizations of the Committee on Foreign 
Affairs, House of Representatives, 


report., 80- 
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U.S. policy and U.S.-Soviet relations, 1979 : hearing before the Subcommittee on 


Ninety-sixth Congress, first session, July 
23 and 24, 1979., 80-13231 

The UMTA rail modernization program : 
evaluation of the impacts of section 3, 
capital grants for rail rehabilitation and 
modernization, 1965-1977 /, 80-12773 

Undergraduate helicopter pilot training; 
consolidation could yield significant sav- 
ings: report /, 80-12321 

Understanding diabetes mellitus 
12779 

Understanding fact finding and arbitration 
in the public sector /, 80-12559 

Unemployment compensation program., 
80-13221 

Unemployment compensation to employees 
of the National Oceanic and Atmospheric 
Administration : report to accompany S. 
1454 /, 80-12838 

Uniformed services health professionals spe- 
cial pay act : report to accompany H.R. 
5235., 80-12836 

Unitary and room air-conditioners /, 80- 
12254 

Unitary water-to-air heat pumps /, 80- 
11782 

United Service Organizations, Inc. : report 
to accompany H.R. 600., 80-12832 

United States Air Force manuals., 80- 
12353 

United States America Treasury notes of 
May 15, 1983, Series G-1983., 80-12675 

United States insular areas appropriation au- 
thorization : [an act to authorize appro- 
priations for certain insular areas of the 
United States, and for other purposes]., 
80-13010 

United States intelligence activities., 80- 
12362 

United States National Alcohol Fuels Com- 
mission., 80-13081 

United States of America Treasury bonds 
of 1994., 80-12673 

United States of America Treasury bonds 
of 2004-2009., 80-12677 

United States of America Treasury notes of 
December 31, 1981, series AB-1981., 80- 
12680 

United States of America Treasury notes of 
May 15, 1985, series C-1985., 80-12679 

United States of America Treasury notes of 
November 15, 1989, series B-1989., 80- 
12676 

United States of America Treasury notes of 
November 30, 1981, series Z-1981., 80- 
12678 

United States of America Treasury notes of 
October 31, 1981, series Y-1981., 80- 
12674 

United States policy and United States- 
Soviet relations, 1979 : hearing before the 
Subcommittee on Europe and the Middle 
East of the Committee on Foreign Af- 
fairs, House of Representatives, Ninety- 
sixth Congress, first session, October 16, 
1979., 80-13230 


/, 80- 
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U.S. postage stamps. 


United States postage stamps., 80-12332 

United States postage stamps : an illustrated 
description of all United States postage 
and special service stamps /, 80-12621 

United States reports., 80-12557 

University of Malawi publications : a guide 
/, 80-12587 

Unstable universal drift eigenmodes in tor- 
oidal plasmas /, 80-12094 

Updated decay and photon libraries for the 
ORIGEN code /, 80-12003 

Urban transportation system., 80-12699 

Urban Waste Wood Utilization : proceed- 
ings of a conference on alternatives to 
urban waste wood disposal : March 26- 
28, 1979, Charleston, South Carolina., 
80-11375 

US Army equipment index of modification 
work orders., 80-11723 

US-PRC exchanges, 80-12659 

USCGC Cuyahoga, M/V Santa Cruz II 
(Argentine); collision in Chespeake Bay 
on 20 October 1978 with loss of life., 
80-12764 

Use of a pheromone to cause copulation 
between two species of cerambycids /, 
80-11348 

Use of chemical agents in Southeast Asia 
since the Vietnam war : hearing before 
the Subcommittee on Asian and Pacific 
Affairs of the Committee on Foreign Af- 
fairs, House of Representatives, Ninety- 
sixth Congress, first session, December 
12, 1979., 80-13225 

Use of multi-metallic bifunctional catalysts 
for the conversion of coal derived syn- 
thesis gas to methanol., 80-11869 

User and system considerations for the 
TCSTEK software library /, 80-12066 

User/programmer guide for UCMDS59 store 
drawing file index information /, 80- 
12140 

A user’s guide for the Juliet module of the 
FORSS sensitivity and uncertainty analy- 
sis code system /, 80-12032 

Users guide for the TUNVEN and DUCT 
programs /, 80-12724 

A user’s guide to program MAD : a com- 
puter program for the organization and 
manipulation of magnetic tape directories 
/, 80-12033 

User’s manual : coal-mine refuse in highway 
embankments :, 80-12731 

Users’ manual for SAP4 : a modified and 
extended version of the U.C. Berkeley 
SAPIV code /, 80-12219 

A user’s manual to ABNOX, a computer 
program designed to simulate the nitro- 
gen removal efficiency of a multistage 
bubble-cap tower /, 80-12071 

The USSR and East Central and Southeast- 
ern Europe : periodicals in Western lan- 
guages /, 80-12596 

Usury lending limits : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
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Ninety-sixth Congress, first session, on S. 
1988 ... December 17, 1979., 80-13169 

Utility load management and solar energy : 
study background and outline /, 80- 
11832 

Utilization of short-stay hospitals : annual 
summary for the United States, 1978 /, 
80- 12449 

Utilizing urban tree debris : an analysis of 
alternatives for Chicago, Illinois /, 80- 
11293 


Vv 


V/STOLAND avionics system flight-test 
data on a UH-1H helicopter /, 80-12597 

VA debt collection : hearing before the 
Committee on Veterans’ Affairs, United 
States Senate, Ninety-sixth Congress, first 
session, on S. 1518, Thursday, August 2, 
1979., 80-13349 

Validating the effectiveness of certain plans 
for the use or distribution of funds appro- 
priated to pay judgements awarded to 
Indian tribes or groups : report to accom- 
pany H.J. Res 383., 80-12819 

Validation, verification, and testing for the 
individual programmer /, 80-11562 

Variable explosive chamber test results /, 
80-12162 

Variable levies : barriers to grain imports in 
France, the Netherlands, Federal Repub- 
lic of Germany, and United Kingdom /, 
80-11438 

The variable order Runge-Kutta code 
RKSW and its performance /, 80-12130 

Vegetation for tidal shoreline stabilization 
in the mid-Atlantic States /, 80-11398 

A vegetative key to some common Arizona 
range grasses /, 80-11373 

Venezuela, 80-12656 

Vertical dispersion correction /, 80-11865 

Vessel documentation act : report to ac- 
company H.R. 1196., 80-12823 

Veterans’ Administration report on impact 
of special pay on recruitment and reten- 
tion of physicians and dentists : pursuant 
to Public Law 94-123., 80-13345 

Veterans’ benefits under current educational 
programs., 80-13350 

Veterans mortgage life insurance : informa- 
tion and premium rates, VMLI., 80- 
12782 

Veterinary biologics help fight animal dis- 
eases., 80-11236 

Veterinary Services., 80-11427 

Veto—S. 2096 : message from the President 
of the United States ...., 80-13025 

Vignettes of military history /, 80-11743 

Village of Alorton, Illinois, St. Clair 
County., 80-12269 

Village of Cambridge, Wisconsin, Dane and 
Jefferson Counties., 80-12308 

Village of Dixmoor, Illinois, Cook County., 
80-12266 
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Village of Fairport Harbor, Ohio, Lake 
County., 80-12287 

Village of Fox River Grove, 
McHenry County., 80-12268 

Village of Grayslake, Illinois, 
County., 80-12267 

Village of New Lenox, 
County., 80-12272 

Village of North Pekin, Illinois, Tazewell 
County., 80-12270 

Village of Ottawa Hills, Lucas County., 
80-12290 

Village of Wellington, 
County., 80-12289 

Vinylidene chloride., 80-12251 

Virginia pine : Pinus virginiana., 80-11323 

Viscosity and density of 2- 
methyltetrahydrofuran as a function of 
temperture /, 80-12135 

Visual aids for inspection of metal contain- 
ers., 80-11431 

Visual aids for inspection of rigid and se- 
mirigid containers., 80-11432 

Visual arts, 80-12590 

Vitamin-E, an ENDF/B-V_ multigroup 
cross section library for LMFBR core 
and shield, LWR shield, dosimetry and 
fusion blanket technology /, 80-12082 

Voting assistance guide, 1980 /, 80-11660 
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Waiving certain points of order against the 
conference report on H.R. 3919 : report 
to accompany H. Res. 605., 80-12981 

Waiving certain points of order against the 
conference report on H.R. 4986 : report 
to accompany H. Res. 620., 80-12987 

Waiving certain points of order against the 
conference report on S. 643 : report to 
accompany H. Res. 586., 80-12955 

War risk insurance extension : report to ac- 
company H.R. 5784., 80-12943 

Warheads, rockets, launchers, and compo- 
nents., 80-11695 

Warsaw uprising anniversary : [joint resolu- 
tion recognizing the anniversaries of the 
Warsaw uprising and the Polish resis- 
tance to the invasion of Poland during 
World War II]., 80-12861 

Waste management procedures for fusion- 
based central power stations /, 80-11835 

Water resources data for Wyoming., 80- 
12523 

Water resources development, Arkansas, 
80-11736 

Water resources development by the U.S. 
Army Corps of Engineers in Arkansas., 
80-11736 

Water resources regional reports: Alaska 
region., 80-13108 

Water resources regional reports: Arkansas- 
White-Red region., 80-13109 

Water resources regional reports: California 
region., 80-13111 
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Water resources regional reports: Caribbean 
region., 80-13110 

Water resources regional reports: Great 
Basin region., 80-13112 

Water resources regional reports: Great 
Lakes region., 80-13113 

Water resources regional reports: Hawaii 
region., 80-13114 

Water resources regional reports: Lower 
Colorado region., 80-13115 

Water resources regional reports: Mid-At- 
lantic region., 80-13117 

Water resources regional reports: Missouri 
region., 80-13118 

Water resources regional reports: New 
England region., 80-13119 

Water resources regional reports: Ohio 
region., 80-13120 

Water resources regional reports: Pacific 
Northwest region., 80-13121 

Water resources regional reports: Souris- 
Red-Rainy region., 80-13122 

Water resources regional reports: South At- 
lantic-Gulf region., 80-13123 

Water resources regional reports: Tennessee 
region., 80-13124 

Water resources regional reports: Texas- 
Gulf region., 80-13125 

Water resources regional reports: Upper 
Colorado region., 80-13116, 80-13126 

Water resources regional reports: Upper 
Mississippi region., 80-13127 

Water resources research program., 
11815, 80-11817 

Weapons support radar repairer /, 80- 
11702 

Welcome aboard! : NOAA ship Oceanogra- 
pher., 80-11581 

Welfare jobs legislation : hearing before the 
Subcommittee on Employment Opportu- 
nities of the Committee on Education and 
Labor, House of Representatives, Ninety- 
sixth Congress, first session, on H.R. 4425 
.. H.R. 4426 ... October 25, 1979., 80- 
13199 

We're all in this together 
tional forests of the 
Region., 80-11294 

Western pine-shoot borer : a threat to inten- 
sive management of ponderosa pine in the 
Rocky Mountain area and southwest /, 
80-11371 

Western spruce budworm : Federal lands in 
Colorado /, 80-11380 

Wetland types in Missouri /, 80-11399 

What Head Start means to families /, 80- 
12473 

What you can do abut bovine mastitis /, 
80-11228 

What’s to eat? and other questions kids ask 
about food, 80-11229 

Wheel rail dynamics facility description., 
80-12739 

Where to write for birth and death records, 
80-12440 
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Where to write for birth and death records; 
United States and outlying areas., 80- 
12440 

Where to write for birth and death records 
of U.S. citizens who were born or died 
outside of the United States and birth 
certifications for alien children adopted 
by U.S. citizens., 80-12439 

Where to write for divorce records, 
12441 

Where to write for divorce records; United 
States and outlying areas., 80-12441 

Where to write for marriage records, 
12444 

Where to write for marriage records, 
United States and outlying areas., 80- 
12444 

White ash : Fraxinus americana., 80-11325 

White collar crime in the oil industry : joint 
hearings before the Subcommittee on 
Energy and Power of the Committee on 
Interstate and Foriegn Commerce and the 
Subcommittee on Crime of the Commit- 
tee on the Judiciary, House of Repre- 
sentatives, Ninety-Sixth Congress, first 
session...May 30, and June 4, 1979., 80- 
13274 

White pine : Pinus strobus., 80-11324 

White-tailed deer (Odocoileus virginianus) 
on the Department of Energy’s Oak 
Ridge Reservation : supplement 1, 1978 
status report /, 80-12052 

Wholesale trade in Alabama rose 88.2 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11534 

Wholesale trade in Alaska rose 158.7 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11535 

Wholesale trade in Arkansas rose 96.9 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11536 

Wholesale trade in California rose 87.6 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11537 

Wholesale trade in Colorado rose 94.5 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11538 
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Bureau says., 80-11539 
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says., 80-11540 

Wholesale trade in Illinois rose 84.0 percent 
between 1972 and 1977, Census Bureau 
says., 80-11541 

Wholesale trade in Iowa rose 101.4 percent 
between 1972 and 1977, Census Bureau 
says., 80-11542 

Wholesale trade in Kansas rose 112.6 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11543 

Wholesale trade in Louisiana rose 99.6 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11544 
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Wholesale trade in Minnesota rose 93.3 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11545 

Wholesale trade in Mississippi rose 77.1 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11546 

Wholesale trade in Missouri rose 69.7 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11547 

Wholesale trade in Nebraska rose 66.6 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11548 

Wholesale trade in Nevada rose 90.6 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11549 
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percent between 1972 and 1977, Census 
Bureau says., 80-11550 

Wholesale trade in Oklahoma rose 97.1 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11551 

Wholesale trade in Oregon rose 94.7 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11552 

Wholesale trade in Tennessee rose 97.3 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11554 
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says., 80-11555 
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cent between 1972 and 1977, Census 
Bureau says., 80-11557 
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Bureau says., 80-11553 

Wholesale trade is Washington rose 98.4 
percent between 1972 and 1977, Census 
Bureau says., 80-11556 

Wild mushrooms : enjoy them in your na- 
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the Rocky Mountain Region /, 80-11274 

Wildcat Hollow Backpacking Trail : Wayne 
National Forest, Ohio., 80-11304 

Wildlife and fisheries, 80-12390 

Wildlife habitat management for the nation- 
al forests in West Virginia., 80-11296 

Wildlife management., 80-12344 

Wind power and electric utilities : a review 
of the problems and prospects /, 80- 
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Wind-tunnel/flight correlation study of 
aerodynamic characteristics of a large 
flexible supersonic cruise airplane (XB- 
70-1) /, 80-12602 
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80-11295 
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80-12181 
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choice /, 80-12574 
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Narcotics Abuse and Control, House of 
Representatives, Ninety-sixth Congress, 
first session, September 13, 1979., 80- 
13297 

Women’s studies evaluation handbook /, 
80-12402 

Woodsy Owl costume guide., 80-11314 

A working hypothesis to explain mortalities 
of striped bass, morone saxatilis, in 
Cherokee Reservoir /, 80-12021 

World trade outlook for Africa, 80-11649 

World trade outlook for Latin America, 
80-11648 

World trade outlook for Near East and 
North Africa, 80-11645 

World trade outlook for the Far East and 
South Asia, 80-11647 

World trade outlook for Western Europe 
and Canada, 80-11646 

Worth repeating : special rules for bringing 
pet birds into the United States. 80- 
11428 

Written comments on certain aspects of 
H.R. 5043, Bankruptcy tax act of 1979 /, 
80-13354 
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Yaquina Head Outstanding Natural Area : 
hearing before the Subcommittee on 
Parks, Recreation, and Renewable Re- 
sources of the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-sixth Congress, first session, on S. 
1567 ... November 15, 1979., 80-13212 

Yearbook of agriculture., 80-11229 

Your guide to Job Corps., 80-12579 
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Zien Mechanical Contractors no. 1., 80- 
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IVFOR : a user-oriented program charac- 
terizing the current-voltage properties of 
a two terminal device /, 80-12174 

The 6-class dwarf mistletoe rating system /, 
80-11372 

31 Code of Federal regulations, subtitle B, 
Part 51, Federal assistance to State and 
local governments., 80-12681 

1977 census of construction industries : in- 
dustry series, bridge, tunnel, and elevated 
highway construction contractors, SIC 
code 1622., 80-11513 

1977 census of manufactures : industry 
series, engines and turbines and farm ma- 
chinery and equipment : 3511, turbines 
and turbines generator sets : 3519, inter- 
nal combustion engines, N.E.C. : 3523, 
farm machinery and equipment : 3524, 
lawn and garden equipment., 80-11453 
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80-11520, 80-11521, 80-11522, 80- 
11523, 80-11524, 80-11525, 80-11526, 
80-11527, 80-11528, 80-11529 
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1977 census of service industries : geo- 
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11559 

1977 census of wholesale trade : geographic 
area series, Maine., 80-11530 

1977 census of wholesale trade : geographic 
area series, Massachusetts., 80-11531 

1977 census of wholesale trade : geographic 
area series, New Hampshire., 80-11532 

1977 census of wholesale trade : geographic 
area series, Vermont., 80-11533 

1978 census of agriculture, preliminary 
report, Allegany County, Md., 80-11457 

1978 census of agriculture, preliminary 
report, Anne Arundel County, Md., 80- 
11458 

1978 census of agriculture, 
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11459 
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report, Calvert County, Md., 80-11460 
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report, Cecil County, Md., 80-11463 
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report, Delaware., 80-11454 

1978 census of agriculture, 
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11465 
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report, Garrett County, Md., 80-11466 
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report, Harford County, Md., 80-11467 
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report, Howard County, Md., 80-11468 
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report, Kent County, Del., 80-11455 
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report, Kent County, Md., 80-11469 
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report, Montgomery County, Md., 80- 
11470 
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report, New Castle County, Del., 80- 
11456 
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80-11471 

1978 census of agriculture, preliminary 
report, Queen Annes County, Md., 80- 
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1978 census of agriculture, preliminary 
report, Somerset County, Md., 80-11473 

1978 census of agriculture, preliminary 
report, Talbot County, Md., 80-11474 

1978 census of agriculture, preliminary 
report, Wicomico County, Md., 80- 
11475 

1978 census of agriculture, 
report, Worcester County, 
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1979 legislative review : 96th Congress, first 
session., 80-13082 

1979 Mental Health Employer of the Year 
Award competition /, 80-12636 

The 1979 midyear review of the economy : 
hearings before the Joint Economic Com- 
mittee, Congress of the United States, 
Ninety-sixth Congress, first session 
80-13187 

1979 World Administrative Radio Confer- 
ence—oversight : hearing before the Sub- 
committee on Communications of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-sixth Congress, first session 
April 4, 1979., 80-13268 

1980 census of population and housing : 
tentative publication and computer tape 
program., 80-11512 

1980 Department of Energy Authorization : 
hearing before the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ...., 80-13317 

1980 DOE authorization, 
budget., 80-13317 

1981 DOE authorization : program review : 
hearings before the Subcommittee on 
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Technology, U.S. House of Representa- 
tives, Ninety-sixth Congress, first session, 
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On coaxial wire measurements of the lon- 
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A computerized management report for 
monitoring spending : a user’s manual / 
, 80-11994 


Accounting machines — Statistics — 
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“Hurry-up” spending : hearing before the 


Subcommittee on Oversight of Gov- 
ernment Management of the Commit- 
tee on Governmental Affairs, United 
States Senate, Ninety-sixth Congress, 
first session ...., 80-13258 


Oversight of agency compliance with Ex- 


ecutive Order 12044 “Improving gov- 
ernment Regulations” : hearing before 
the Subcommittee on Oversight of 
Government Management of the Com- 
mittee on Governmental Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, October 10, 1979., 


S. 1945 .. December 6, 1979., 80- 
13251 


Recommendations on establishment of 
procedures for congressional review of 
agency rules /, 80-13308 


Regulatory reform and congressional 
review of agency rules : hearings 
before the Subcommittee on Rules of 
the House of the Committee on Rules, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 1776, 
“the Administrative rule making 


Computers and office and accounting ma- 80-13254 reform act,” and related measures ...., 
chines., 80-11487 P ; 80-13310 

Recommendations on establishment of 2 . : 

Acids — Analysis. procedures for congressional review of —— use of standards : ~~, 
Acid in perchloroethylene scrubber solu- agency rules /, 80-13308 tions for standards writer /, 11 


tions used in HTGR fuel preparation Regulatory reform and congressional Study on Federal regulation : prepared 
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brication., 80-12049 House of Representatives, Ninety-sixth 80-12888 
Congress, first session, on H.R. 1776, 
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‘ —— Safety effectiveness evaluation of the Na- 
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on and Human Development o tional . ” 
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Adenohypophysis. . 
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Aerodynamics. 
Aerodynamic performance of the 17- 
metre-diameter Darrieus wind turbine / 
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Aerodynamics — Tables, etc. 
Handbook of inviscid sphere-cone flow 
fields and pressure distributions /, 80- 
11744 


Aerodynamics, Supersonic. 
Wind-tunnel/flight correlation study of 
aerodynamic characteristics of a large 
flexible supersonic cruise airplane (XB- 
70-1) /, 80-12602 


Aeronautical instruments. 
U.S. Army terminal instrument proce- 
dures service., 80-12749 


Aeronautical research — United States. 

Fiscal years 1981-1985 FAA R. & D. au- 
thorization : hearings before the Sub- 
committee on Transportation, Aviation, 
and Communications of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sixth 
Congress, first session, September 25, 
27, 1979., 80-13321 


Aeronautics — Communication systems. 
National airspace system configuration 
management document : guidelines for 
the development of level II interface 
control documents for remote mainte- 
nance monitoring system (RMMS)., 
$0-12747 


Aeronautics — Examinations, questions, etc. 
Flight instructor airplane written test 
guide., 80-12752 


Aeronautics — Law and legislation — 
United States. 


Aircraft registration, 80-12743 
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Federal aviation regulations., 80-12743, 
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Airworthiness standards, transport cate- 
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Federal aviation regulations., 
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80-12741, 
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United States. 
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Federal aviation regulations., 80-12744 
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Aeronautics — Massachusetts — Hyannis — 
Accidents. 
Air New England, Inc. deHavilland 
DHC-6-300, N383 EX, Hyannis, Mas- 
sachusetts, June 17, 1979., 80-12703 


Aircraft accident report : Air New Eng- 
land, Inc. deHavilland DHC-6-300, 
N383 EX, Hyannis, Massachusetts, 
June 17, 1979., 80-12703 


Aeronautics — United States — 
Examinations, questions, etc. 
Private pilot airplane written test guide 
{errata]., 80-12751 


Aeronautics — United States — Safety 
measures, 

FAA aviation safety reporting system : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sixth 
Congress, first session, April 3, 1979., 
80-13239 


Aeronautics — United States — Safety 
regulations. 
Status of Federal Aviation regulations., 
80-12750 


Aeronautics, Commercial — Freight. 
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ty /, 80-12760 


Aeronautics, Commercial — Law and 
legislation — United States. 

International air transportation competi- 
tion act of 1979 : hearings before the 
Subcommittee on Aviation of the Com- 
mittee on Public Works and Transpor- 
tation, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 5481 ... October 24 and 25, 1979., 
80-13307 
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Examination of twelve years of train-air 
data in the Boston to New York pas- 
senger market., 80-12736 


New York to Washington passenger 
market: twelve years of train-air data., 
80-12738 


Staff paper : examination of twelve years 
of train-air data in the Boston to New 
York passenger market /, 80-12736 
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Overseas business reports., 80-11649 


World trade outlook for Africa, 
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Overseas business reports., 80-11645 


World trade outlook for Near East and 
North Africa, 80-11645 
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U.S. policy and the conflict in the west- 
ern Sahara : hearings before the Sub- 
committees on Africa and on Interna- 
tional Organizations of the Committee 
on Foreign Affairs, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, July 23 and 24, 1979., 80- 
13231 


Afro-American aged — United States — 

Economic conditions. 

Problems facing the black elderly : hear- 
ing before the Select Committee on 
Aging, House of Representatives, 
Ninety-sixth Congress, first session, 
May 9, 1979., 80-13129 


Afro-American aged — United States — 

Social conditions. 

Problems facing the black elderly : hear- 
ing before the Select Committee on 
Aging, House of Representatives, 
Ninety-sixth Congress, first session, 
May 9, 1979., 80-13129 


Aged — Home care — United States. 

Home health care for the elderly : hear- 
ing before the Subcommittee on Health 
and Long-Term Care of the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, August 14, 1979, Canton, 
Ohio., 80-13131 


Aged — Medical care — United States. 
Rural elderly access to emergency medi- 
cal services : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, May 7, 1979, Oklahoma City, 
Okla., 80-13132 
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Equity in urban transportation /, 80- 
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Aged — United States. 

Older American Volunteer programs, 
1979 : hearing before the Subcommittee 
on Child and Human Development of 
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Finance, 
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Review of the multilateral trade negotia- 
tions : hearing before the Committee 
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Treatment of initial and boundary condi- 
tions in the application of air quality 
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bench-scale experimentation /, 80- 
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80-12744 
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Air quality and point source emissions 
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Simulation of large-scale air detritiation 
operations by computer modeling and 
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Civilian air traffic controllers of the De- 
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/, 80-12179 
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Aircraft collision avoidance : 
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report /, 


Airplanes — Design and construction. 
Design analysis of wide-body aircraft : 
report /, 80-13316 


Airplanes — Landing. 
Terminal configured vehicle program : 
test facilities guide /, 80-12598 
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Standards — United States. 
Federal aviation regulations., 
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United States. 
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Federal aviation regulations., 80-12743 
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Airports — Law and legislation — United 
States. 
Airport and airway system development 
act of 1979 : report to accompany S. 
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Reathorization of the airport and airway 
development program (ADAP) : hear- 
ings before the Subcommittee on Avi- 
ation of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 3745 ...., 80- 
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identification lights (REIL) /, 80- 
12761 


Airports — United States — Finance. 

Reathorization of the airport and airway 
development program (ADAP) : hear- 
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ation of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 3745 ...., 80- 
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Climatological data, 
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annual summary., 
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Climatological data, annual summary., 
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on Finance, United States Senate, 
Ninety-sixth Congress, first session, on 
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Labeling of alcoholic beverages : hearing 
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Animals — Law and legislation — United 
States — Periodicals. 
Animals and animal products, 


Code of Federal regulations., 


80-12381 
80-12381 


Animals — Transportation. 
Licensing and registration under the 
Animal welfare act : dealers, exhibitors, 
transporters, researchers., 80-11238 
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tural Research and General Legislation 
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trition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 1408 ... and S. 1650 ... 
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tional defense programs hearing 
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the Subcommittee on Asian and Pacific 
Affairs of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session, 
December 12, 1979., 80-13225 


A business guide to the Association of 
Southeast Asian Nations., 80-11636 


Asian Americans — New York (State) 
Asian Americans; an agenda for action : a 
conference summary /, 80-11652 


Assistance in emergencies — United States 
— Periodicals. 
Code of Federal regulations., 80-12387 


Emergency management and assistance, 
80-12387 


Association of South East Asian Nations — 
Handbooks, manuals, etc. 
A business guide to the Association of 
Southeast Asian Nations., 80-11636 


Astronautics — International cooperation. 

International space activities, 1979 : hear- 
ings before the Subcommittee on Space 
Science and Applications of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
sixth Congress, first session, September 
5 and 6, 1979., 80-13323 


Astronautics — United States. 

Space shuttle, 1980 : status report for the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-sixth Congress, second session., 
80-13314 


Astronautics — United States — 
Bibliography. 
Space, rockets and satellites, 80-12365 


Astronauts — Legal status, laws, etc. — 

United States. 

Policy with repect to items carried on 
space flight missions : report of the 
Senate Committee on Commerce, Sci- 
ence, and Transportation on S. J. Res. 
141., 80-13033 


Astronomy — Bibliography. 
Astronomy and astrophysics., 


Astrophysics — Bibliography. 
Astronomy and astrophysics., 


Atmospheric carbon dioxide — 
Environmental aspects. 
Environmental control technology for at- 
mospheric carbon dioxide., 80-11853 


80-12343 


80-12343 
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Atomic beams. 


Atomic beams. 
D-D neutron measurements on a 40-kV, 
60-A neutral beam test facility /, 80- 
12076 


Atomic energy industries — Safety measures. 
General-purpose heat source develop- 
ment., 80-11950 


General-purpose heat source project, 
space nuclear safety program, and ra- 
dioisotopic terrestrial safety program., 
80-11942, 80-11943, 80-11955, 80- 
11958, 80-11961, 80-11963, 80- 
11967 


Atomic power-plants. 
Preliminary safety and environmental in- 
formation document /, 80-12229 


Atomic power-plants — Accidents. 
Nuclear accident dosimetry : calculations 
and comparison with experimental data 
/, 80-12009 


Atomic power-plants — Costs. 

Guidelines for estimating nonfuel oper- 
ation and maintenance costs for alter- 
native nuclear power plants /, 80- 
12060 


Atomic power-plants — Environmental 
aspects. 
Offshore heat dissipation for nuclear 
energy centers /, 80-12012 


Simulation of large-scale air detritiation 
operations by compute - modeling and 
bench-scale experimentation /, 80- 
11803 


Atomic power-plants — Pennsylvania — 
Accidents. 
Public health and safety summary., 
12632 


Reports of the Public Health and Safety 
Task Force on public health and safety 
summary, health physics and dosi- 
metry, radiation health effects, behav- 
ioral effects, public health and epide- 
miology /, 80-12632 


Staff reports to the President’s Commis- 
sion on the Accident at Three Mile 
Island., 80-12632 


Three Mile Island : a report to the com- 
missioners and to: the public /, 80- 
13100 


Three Mile Island nuclear powerplant ac- 
cident : hearings before the Subcom- 
mittee on Nuclear Regulation of the 
Committee on Environment and Public 
Works, United States Senate, Ninety- 
sixth Congress, first session ...., 80- 
13304 


80- 


Atomic power-plants — United States — 
Statistics — Periodicals. 
Licensed fuel facility status report., 
13101 


80- 
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Auditory perception. 
Communication performance evaluation 
with deaf students : a review /, 80- 
12393 


Automatic control. 
An intelligent CAMAC I/0 module based 
on the Signetics 8X300 microcontroller 
/, 80-12067 


Automatic control — Sensitivity. 
A user’s guide for the Juliet module of 
the FORSS sensitivity and uncertainty 
analysis code system /, 80-12032 


Automatic meteorological stations — United 
States. 
Automating cloud and visibility observa- 
tions., 80-12755 


Aviation Automated Weather Observa- 
tion System (AV-AWOS) /, 80-12755 


Automatic pilot (Airplanes) 
Flight tests of the total automatic flight 
control system (TAFCOS) concept on 
a DHC-6 Twin Otter aircraft /, 80- 
12601 


Automatic tracking. 
A study of terrestrial radio determination 
: applications and technology /, 80- 
12702 


Automobile driver’s licenses — United 

States. 

Safety effectiveness evaluation of detec- 
tion and control of unsafe interstate 
commerical drivers through the Na- 
tional Driver Register, state driver li- 
censing policies, the Federal Motor 
Carrier Safety Regulations., 80-12715 


Automobile engineering research — United 
States. 
Automotive research act of 1979., 
13331 


H.R. 4678 : the Automotive research act 
of 1979 : hearings before the Subcom- 
mittee on Transportation, Aviation, 
and Communications of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sixth 
Congress, first session ..... 80-13331 


Automobiles — Anti-theft devices. 
A manual of anti-theft guidelines for state 
motor vehicle titling programs., 80- 
12777 


80- 


Automobiles — Fuel consumption. 

Policy conflict — energy, environmental, 
and materials; automotive fuel-econo- 
my standards’ implications for materials 
: report to the Congress /, 80-12313 


Automobiles — Law and legislation — 
United States. 
Automotive research act of 1979., 
13331 


80- 
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H.R. 4678 : the Automotive research act 
of 1979 : hearings before the Subcom- 
mittee on Transportation, Aviation, 
and Communications of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sixth 
Congress, first session ...., 80-13331 


Automobiles — Registration. 
A manual of anti-theft guidelines for state 
motor vehicle titling programs., 80- 
12777 


Automobiles — Safety appliances. 
Safety effectiveness evaluation of the Na- 
tional Highway Traffic Administra- 
tion’s rulemaking process., 80-12714 


Automobiles — Safety measures — 


ngresses. 

Seventh International Technical Confer- 
ence on Experimental Safety Vehicles., 
80-12778 


Automobiles — Service stations — United 

States. 

Gasoline retail marketing practices : hear- 
ings before the Subcommittee on Anti- 
trust and Restraint of Trade Activities 
Affecting Small Business of the Com- 
mittee on Small Business, House of 
Representatives, Ninety-sixth Congress, 
first session ...., 80-13337 


Automobiles — Standards. 
Automobiles, sedans and station wagons 
(internal combustion engine powered)., 
80-12371 


Automobiles — Technological innovations. 
Evaluation of selected drive components 
for a flywheel powered commuter ve- 
hicle /, 80-12103 


Automobiles — United States — 
Maintenance and repair — Costs. 
Automobile repairs : avoidable costs : 

staff report /, 80-13263 


Backpacking — Ohio — Maps. 
Wildcat Hollow Backpacking Trail 
Wayne National Forest, Ohio., 80- 
11304 


Bacteria, Anaerobic. 
Report on the design and operation of a 
full-scale anaerobic dairy manure di- 
gester : final report /, 80-12189 


Banking law — United States. 

Usury lending limits : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 1988 ... December 17, 1979., 80- 
13169 


Banking law — United States — Periodicals. 
Banks and banking, 80-12384 





June 1980 


Code of Federal regulations., 80-12384 


Bankruptcy — Taxation — United States. 
Bankruptcy tax act of 1979., 80-13354 


Written comments on certain aspects of 
H.R. 5043, Bankruptcy tax act of 1979 
/, 80-13354 


Banks and banking, Cooperative — Law and 
legislation — United States. 

An act to amend the National Consumer 
Cooperative Bank act to provide for a 
small business representative on the 
Bank’s Board., 80-12879 


Barium. 
Optical diagnostics using a barium ion 
beam for spatial resolution of plasma 
parameters /, 80-12050 


Bark. 

Estimating merchantable volume and 
stem residue in four timber species : 
ponderosa pine, lodgepole pine, west- 
ern larch, Douglas-fir /, 80-11332 


Barnes, Iraline Green, 1947- 

Nomination of Iraline Green Barnes : 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-sixth Congress, second 
session, on nomination of Iraline Green 
Barnes to be an Associate Judge of the 
Superior Court of the District of Co- 
lumbia, January 16, 1980., 80-13249 


Basic (Computer program language) 
Some PDP-11 BASIC-11 extension rou- 
tines /, 80-12163 


Batteries. 
Development of a lithium alloy/iron di- 
sulfide, 60-minute primary thermal bat- 
tery /, 80-12173 


Beans — United States — Marketing. 
Future role of cooperatives in marketing 
beans, peas, and lentils /, 80-11443 


Bear River, Utah-Idaho — Water-rights. 
Bear River compact, congressional con- 
sent : [an act to consent to the amend- 
ed Bear River compact between the 
States of Utah, Idaho, and Wyoming]., 
80-13000 


Beef. 
Patterns of meat distribution 
study of St. Louis /, 


: a case 
80-11442 


Beef cattle — Economic aspects — United 
States. 
Structural characteristics of beef cattle 
raising in the United States /, 80- 
11248 


Benzene — Environmental aspects. 
Benzene., 80-12245 


Status assessment of toxic chemicals : 
benzene /, 80-12245 





Benzidine dyes — Environmental aspects. 
Benzidine., 80-12243 


Status assessment of toxic chemicals : 
benzidine /, 80-12243 


Betatron. 
The image displacement effect in linear 
induction accelerators /, 80-12204 


Bighorn National Forest, Wyo. 

Mountain pine beetle : Bighorn Front 
Range Bighorn National Forest, 
BLM, state and private land /, 80- 
11385 


Bighorn National Forest, Wyo. — Maps. 
Bighorn National Forest, Wyoming /, 
80-11300 


Bills, Legislative — United States. 
Providing for sending H.R. 111 to con- 
ference : report to accompany H. Res. 
390., 80-12812 


Providing for the consideration of H.R. 
5563 : report to accompany H. Res. 
625., 80-12989 

Providing for the consideration of H.R. 
6029 : report to accompany H. Res. 
595., 80-12964 


Providing for the consideration of H.R. 
6081 : report to accompany H. Res. 
581., 80-12951 


Providing for the consideration of H.R. 
6152 : report to accompany H. Res. 
596., 80-12965 


Providing for the consideration of H.R. 
6291 : report to accompany H. Res. 
589., 80-12959 


Providing for the consideration 
6464 : report to accompany H. 
628., 80-12990 


Providing for the consideration of H.R. 
6554 : report to accompany H. Res. 
629., 80-12991 


Providing for the consideration of H.R. 
6614 : report to accompany H. Res. 
630., 80-12992 


Providing for the consideration of H.R. 
6837 : report to accompany H. Res. 
621., 80-12988 


Providing for the consideration of House 
Joint Resolution 514 : report to accom- 
pany H. Res. 619., 80-12986 


Providing for the consideration of House 
Resolution 549 : report to accompany 
H. Res. 607., 80-12°83 


Providing for the consideration of House 
Resolution 602 : report to accompany 
H. Res. 602., 80-12980 


Providing for the consideration of S. 
2009 : report to accompany H. Res. 
631., 80-12993 


Providing for the consideration of S. 


2222 : report to accompany H. Res. 
606., 80-12982 


Res. 
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Birds U.S. Bibliography. 


Waiving certain points of order against 
the conference report on H.R. 3919 : 
report to accompany H. Res. 605., 80- 
12981 


Waiving certain points of order against 
the conference report on H.R. 4986 : 
report to accompany H. Res. 620., 80- 
12987 


Waiving certain points of order against 
the conference report on S. 643 
report to accompany H. Res. 586., 80- 
12955 


Bills of lading — United States. 
GBL’s, : how to prepare and process 
U.S. Government bills of lading., 80- 
12369 


How to prepare and process U.S. Gov- 
ernment bills of lading., 80-12369 


Biological research — United States. 
Radiographic terminology for biological 
research /, 80-11376 


Biomass energy. 
Cost analysis of aquatic biomass systems 
/, 80-11937 


Mission analysis for the Federal fuels 
from biomass program /, 80-12101 


A survey of biomass gasification., 80- 
12187 


Biomass energy — United States. 
Biomass research and development act., 
80-13327 


Biotechnology for producing fuels and 
chemicals from biomass : recommenda- 
tions for R&D /, 80-12190 


H.R. 5428, Biomass research and devel- 
opment act : hearing before the Sub- 
committee on Energy Development 
and Applications of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-sixth Con- 
gress, first session, November 15, 1979., 
80-13327 


United States National Alcohol Fuels 
Commission., 80-13081 


1979 legislative review : 96th Congress, 
first session., 80-13082 


Biometry — Congresses. 

Proceedings of the Fourth Meeting on 
Cardiovascular Epidemiology and 
Biostatistics Training Programs /, 80- 
12415 


Birds — United States. 
Special rules for bringing pet birds into 
the United States., 80-11428 
Worth repeating : special rules for bring- 
ing pet birds into the United States., 
80-11428 


Birds — United States — Bibliography. 
Birds., 80-12352 


Page I-489 





Birds U.S. Diseases. 


Birds — United States — Diseases. 
Special rules for bringing pet birds into 
the United States., 80-11428 


Worth repeating : special rules for bring- 
ing pet birds into the United States., 
80-11428 


Birth control — United States. 


Family planning in primary care centers., 
80-12436 


Birth control clinics — United States. 


Family planning in primary care centers., 
80-12436 


Black Hills National Forest, S.D. and Wyo. 
Mountain pine beetle : Black Hills of 
South Dakota and Wyoming : Black 
Hills National Forest and surrounding 
state, private, and other Federal lands / 
80-11383, 80-11388 


Black Hills, S.D. and Wyo. 

Mountain pine beetle : Black Hills of 
South Dakota and Wyoming : Black 
Hills National Forest and surrounding 
State, private, and other Federal lands / 
, 80-11383, 80-11388 


Blind, Books for the — Bibliography. 
Reading materials in large type /, 
12593 


80- 


Blind, Libraries for the — Addresses, essays, 
lectures. 

Library services for blind and physically 
handicapped individuals : summary of 
discussions and actions under sponsor- 
ship of the International Federation of 
Library Associations, August 26 
through September 1, 1979, /, 80- 
12592 


Blind, Music for the — Bibliography — 
Catalogs. 
Large-print scores and books catalog, 
80-12591 


Music & musicians., 80-12591 


Blood cholesterol — United States — 

Statistics. 

Serum cholesterol levels of persons aged 
4-74 years by socioeconomic character- 
istics, United States, 1971-74 /, 80- 
12447 


Blood group antigens. 
Selected genetic markers of blood and 
secretions for youths 12-17 years of 
age, United States /, 80-12446 


Blood proteins. 
Selected genetic markers of blood and 
secretions for youths 12-17 years of 
age, United States /, 80-12446 


Blue Ridge Parkway — Maps. 
Blue Ridge Parkway., 80-12535 
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Boats and boating — Law and legislation — 
United States. 
Recreational boating fund act of 1979., 
80-12842 


Recreational boating safety and facilities 
improvement act of 1979 : report to 
accompany H.R. 4310., 80-12842 


Boilers — Efficiency — Handbooks, 
manuals, etc. 

Brookhaven National Laboratory burner- 
boiler/furnace efficiency test project : 
annual fuel use and efficiency reference 
manual : hydronic equipment /, 80- 
11856 


Boiling water reactors. 

Effects of torus wall flexibility on forces 
in the Mark I BWR pressure suppres- 
sion system : extended analyses under 
SRV T-Quencher loading /, 80-12214 


Bolted joints — Testing. 
Strength of bolted wood joints with var- 
ious ratios of member thicknesses /, 
80-11329 


Bonds — United States. 
United States of America Treasury bonds 
of 1994., 80-12673 


United States of America Treasury bonds 
of 2004-2009., 80-12677 


Books on microfilm — Bibliography — 
Union lists. 


Library of Congress catalogs, 80-12594 


National register of microform masters., 
80-12594 


Boots and shoes — Trade and manufacture 
— United States — Labor productivity. 
Slow productivity growth in the U.S. 

footwear industry — can the Federal 
government help? : report to the Con- 
gress /, 80-12316 


Boring. 
Atlantic Coastal Plain geothermal test 
holes, Virginia : hole completion re- 
ports /, 80-11990 


Research and development of improved 
geothermal well logging techniques, 
tools and components (current projects, 
goals and status) : final report /, 80- 
12106 


Boundary layer (Meteorology) 
Project Severe Environmental Storms 
and Mesoscale Experiment (SESAME) 
/, 80-11630 


Boundary value problems. 
Solving complex valued differential sys- 
tems /, 80-12138 


Boundary value problems — Numerical 
solutions. 


Initial value integrators in BVP codes /, 





80-12128 
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Bowen, William G. 

Joint resolution providing for the ap- 
pointment of William G. Bowen as a 
citizen regent of the Board of Regents 
of the Smithsonian Institution., 80- 
13011 


Providing for the appointment of William 
G. Bowen as a Citizen Regent of the 
Board of Regents of the Smithsonian 
Institution : report to accompany H.J. 
Res. 493., 80-13051 


Boxes — Inspection — United States. 
Visual aids for inspection of rigid and 
semirigid containers., 80-11432 


Brazil — Maps. 
Brazil., 80-12649 
80-12649 
Breast — Cancer — Congresses. 
Steriod receptors in breast cancer., 
12410 


The treatment of primary breast cancer : 
management of local disease., 80- 
12409 


Map of Brazil., 


80- 


Bridge approaches. 
Maine Facility research summary : dy- 
namic sign systems for narrow bridges 

/, 80-12720 


Bridge construction. 
Behavior of Alaskan native log stringer 
bridges /, 80-11252 


Bridge failures. 
Guide to inve-t‘gation of structural fail- 
ures /, 80-12730 


Bridges — Alaska — Design. 
Behavior of Alaskan native log stringer 
bridges /, 80-11252 


Bridges — United States — Floors — 

Corrosion. 

Potholes and bridge deck corrosion : 
hearing before the Subcommittee on 
Transportation, Aviation and Commu- 
nications of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, March 19, 1979., 80-13320 


Broadcasting — United States. 
Minority ownership of broadcast facilities 
:areport., 80-11650 


Brookhaven National Laboratory. Dept. of 
Energy and Environment — Periodicals. 
Annual highlights, environmental pro- 

grams of the Department of Energy 
and Environment., 80-11894 


Brookline, Mass. Frederick Law Olmsted 
Home and Office. 
Proposed Frederick Law Olmsted Home 
and Office national historic site /, 80- 
12790 





June 1980 


Brunei (State) — Maps. 
Malaysia and Brunei., 80-12650 


Map of Malaysia and Brunei., 


Budget — United States. 

First concurrent resolution on the budget, 
FY 1980 : report of the Committee on 
the Budget, United States Senate, to 
accompany S. Con. Res. 22 ... and S. 
Con. Res. 23 ... together with addition- 
al and minority views., 80-12892 


Legislative savings : hearings before the 
Task Force on Legislative Savings of 
the Committee on the Budget, House 
of Representatives, Ninety-sixth Con- 
gress, first session, July 24 and 26, 
1979., 80-13173 


Multi-year planning : hearing before the 
Task Force on Budget Process of the 
Committee on the Budget, House of 
Representatives, Ninety-sixth Congress, 
first session, July 23, 1979., 80-13174 


A multiyear perspective on the second 
concurrent resolution on the fiscal year 
1980 budget : excerpts from the report 
of the Committee on the Budget, U.S. 
House of Representatives, to accompa- 
ny H. Con. Res. 186., 80-13170 


Regulatory budgeting and the need for 
cost-effectiveness in the regulatory 
process : hearing before the Joint Eco- 
nomic Committee, Congress of the 
United States, Ninety-sixth Congress, 
first session, August 1, 1979., 80- 
13192 


80-12650 


Budget — United States — Periodicals. 
The budget of the United States Govern- 
ment., 80-12647, 80-12798 


Budget views and estimates., 80-13348 


Report of the Committee on Agriculture, 
House of Representatives, together 
with additional views, separate views, 
and minority views, to the Committee 
on the Budget pursuant to the Con- 
gressional budget and impoundment 
control act., 80-13134 


Report of the Committee on Interstate 
and Foreign Commerce to the House 
Committee on the Budget pursuant to 
Section 301 (c) of the Congressional 
budget act., 80-13264 


Report of the Senate Committee on Com- 
merce, Science, and Transportation to 
the Senate Committee on the Budget 
submitted pursuant to section 301 of 
the Congressional budget act and im- 
poundment control act of 1974 on the 
proposed budget., 80-13175 


Report of the Senate Committee on 
Labor and Human Resources present- 
ing its views and estimates pursuant to 
the Congressional budget act, Public 
Law 93-344, together with additional 
and minority views to the Committee 





Cambodia Politics and government 1975- 


on the Budget on the budget pro- 
posed., 80-13291 


Report to the Committee on the Budget 
from the Committee on Veterans’ Af- 
fairs submitted pursuant to section 301 
of the Congressional budget act of 
1974 on the budget proposed., 80- 
13342 


Building. 

Minimum property requirements for pro- 
posed construction in areas designated 
by the Administrator of Veterans Af- 
fairs as “housing credit shortage 
areas”., 80-12781 


Building — Bibliography. 

Building science series., 80-12347 

Building failures. 

The EPIC project report : an engineering 
performance information center on 
structural failures and distresses /, 80- 
12729 


Building materials — Bibliography. 
Building science series., 80-12347 


Building materials, Effect of radiation on. 
The effects of Fe-Ni-Co-V structural 
alloys on fusion reactor neutronic per- 
formance /, 80-12023 


Building materials industry — United States 
— Statistics. 
Clay construction products., 80-11479 
Buildings — Energy conservation. 
Assistance in local government energy 
conservation in Massachusetts /, 80- 
12482 


Energy management in municipal build- 
ings., 80-12482 


Energy management in municipal street 
lighting., 80-12482 


Buildings — Energy conservation — 
Bibliography. 
Housing and urban development energy 
research aboard : a bibliography., 80- 
12484 


Buildings — New Hampshire — Claremont 

— Energy conservation. 

Rehabilitation, Claremont 1978 : planning 
for adaptive use and energy conserva- 
tion in an historic mill village /, 80- 
12543 


Buildings — New Hampshire — Claremont 
— Remodeling for other use. 
Rehabilitation, Claremont 1978 : planning 

for adaptive use and energy conserva- 
tion in an historic mill village /, 80- 
12543 


Buildings — United States — Energy 
conservation. 





Energy conservation : hearing before the 
Subcommittee on Housing and Com- 
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munity Development of the Committee 
on Banking, Finance and Urban Af- 
fairs, House of Representatives, Ninety- 
sixth Congress, first session, October 
22, 1979., 80-13164 


Standby emergency building temperature 
restrictions : report to accompany S. 
Res. 122., 80-12894 


Bulk solids flow. 
Sampling from high temperature particle 
laden flows /, 80-12160 


Business — Awards. 


The two Employer of the Year awards., 
80-12639 


Business enterprises — European Economic 
Community countries. 
Business guide to the European Common 
Market, 80-11643 


Overseas business reports., 80-11643 
Business enterprises — Taxation — United 
States — Periodicals. 


Business income tax returns, 80-12690 


Preliminary statistics of 80- 


12690 


income., 


Cc 


Cadmium — Environmental aspects. 
Cadmium., 80-12246 


Status assessment of toxic chemicals : 
cadmium /, 80-12246 


Calendars. 
U.S. Capitol Historical Society wall cal- 
endars for use by the Senate : report to 
accompany S. Res. 208., 80-12919 


Calhoun, John A., 1939- 

Nominations of Michael J. Calhoun and 
John A. Calhoun III : hearing before 
the Committee on Finance, United 
States Senate, Ninety-sixth Congress, 
second session ... January 24, 1980., 
80-13215 


Calhoun, Michael J. 

Nominations of Michael J. Calhoun and 
John A. Calhoun III : hearing before 
the Committee on Finance, United 
States Senate, Ninety-sixth Congress, 
second session ... January 24, 1980., 
80-13215 


Californium — Isotopes. 
Interim report on the ORNL absolute 
measurements of [prompt neutrons] for 
22Cf /, 80-12053 


Cambodia — Politics and government — 
1975- 
Compensation for hostages in Iran., 
13224 


International conference on Cambodia., 
80-13224 


80- 
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Cambodia Politics and government 1975- 


Special Central American economic as- 
sistance : compensation for hostages in 
Iran : international conference on Cam- 
bodia : hearing and markup before the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 5954, H. 
Con. Res. 219 and 221, November 27 
and December 11, 1979., 80-13224 


Camps — Alaska — Anecdotes, facetiae, 
satire, etc. 
Eagle River YCC, 1978., 80-11258 
Kenai Lake YCC : Chugach National 
Forest., 80-11270 


Canada — Commerce. 
Overseas business reports., 80-11646 


World trade outlook for Western Europe 
and Canada, 80-11646 


Cancer — Management. 
Management guidelines for head and 
neck cancer /, 80-12411 


Cancer — Reporting — Pacific area — 
Congresses. 
Second Symposium on Epidemiology and 
Cancer Registries in the Pacific Basin., 
80-12413 


Cancer education. 
Let’s help smokers quit : a guide for the 
dental professional., 80-12412 


Canker-worms. 
An evaluation of day and night aerial Bt 
applications for cankerworm control in 
Siberian elm shelterbelts /, 80-11253 


Capital investments — United States. 
Capital requirements for the transporta- 
tion of energy materials based on PIES 
scenario estimates /, 80-12231 


Capital punishment — United States — 
Periodicals. 


Capital punishment., 80-12555 


Capital punishment — United States — 
Statistics — Periodicals. 
Capital punishment., 80-12555 


Capitol pages. 
Repealing Senate resolution 
Congress : 
Res. 119., 


112, 92d 
report to accompany S. 
80-12897 


Car pools — United States. 

Legal impediments to forming carpools, 
vanpools and other types of ridesharing 
arrangements /, 80-12717 

Legal impediments to ridesharing ar- 
rangements., 80-12717 


Carbon, Activated. 

Assessment of activated carbon for envi- 
ronmental control of trace organics in 
petroleum refinery wastewater /, 80- 
11817 
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Water resources research program., 80- 
11817 


Carbon disulphide. 
Catalytic conversion of oxygenated com- 
pounds to low molecular weight olefins 

/, 80-11885 


Carbon monoxide — Toxicology. 
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PIE, a Fortran subroutine for plotting 
circles, concentric circles, pie charts 
and shaded pie charts /, 80-11993 


User and system considerations for the 
TCSTEK software library /, 80- 
12066 


Computer input-output equipment. 
Guideline for selection of data entry 
equipment., 80-11573 


Operational specifications for magnetic 
tape subsystems., 80-11569 


Computer interfaces. 
Channel level power control interface., 
80-11568 


An intelligent CAMAC I/0 module based 
on the Signetics 8X300 microcontroller 
/, 80-12067 


Computer program — Bibliography. 
A directory of computer software & re- 
lated technical reports., 80-11580 


Computer programs. 
Computer language evaluation for MFTF 
SCDS /, 80-12209 


Guidelines for documentation of comput- 
er programs and automated data sys- 
tems for the initiation phase., 80- 
11570 


IRATE : an interactive computer pro- 
gram for access to the energy system 
network simulator (ESNS) model /, 
80-11843 


MISSING : a computer program for the 
maximum likelihood estimates of the 
parameters of the multivariate linear 
model with incomplete measurements / 

80-11365 


User and system considerations for the 
TCSTEK software library /, 80- 
12066 


User/programmer guide for UCMDS59 
store drawing file index information /, 
80-12140 


Users’ manual for SAP4 : a modified and 
extended version of the U.C. Berkeley 
SAPIV code /, 80-12219 


Computer programs — Testing. 
Validation, verification, and testing for 
the individual programmer /, 80- 
11562 


Computer simulation. 
Computer image generation texture study 
/, %0-11772 


IRATE : an interactive computer pro- 
gram for access to the energy system 





network simulator (ESNS) model /, 
80-11843 


Computer storage devices. 
Operational specifications for magnetic 
tape subsystems., 80-11569 


Computers — Access control. 
Guideline for automatic data processing 
risk analysis., 80-11571 


Computers — Fires and fire prevention. 
Computers for fire departments : current 
technology and typical systems /, 80- 
12258 


Computers — Optical equipment — 
Specifications. 
Electron tube, cathode ray, 23-inch, glass 
for use in computer display channel 
plan view display console., 80-12758 


Computers — Statistics — Periodicals. 
Computers and office and accounting ma- 
chines., 80-11487 


Condominium (Housing) — United States. 
Condominium conversion controls : an 
information bulletin /, 80-12475 


Conduct of life. 
Ethics and conduct : leader’s guide., 
11307 


80- 


Configurations. 
Guilding-center Hamiltonian for figure-8 
particles in axisymmetric field-reversed 
configuration /, 80-12092 


Conflict of interests (Public office) — United 

States. 

Restrictions on post-employment activity 
of former Federal officers and employ- 
ees : hearings before the Subcommittee 
on Administrative Law and Govern- 
ment Relations of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion ... April 2 and 6, 1979., 80-13282 


Congressional Award. 

An act to establish a Congressional 
Award Board to administer a Congres- 
sional Award Program designed to en- 
courage initiative and achievement 
among youths., 80-12869 


Congressional award act : report to ac- 
company H.R. 2196., 80-12837 

Congressional award program : hearing 
before the Subcommittee on Intergov- 
ernmental Relations of the Committee 
on Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, April 24, 1979., 80-13250 


Congressional award program act : report 
to accompnay S. 221., 80-12915 
Coniferae. 
Handbook for predicting residue weights 


of Pacific Northwest conifers /, 80- 
11370 
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Photo series for quantifying forest resi- 
dues in the Sierra mixed conifer type, 
Sierra true fir type /, 80-11368 


Conjugal violence. 
Families today : a research sampler on 
families and children : family violence 
and child abuse /, 80-12465 


Family violence and child abuse., 80- 
12465 


Conservation of natural resources. 

Chugach National Forest land and re- 
source management plan : analysis of 
public comments identification of 
major public issues., 80-11255 


Conservation of natural resources — 
Minnesota. 

People and resources : the resource con- 

servation and development program., 
80-11397 


Resource conservation and development 
program., 80-11397 


Conservation of natural resources — United 
States — Bibliography. 
Conservation., 80-12357 


Consolidation and merger of corporations — 

United States. 

Antitrust procedural improvements act of 
1979 : report of the Committee on the 
Judiciary of the United States Senate 
to accompany S. 390., 80-12913 


Construction equipment — Maintenance and 
repair. 
Construction mechanic 3 & 2 /, 80- 
11746 


Construction industry — Energy 
conservation — Congresses. 

Options for energy conservation in site 
and neighborhood design : a develop- 
ment case studies workshop, Friday, 
May 26, 1978 /, 80-11785 


Construction industry — United States. 

Federal monetary policy and its effect on 
small business : hearing before the Sub- 
committee on Access to Equity Capital 
and Business Opportunities of the 
Committee on Small Business, House 
of Representatives, Ninety-sixth Con- 
gress, first session ...., 80-13338 

Outlook for construction industry and 


credit availability for small business., 
80-13338 


Construction industry — United States — 
Bibliography. 
Construction statistics data finder., 
11494 


80- 


Construction industry — United States — 
Statistics. 
Bridge, tunnel, and elevated highway 
construction contractors, SIC code 
1622., 80-11513 
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Census of construction industries (1977), 
80-11513 


Industry series, bridge, tunnel, and elevat- 
ed highway construction contractors, 
SIC code 1622., 80-11513 


1977 census of construction industries : 
industry series, bridge, tunnel, and ele- 
vated highway construction contrac- 
tors, SIC code 1622., 80-11513 


Consumer panels — United States. 
Proposed consumer representation plan : 
U.S. Dept. of Labor., 80-12558 


Consumer protection. 
A summary of procedures used to trans- 
port and distribute consumer products 
/, 80-12038 


Consumer protection — Information services 
— United States. 
Proposed consumer representation plan : 
U.S. Dept. of Labor., 80-12558 


Consumers — United States. 
Consumer income., 80-11505 


Money income in 1978 of households in 
the United States, 80-11505 


Containers — Inspection — United States. 
Visual aids for inspection of metal con- 
tainers., 80-11431 


Visual aids for inspection of rigid and 
semirigid containers., 80-11432 


Contamination (Technology) 
Distribution of fission products in Peach 
Bottom HTGR fuel element FO03-01 /, 
80-12002 


Plasma confinement and impurity flow 
reversal experiments in the ISX-A to- 
kamak /, 80-12030 


Continental shelf — Alaska. 
Eastern Gulf of Alaska, sale no. 55, final 
EIS., 80-12494 


Proposed Outer Continental Shelf oil and 
gas lease sale, eastern Gulf of Alaska : 
final environmental impact statement /, 
80-12494 


Continental shelf — United States — 
Collected works. 
Research and development program for 
Outer Continental Shelf oil and gas op- 
erations, technical report., 80-12524 


Controlled fusion — Bibliography. 
Bibliography of Plasma Physics Labora- 
tory reports and publications covering 
period January 1, 1978-December 31, 
1978, supplement VII /, 80-11972 


Controlled fusion — Congresses. 

Argonne National Laboratory papers pre- 
sented at Third ANS Topical Meeting 
on the Technology of Controlled Nu- 
clear Fusion, May 9-11, 1978, Santa Fe, 
New Mexico., 80-11800 
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Conveyancing — Arkansas — Hot Springs. 
An act to authorize the conveyance of 
lands in the city of Hot Springs, Ar- 
kansas., 80-13008 


Authorizing the conveyance of lands in 
the city of Hot Springs, Ark. : report 
to accompany S. 1850., 80-12954 

Conveying certain lands in city of Hot 
Springs, Ark. : report to accompany S. 
1850., 80-12933 


Copepoda. 
Parasitic copepods of mackerel- and tuna- 
like fishes (Scombridae) of the world /, 
80-12669 


Copper, Effect of radiation on. 
A comparison of initial damage rates 
using neutron and electron irradiations/ 
, 80-11953 


Copyright — Art — United States — 
Catalogs. 
Catalog of copyright entries., 


80-12590 


80-12590 
Visual arts, 


Copyright — Broadcasting rights — United 
States. 
Radio and televison programs., 


Copyright — United States. 
The certification space of the application 
form., 80-12588 


80-12589 


Coral reef ecology. 


Atoll research bulletin., 80-12667 


Coral reef fauna. 


Atoll research bulletin., 80-12667 


Coral reefs and islands — Collected works. 
Atoll research bulletin., 80-12667 


Coronary arteries — Diseases — Congresses. 

Proceedings of the Workshop on Percu- 

taneous Transluminal Coronary Angio- 
plasty., 80-12416 


Corporate divestiture — United States. 
Federal Trade Commission, divestiture : 
hearing before the Subcommittee for 
Consumers of the Committee on Com- 
merce, Science, and Transportation,, 
80-13183 


Corporations — United States — Taxation. 
Corporation income tax returns., 80- 
12691 


Preliminary statistics of income., 
12691 


80- 


Corrosion resistant materials. 

Development of coatings for corrosion 
erosion protection of internal compo- 
nents of coal gasification vessels /, 
80-11930 


Corrosion resistant materials — Testing. 
Hot corrosion/erosion testing of materials 
for application to advanced power con- 
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version 
fuels : 
tion., 


systems using coal-derived 
task II-fluidized bed combus- 
80-11916 


Corrugated paperboard — Testing. 
Transportation vibration effects on unit- 
» ized corrugated containers /, 80- 
11331 


Cosson, Isaac David. 
Isaac David Cosson : report to accompa- 
ny H.R. 2475., 80-12944 


Cottonwood. 
Cottonwood : Populus deltoides : hybrid 
poplar., 80-11317 


County government — United States — 
Code numbers. 
Counties and county equivalents of the 
States of the United States and the Dis- 
trict of Columbia., 80-11567 


Credit. 

Minimum property requirements for pro- 
posed construction in areas designated 
by the Administrator of Veterans Af- 
fairs as “housing credit shortage 
areas”., 80-12781 


Credit — Law and legislation — United 
States — Periodicals. 
Business credit and assistance, 


Code of Federal regulations., 


80-12385 
80-12385 


Criminal justice, Administration of — United 

States. 

Indicators of justice : measuring the per- 
formance of prosecution, defense, and 
court agencies involved in felony pro- 
ceedings /, 80-12550 


Criminal law — United States. 

Criminal Code reform act of 1979 
report of the Committee on the Judici- 
ary, United States Senate, to accompa- 
ny S. 1722., 80-13030 


Criminal procedure — United States. 
Criminal Code reform act of 1979 
report of the Committee on the Judici- 
ary, United States Senate, to accompa- 
ny S. 1722., 80-13030 


Graymail legislation : hearings before the 
Subcommittee on Legislation of the 
Permanent Select Committee on Intelli- 
gence, House of Representatives, 
Ninety-sixth Congress, first session, 
August 7, 1979, September 20, 1979., 
80-13279 


Criminal statistics — United States. 
Indicators of justice : measuring the per- 
formance of prosecution, defense, and 
court agencies involved in felony pro- 
ceedings /, 80-12550 


Criticality (Nuclear engineering) 
Criticality analysis of aggregations of ac- 
tinides from commercial nuclear waste 
in geological storage /, 80-12014 
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Crop yields — Bibliography. 

Energy technology impacts on agricul- 
ture with a bibliography of models for 
impact assessment on crop ecosystems 
/, %0-12040 


Crop yields — Mathematical models. 

Energy technology impacts on agricul- 
ture with a bibliography of models for 
impact assessment on crop ecosystems 
/, 80-12040 


Cross sections (Nuclear physics) 

Cross section sensitivity analysis of a pro- 
posed neutron streaming experiment 
with a two-dimensional model /, 80- 
12031 


Cross sections for the Ti(n,xn) and 
Ti(n,xOT71) reactions between 1 and 20 
MeV /, 80-12087 


Specifications for adjusted cross section 
and covariance libraries based upon 
CSEWG fast reactor and dosimetry 
benchmarks /, 80-12083 


Vitamin-E, an ENDF/B-V multigroup 
cross section library for LMFBR core 
and shield, LWR shield, dosimetry and 
fusion blanket technology /, 80-12082 


Cross sections (Nuclear physics) — 
Mathematical models. 
Electron impact ionization of multi- 
charged ions/, 80-12078 


A user’s guide for the Juliet module of 
the FORSS sensitivity and uncertainty 
analysis code system /, 80-12032 


Crustacea — Mediterranean Sea. 
Stomatopod Crustacea from the eastern 
Mediterranean /, 80-12668 


Culverts — United States —- Design and 
construction. 
Structural evaluation of new concepts for 
long-span culverts and culvert installa- 
tions /, 80-12728 


Curve fitting — Computer programs. 
Generalized nonlinear least-squares fitting 
program for use with ORELA ODF 
files., 80-12024 


LSFODF, a generalized nonlinear least- 
squares fitting program for use with 
ORELA ODF files /, 80-12024 


Customs administration and tourists — 
United States. 
U.S. Customs Service trademark informa- 
tion for travelers., 80-12682 


Cyanides. 
Identification and reactions of cyanide 
and thiocyanate in coal gasification 
wastewaters., 80-11927 


Kinetics of reactions of cyanide and re- 


duced sulfur species to form thiocyan- 
ate /, 80-11928 





Cyclotron. 
SATDSK, a numerical simulation of the 
magnetic field due to saturated iron in 
cyclotron poletips /, 80-11995 


Cyclotron resonance. 
Cold electrostatic ion cyclotron waves 
and ion-ion hybrid resonances /, 80- 
12091 


Cylinders. 
Explosive technique for axisymmetric ex- 
pansion of cylinders at high strain rates 
/, 80-12157 


Cytophotometry. 
Single particle analysis with a 360 light 
scattering photometer /, 80-11965 
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Dairying — United States. 

Effect of casein imports on U.S. dairy 
industry : hearing before the Subcom- 
mittee on Agricultural Production, 
Marketing, and Stabilization of Prices 
of the Committee on Agriculture, Nu- 
trition, and Forestry, United States 
Senate, Ninty-sixth Congress, first ses- 
sion, November 20, 1979., 80-13139 


Report on the design and operation of a 
full-scale anaerobic dairy manure di- 
gester : final report /, 80-12189 


Dalton, John Howard, 1941- 

Nominations of John H. Dalton and 
Horace D. Cherry : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-sixth Congress, second session 
... February 5, 1980., 80-13167 


Dam failures — Idaho — Teton Dam. 
Failure of Teton Dam : final report /, 
80-12489 


Data base management. 


S. A. M. installation notes /, 80-12217 


SIB level proecdures - special features 
and command and staff reports., 80- 
11726 


SIDPERS user manual : Standard Instal- 
lation/Division Personnel System : SIB 
level procedures, special features and 
command and staff reports., 80-11726 


Data tapes. 
Insoluation modeling overview /, 
12121 


80- 


Deaf — Means of communication. 
Communication performance evaluation 
with deaf students : a review /, 80- 
12393 


Debts, Public — United States. 
United States America Treasury notes of 
May 15, 1983, Series G-1983., 80- 
12675 
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United States of America Treasury bonds 
of 1994., 80-12673 


United States of America Treasury bonds 
of 2004-2009., 80-12677 


United States of America Treasury notes 
of December 31, 1981, series AB-1981., 
80-12680 


United States of America Treasury notes 
of May 15, 1985, series C-1985., 80- 
12679 


United States of America Treasury notes 
of November 15, 1989, series B-1989., 
80-12676 


United States of America Treasury notes 
of November 30, 1981, series Z-1981., 
80-12678 


United States of America Treasury notes 
of October 31, 1981, series Y-1981., 
80-12674 


Debugging in computer science. 
Validation, verification, and testing for 
the individual programmer /, 80- 
11562 


Decedents’ estates — Taxation — United 
States. 
Federal tax guide for survivors, execu- 
tors, and administrators /, 80-12694 


Decomposition (Chemistry) 
The effect of Fe*, Cr*, Ni? , and Mn? ions 
on decomposition of hydrogen perox- 
ide solution /, 80-12144 


Decoration and ornament, Architectural. 

Art in architecture : hearing before the 
Subcommittee on Civil Service and 
General Services of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, September 25, 1979., 80-13248 


Deep Sea Drilling Project. 

Initial reports of the Deep Sea Drilling 
Project : a project planned by and car- 
ried out with the advice of the Joint 
Oceanographic Institutions for Deep 
Earth Sampling (JOIDES) /, 80- 
12617, 80-12618 


Deer — California — Food. 
The winter range of the interstate deer 
herd : Modoc National Forest, Califor- 
nia /, 80-11295 


Deer hunting — California. 
The winter range of the interstate deer 
herd : Modoc National Forest, Cailifor- 
nia /, 80-11295 


Defense contracts — United States. 
Procurement quality assurance support 
manual for Defense Contract Adminis- 
tration Services., 80-11696, 80- 
11697, 80-11698, 80-11699, 80- 
11700 
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Defense information, Classified — United 
States — Handbooks, manuals, etc. 
Industrial security manual for safeguard- 

ing classified information., 80-11661 


Deformations (Mechanics) 

Hondo II : a finite element computer pro- 
gram for the large deformation dynam- 
ic response of axisymmetric solids /, 
80-12111 


Delaware — Climate — Statistics — 
Periodicals. 
Climatological data, annual summary., 
80-11598 


Delayed neutrons. 
Statistical precision of delayed-neutron 
nondestructive assay techniques /, 80- 
12027 


Delegated legislation — United States. 

Oversight of agency compliance with Ex- 
ecutive Order 12044 “Improving gov- 
ernment Regulations” : hearing before 
the Subcommittee on Oversight of 
Government Management of the Com- 
mittee on Governmental Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, October 10, 1979., 
80-13254 


Dental instruments and apparatus — 
Maintenance and repair. 
Dental equipment repair and technology 
/, 80-11747 


Dentists — Salaries, pensions, etc. — United 

States. 

Veterans’ Administration report on 
impact of special pay on recruitment 
and retention of physicians and dentists 
: pursuant to Public Law 94-123., 80- 
13345 


Desulphuration. 
Comparative engineering and cost analy- 


sis of coal beneficiation processes /, 
80-11905, 80-11906 


Detonators. 
The deflagration-to-detonation transition 
proiect /, 80-12176 


Deuterium. 
D-D neutron measurements on a 40-kV, 
60-A neutral beam test facility /, 80- 

12076 


Diabetes. 


Understanding diabetes mellitus /, 80- 
12779 


Dibromopropanol phosphate — 

Environmental aspects. 

Status assessment of toxic chemicals : 
tris(2,3-dibromopropyl) phosphate /, 
80-12250 

Tris(2,3-dibromopropyl) phosphate., 
12250 


80- 


Page I-500 








Dicholorethylene — Environmental aspects. 
Status assessment of toxic chemicals : vin- 
ylidene chloride /, 80-12251 


Vinylidene chloride., 80-12251 


Dies (Metal-working) — Evaluation. 
Study program to develop and evaluate 
die and container materials for the 
growth of silicon ribbons., 80-11892 


Differential equations — Numerical 
solutions. 
Solving complex valued differential sys- 
tems /, 80-12138 


Differential equations, Partial — Numerical 
solutions, 

MOLID : general purpose subroutine 
package for the numerical solution of 
partial differential equations /, 80- 
11957 


Diffusers — Aerodynamics. 
An experimental investigation of two 
large annular diffusers with swirling 
and distorted inflow /, 80-12604 


Digital communications — Costs. 
Sample rate reduction by decimation : 
precedures and effects /, 80-12165 


Diplomatic and consular service. 
Foreign Service assignment notebook /, 
80-12653 


Disarmament — Periodicals. 
U.S. Arms Control and Disarmament 
Agency annual repc 80-13222 


Disaster relief. 


Report of the Emergency Preparedness 
and Response Task Force /, 80-12631 


Staff report to the President’s Commis- 
sion on the Accident at Three Mile 
Island., 80-12631 


Disaster reef — Azores. 
Special Azores earthquake relief and re- 
construction assistance : report to ac- 
company S. 2194., 80-13034 


Disaster relief — Caribbean area. 
An act to amend the Foreign assistance 
act of 1961 to authorize special Carib- 


bean hurricane relief assistance., 80- 
12867 


Disaster relief — United States — 
Management — Periodicals. 
Code of Federal regulations., 80-12387 


Emergency management and assistance, 
80-12387 


Disasters — Public information. 
Report of the Public’s Right to Informa- 
tion Task Force /, 80-12633 


Staff report to the President’s Commis- 
sion on the Accident at Three Mile 
Island., 80-12633 
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Discrimination in employment — Law and 
legislation — United States. 

Oversight hearings on Federal enforce- 
ment of EEO laws : hearings before 
the Subcommittee on Employment Op- 
portunities of the Committee on Edu- 
cation and Labor, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, hearings held in Washington, 
D.C., on July 12, and 30, 1979., 80- 
13196 


Discrimination in housing — United States 
— Congresses. 
Housing and community development : 
making it work for women : report of 
a conference held April 5-6, 1976 in 
Washington, D.C., 80-12478 


Diseases — Transmission — Bibliography. 
Communicable diseases and health plan- 
ning references., 80-12403 


Selected bibliographies and state-of-the- 
art review for diseases control /, 80- 
12403 


District of Columbia. Superior Court — 
Appointments, promotions, salaries, etc. 
Nomination of Iraline Green Barnes : 

hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-sixth Congress, second 
session, on nomination of Iraline Green 
Barnes to be an Associate Judge of the 
Superior Court of the District of Co- 
lumbia, January 16, 1980., 80-13249 


District of Columbia Housing Finance 

Agency. 

District of Columbia Housing Finance 
Agency revenue bonds : conference 
report to accompany H.R. 3824., 80- 
13076 


Divorce — Information services — United 
States — Directories. 
Where to write for divorce records; 
United States and outlying areas., 80- 
12441 


Documents, Printing of. 

Authorizing the printing of a compilation 
of materials entitled “Senate election 
law guidebook—1980” as a Senate doc- 
ument : report to accompany S. Res. 
378., 80-13054 


Authorizing the printing of a revised edi- 
tion of “Our American Government” 
as a House document : report to ac- 
company H. Con. Res. 279., 80-12969 


Authorizing the printing of a revised edi- 
tion of the “Handbook for small busi- 
ness” as a Senate document : report to 
accompany H. Con. Res. 45., 80- 
12970 


Authorizing the printing of additional 
copies of part 1 of the Senate report 
entitled “Developments in aging, 1979” 
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: report to accompany S. Res. 370., Amending title 28 of the United States 

80-13053 Code to allow the United States attor- 
Authorizing the reprinting of the commit- ney and assistant United States attor- 

tee ry entitled “Synthetic fuels” : neys for the Eastern District of New 

report to accompany S. Con. Res. 56 York to reside within twenty miles of | Drug abuse — Treatment — United States. 

80-12971 ’ shite the district : report to accompany H.R. Family therapy : a summary of selected 
Dieediien tie th i H 3959., 80-12831 literature /, 80-12468 

pot 2. tage Riccar Stoo oR Amendment to section 545(a) of title 28 

ceenee ae Seay & Sages D> of the United States Code to allow the | Drug abuse — United States. 

tions Week proclamations, addresses, United States attorney and assistant The changing character of drug abuse : 

and other relevant material : report to United States attorneys for the Eastern the Federal response : hearing before 

uaa H. Con. Res. 233., 80- District of New York to reside within the Subcommittee on Health and the 


20 miles of the District : report to ac- Environment of the Committee on In- 
Providing for the printing as a House company S. 567., 80-12893 


terstate and Foreign Commerce, House 
document the publication entitled of Representatives, Ninety-sixth Con- 
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So you really want to do something West Berlin : hearings before the 
about the drunk driver?, 80-12775 Select Committee on Narcotics Abuse 
Dollar, American (Coin) and Control, House of Representatives, 
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Drug abuse — Study and teaching — United 
States — Audio-visual aids. 
Drug abuse films /, 80-12466 
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first session, September 25 and 26, 
1979., 80-13162 


Reprograming for the Susan B. Anthony 
dollar coin program : hearing before a 
subcommittee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-sixth Congress, first session : 
special hearing, Department of the 
Treasury., 80-13154 


Dolomite. 
The effects of sodium chloride on the 
reaction of SO2/02 mixtures with limes- 
tones and dolomites /, 80-11780 


Domicile — New York (City) 
An act to amend title 28 of the United 


before the Subcommittee on Health 
and the Environment of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-sixth 
Congress, first session ... November 5, 
1979., 80-13271 


Drinking water — United States. 
Safe drinking water—oversight : hearing 


before the Subcommittee on Health 
and the Environment of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, Ninety-sixth 
Congress, first session ... November 5, 
1979., 80-13271 


Droughts — California. 


States Code to allow the United States 
attorney and assistant United States at- 
torneys for the Eastern District of New 
York to reside within twenty miles of 
the district., 80-12864 





Energy & water use in irrigated agricul- 
ture during drought conditions /, 80- 
11969 


Drug abuse — Film catalogs. 
Drug abuse films /, 80-12466 
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West Berlin : hearings before the 
Select Committee on Narcotics Abuse 
and Control, House of Representatives, 
Ninety-fifth Congress, second session, 
November 20 and 22, 1978., 80-13296 


Drugs and women — United States. 
Women’s dependency on prescription 
drugs : hearing before the Select Com- 
mittee on Narcotics Abuse and Con- 
trol, House of Representatives, Ninety- 
sixth Congress, first session, September 
13, 1979., 80-13297 


Drums (Containers) — Statistics — 
Periodicals. 


Steel shipping drums and pails., 80- 
11482 


Drunk driving — United States. 
Alcohol & highway safety laws : a na- 
tional overview., 80-12774 


Page I-501 





Dutch elm disease Control. 


Dutch elm disease — Control. 
Dutch elm disease control : performance 
and costs : cost updated to 1979 and 

reaffirmed /, 80-11338 


Duty-free importation — United States. 

Continuation until July 1, 1982, of the 
existing suspension of duties on Syn- 
thetic rutile : report to accompany 
H.R. 2297., 80-12808 

Duty-free entry on carillon bells for the 
University of Florida : report to ac- 
company H.R. 1212., 80-12809 

Tariff treatment of certain articles 
report to accompany H.R. 3122., 80- 
12810 


Duty-free importation of scientific equipment 

— United States. 

Extension of duty-free entry period for 
telescope and associated articles for use 
of the international telescope project in 
Hawaii : report to accompany H.R. 
1319., 80-12807 


Dwarf mistletoe. 
Dwarf mistletoe : Arapaho & Roosevelt 
National Forests, Redfeather Ranger 
District /, 80-11381 


An evaluation survey procedure for 
dwarf mistletoe in proposed thinning 
projects /, 80-11257 

The 6-class dwarf mistletoe rating system 
/, 80-11372 


Dwarfism, Pituitary. 
Human growth hormone /, 80-12420 


Dwellings. 
Handbook for building homes of earth /, 
80-11447 


Dwellings — Energy conservation. 
Optimizing weatherization investments in 
low-income housing : economic guide- 
lines and forecasts /, 80-11575 


Dwellings — Energy conservation — 
Bibliography. 
Housing and urban development energy 
research aboard : a bibliography., 80- 
12484 


Dwellings — Heating and ventilation. 

Home heating oil : price and supply 
issues : hearings before a subcommittee 
of the Committee on Government Op- 
erations, House of Representatives, 
Ninety-sixth Congress, first session, 
September 17 and 20, 1979., 80-13240 


Dwellings — Location — Congresses. 
Options for energy conservation in site 
and neighborhood design : a develop- 
ment case studies workshop, Friday, 
May 26, 1978 /, 80-11785 
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Induction and synchronous machines for 
vertical axis wind turbines : final report 
/, 80-12179 

Introduction to circuit protection, con- 
trol, and measurement., 80-11751 

Introduction to electrical conductors, 
wiring techniques, and schematic read- 
ing., 80-11751 


Introduction to generators and motors., 
80-11751 


Navy electricity and electronics training 
series /, 80-11751 


E 


Earth houses. 
Handbook for building homes of earth /, 
80-11447 


A review of earthquake vibratory ground 
motion intensity attenuation relation- 
ships : topical report /, 80-12102 


Earthquakes — Azores. 
Special Azores earthquake relief and re- 
construction assistance : report to ac- 
company S. 2194., 80-13034 


Earthquakes and building. 

HUD seismic design : cost impact on 
high-rise residential structures /, 80- 
12480 

Seismic design: cost impact on high-rise 
residentia! structures., 80-12480 


East Asia — Commerce. 
Overseas business reports., 80-11647 


World trade outlook for the Far East and 
South Asia, 80-11647 


Eastern Pacific Ocean — Navigation — 
Tables. 
Area 17, East Pacific, pair D-G, (North 
Dakota, U.S.A.-Australia), 80-11673 


Omega table : area 17, east Pacific, pair 
D-G, (North Dakota, U.S.A.-Australia) 
/, 80-11673 


Ecology — Documentation. 
Inventory of sources of computerized 
ecological information /, 80-12080 


Economic assistance, American. 

Making appropriations for foreign assist- 
ance and related programs : conference 
report to accompany H.R. 4473., 80- 
12956 


Economic assistance, American — Azores. 
Special Azores earthquake relief and re- 
construction assistance : report to ac- 
company S. 2194., 80-13034 


Economic assistance, American — Caribbean 

area, 
An act to amend the Foreign assistance 
act of 1961 to authorize special Carib- 
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bean hurricane relief assistance., 80- 
12867 


S. 2012 : hearings before the Committee 
on Foreign Relations, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 2012 to amend the Foreign 
assistance act of 1961 to authorize as- 
sistance in support of peaceful and 
democratic processes of development 
in Central America ... December 6 and 
7, 1979., 80-13237 


Special Central American and Caribbean 
security assistance act of 1979 : report 
together with addtional views to ac- 
company S. 2012., 80-13029 


Special Central American assistance act 
of 1979 : report of the Committee on 
Foreign Affairs together with dissent- 
ing and additional views ... on H.R. 
6081 ...., 80-12857 


Economic assistance, American — Central 
America. 
Compensation for hostages in Iran., 80- 
13224 


International conference on Cambodia., 
80-13224 


S. 2012 : hearings before the Committee 
on Foreign Relations, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 2012 to amend the Foreign 
assistance act of 1961 to authorize as- 
sistance in support of peaceful and 
democratic processes of development 
in Central America ... December 6 and 
7, 1979., 80-13237 


Special Central American and Caribbean 
security assistance act of 1979 : report 
together with addtional views to ac- 
company S. 2012., 80-13029 


Special Central American assistance act 
of 1979 : report of the Committee on 
Foreign Affairs together with dissent- 
ing and additional views ... on H.R. 
6081 ...., 80-12857 


Special Central American economic as- 
sistance : compensation for hostages in 
Iran : international conference on Cam- 
bodia : hearing and markup before the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 5954, H. 
Con. Res. 219 and 221, November 27 
and December 11, 1979., 80-13224 


Economic assistance, American — 
Nicaragua. 
Compensation for hostages in Iran., 80- 
13224 


International conference on Cambodia., 
80-13224 


S. 2012 : hearings before the Committee 
on Foreign Relations, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 2012 to amend the Foreign 
assistance act of 1961 to authorize as- 
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sistance in support of peaceful and 
democratic processes of development 
in Central America ... December 6 and 
7, 1979., 80-13237 


Special Central American and Caribbean 
security assistance act of 1979 : report 
together with addtional views to ac- 
company S. 2012., 80-13029 


Special Central American assistance act 
of 1979 : report of the Committee on 
Foreign Affairs together with dissent- 
ing and additional views ... on H.R. 
6081 ...., 80-12857 


Special Central American economic as- 
sistance : compensation for hostages in 
Iran : international conference on Cam- 
bodia : hearing and markup before the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 5954, H. 
Con. Res. 219 and 221, November 27 
and December 11, 1979., 80-13224 


Economic assistance, American — Turkey. 

Supplemental appropriations : communi- 
cation from the President of the United 
States transmitting proposed supple- 
mental appropriations for fiscal year 
1979 for foreign assistance in support 
of Turkish economic stabilization and 
reform., 80-12801 


Economic assistance, Domestic — Law and 
legislation — United States. 

Recession and targeted fiscal assistance : 
report together with dissenting and ad- 
ditional views to accompany H.R. 
5980., 80-12855 


Economic assistance, Domestic — United 

States. 

Emerging partnership opportunities for 
cities : an introduction to the use of 
Federal economic development tools 
and techniques for investors and devel- 
opers /, 80-12479 


Economic assistance, Domestic — United 
States — Management. 
Managing Federal assistance in the 1980’s 
: a report to the Congress of the 
United States pursuant to the Federal 
grant and cooperative agreement act of 
1977 (Pub. L. 95-224)., 80-12646 


Economic forecasting. 
Optimizing weatherization investments in 
low-income housing : economic guide- 
lines and forecasts /, 80-11575 


Economic policy — Bibliography. 
National and world economy., 


Economic stabilization. 
Consumer’s guide to phase IV : ESP, 
economic stabilization program /, 80- 
12683 


80-12342 


Economic stabilization — Periodicals. 
Code of Federal regulations., 80-12375 





Economic stabilization, 80-12375 


Eddy currents (Electric) 
Evaluation of the eddy-current method 
for the inspection of steam generator 
tubing : denting /, 80-11828 


Edison Electric Institute. 
An assessment of anomalies in the EEI 
data base on power plant performance 
/, 80-12034 


Edmondson, Rocio Isabel. 
An act for the relief of Rocio Edmond- 
son., 80-12994 


Education — Statistics — Bibliography. 
Educational statistics., 80-12340 


Education — United States — Bibliography 
— Periodicals. 
Publications of the U.S. Office of Educa- 
tion., 80-12401 


Education — United States — Finance — 
Statistics — Periodicals. 
Finances of public school systems., 80- 
11506 


Education — United States — 1965- — 
Periodicals. 
Annual evaluation report on programs 
administered by the U.S. Office of 
Education., 80-12398 


Education, Higher — United States — 

Finance. 

An act to amend the Higher education 
act of 1965 to provide that any reduc- 
tion in the amount appropriated for 
fiscal year 1980 pursuant to section 
101(a) of such act from the amount so 
appropriated for fiscal year 1979 shall 
be borne equally by all the States., 
80-12866 


Education of women. 
Women’s studies evaluation handbook /, 
80-12402 


Education of women — United States — 
Periodicals. 
Annual report - National Advisory Coun- 
cil on Women’s Educational Pro- 
grams., 80-13093 


Equity for the eighties, 80-13093 


Educational accountability. 
Women’s studies evaluation handbook /, 
80-12402 


Educational accountability — United States 
— Periodicals. 
Annual evaluation report on programs 
administered by the U.S. Office of 
Education., 80-12398 


Educational associations — United States — 
Directories. 
Directory of education associations., 80- 
12400 
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Educational equalization — United States — 
Periodicals. 
Annual report - National Advisory Coun- 
cil on Women’s Educational Pro- 
grams., 80-13093 


Equity for the eighties, 80-13093 


Effluent quality — United States. 
Analysis of GFERC wastewater samples 
run RA-16 /, 80-11923 


Development document for proposed ef- 
fluent limitations guidelines and stand- 
ards for the iron and steel manufactur- 
ing point source category., 80-12235 


Draft development document for pro- 
posed effluent limitations guidelines 
and standards for the iron and steel 
manufacturing point source category., 
80-12236 


Draft development document for the iron 
and steel manufacturing point source 
category., 80-12235, 80-12236 


Economic analysis of proposed revised 
effluent guidelines and standards for 
the paint manufacturing industry /, 
80-12237 

Economic impact analysis of proposed re- 
vised effluent guidelines and standards 
for the paint manufacturing industry., 
80-12237 


Iron and steel manufacturing point source 
category., 80-12236 


Egg products industry — United States — 
Equipment and supplies — Periodicals. 
List of chemical compounds, authorized 

for use under USDA inspection and 
grading programs., 80-11235 


Elastic analysis (Theory of structures) 
Identification of the elastic constants for 
composites using modal analysis /, 
80-12169 
On-line structural response analysis 
using the extended Kalmanestimator/ 
indentifier /, 80-12218 


Users’ manual for SAP4 : a modified and 


extended version of the U.C. Berkeley 
SAPIV code /, 80-12219 


Election law — United States. 
Federal election campaign laws /, 80- 
13094 


Elections — United States — Handbooks, 
manuals, etc. 
Election directory., 


Electric batteries. 
Testing of a lithium battery for use in an 
earth penetrator /, 80-12133 


Electric cables. 
Electrical protection by effective ground- 
ing of cable shields., 80-11425 


Telephone engineering and construction 
manual., 80-11425 


80-13095 
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Electric circuits. 


Electric circuits. 

Introduction to circuit protection, con- 
trol, and measurement., 80-11751 

Introduction to electrical conductors, 
wiring techniques, and schematic read- 
ing., 80-11751 

Introduction to generators and motors., 
80-11751 

Navy electricity and electronics training 
series /, 80-11751 

A polyalgorithmic approach to multiwire 
ad PC routing /, 80-12137 


Electric circuits, Series. 
ROM-based sequential circuits : an alter- 
native approach to conventional logic 

design /, 80-12156 


Electric conductors. 

Introduction to circuit protection, con- 
trol, and measurement., 80-11751 

Introduction to electrical conductors, 
wiring techniques, and schematic read- 
ing., 80-11751 

Introduction to generators and motors., 
80-11751 

Navy electricity and electronics training 
series /, 80-11751 


Electric currents — Grounding — 
Handbooks, manuals, etc. 
Electrical protection by effective ground- 
ing of cable shields., 80-11425 
Telephone engineering and construction 
manual., 80-11425 


Electric engineering — Handbooks, manuals, 

etc, 

Electrical engineering : electrical utiliza- 
tion systems., 80-11765 

Electrical engineering : lightning & ca- 
thodic protection., 80-11766 

Electrical engineering : power distribu- 
tion systems., 80-11763 

Electrical engineering : switchgear & re- 
laying., 80-11764 

Electrical engineering : wire communica- 
tion & signal systems., 80-11767 

Electrical utilization systems., 80-11765 

Lightning & cathodic protection., 80- 
11766 

Power distribution systems., 80-11763 

Switchgear & relaying., 80-11764 


Wire communication & signal systems., 
80-11767 


Electric light fixtures — Statistics — 
Periodicals. 


Electric lighting fixtures., 80-11488 


Electric lighting — Safety measures. 
Recessed light fixture test facility /, 80- 
11999 
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Electric lines — Overhead — Right of way 
— Environmental aspects — United 
States. 

Management of transmission line rights- 
of-way for fish and wildlife., 80-12537 


Electric measurements — Data 
Perimeter sensor evaluation at a 500-kv 
substation /, 80-12134 


Electric power. 

Economic analysis of Darrieus vertical 
axis wind turbine systems for the gen- 
eration of utility grid electrical power 
/, 80-12120 


Electric power — Statistics — Data 
processing. 
An assessment of anomalies in the EEI 
data base on power plant performance 
/, 80-12034 


Electric power distribution — Costs. 
Grid connected integrated community 
energy system /, 80-11882 


Electric power-plants — Law and legislation 

— United States. 

Construction of hydroelectric power- 
plants : hearing before the Subcommit- 
tee on Energy Research and Develop- 
ment of the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 475 ... S. 1420 ... S. 1764... 
September 21, 1979., 80-13208 


Electric power production — 
Magnetohydrodynamic generation. 
Development program for MHD direct 

coal-fired power generation test facili- 
ty., 80-11896 


Electric railroads — Rails. 

The UMTA rail modernization program : 
evaluation of the impacts of section 3, 
capital grants for rail rehabilitation and 
modernization, 1965-1977 /, 80-12773 


Electric railroads — Rolling-stock. 

The UMTA rail modernization program : 
evaluation of the impacts of section 3, 
capital grants for rail rehabilitation and 
modernization, 1965-1977 /, 80-12773 


Electric resistors, Film. 

Effect of heat treatment on the electrical 
resistance of photoresist as related to 
radiosotopic thermoelectric generator 
aging /, 80-12164 


Electric signs — Energy conservation. 
Standby emergency advertising lighting 
restrictions : report together with mi- 
nority views to accompany S. Res. 
123., 80-12895 


Electric utilities — Costs. 
The peak load problem with storage 
technology /, 80-11814 
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Electric utilities — Law and legislation — 

Northwest, Pacific. 

Pacific Northwest electric power plan- 
ning : hearings before the Subcommit- 
tee on Energy and Power of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 3508 ... and H.R. 4159 ... July 30 
and October 19, 1979., 80-13270 


Electric utilities — Tennessee Valley — 
Periodicals. 


Electricity sales statistics., 80-13107 


Electric utilities — United States. 
Proceedings of the annual meeting, 
American Section of the Inerntional 
Solar Energy Society., 80-11868 


The role of wind power in electric utili- 
ties /, 80-11838, 80-11868 


Utility load management and solar energy 
: Study background and outline /, 80- 
11832 


Wind power and electric utilities : a 


review of the problems and prospects / 
80-11868 


Electrical cookery. 
Counter-top-cooking appliances (porta- 
ble)., 80-13091 


Electricity — Costs. 
Grid connected integrated community 
energy system /, 80-11882 


Electrodes. 
Development, testing and evaluation of 
MHD-materials., 80-11933 


Electrolytic cells. 
Electrolysis based hydrogen storage sys- 
tems /, 80-11862 


Electron beam welding. 
Electron-beam welding of thorium-doped 
iridium alloy sheets /, 80-12041 


Electron beams. 
An interactive NOS group area for spe- 
cialized electron beam accelerator diag- 
nostics /, 80-12126 


Electron probe microanalysis — Computer 
programs. 
Compact procedure for quantitative 
energy-dispersive electron probe X-ray 
analysis., 80-11565, 80-11566 


Frame C : a compact procedure for quan- 
titative energy-dispersive electron 
probe X-ray analysis /, 80-11565, 
80-11566 


Electronic apparatus and appliances — 
Exhibitions. 
Electronic components 77 exhibition : 
U.S. Trade Center, London, England, 
November 7-11, 1977., 80-11634 





June 1980 


Electronic circuits. 
Introduction to circuit protection, con- 
trol, and measurement., 80-11751 
Introduction to electrical conductors, 
wiring techniques, and schematic read- 
ing., 80-11751 


Introduction to generators and motors., 
80-11751 


Navy electricity and electronics training 
series /, 80-11751 


Electronic control. 
Perimeter sensor evaluation at a 500-kv 
substation /, 80-12134 


Electronic data processing documentation. 

Guidelines for documentation of comput- 
er programs and automated data sys- 
tems for the initiation phase. 80- 
11570 

SIB level proecdures - special features 
and command and staff reports., 80- 
11726 


SIDPERS user manual : Standard Instal- 
lation/Division Personnel System : SIB 
level procedures, special features and 
command and staff reports., 80-11726 


Electronic digital computers — Evaluation 
Computer Performance Evaluation Users 
Group (CPEUG) : proceedings of the 
fifteenth meeting held at San Diego, 
California, October 15-18, 1979 /, 80- 
11561 


Electronic funds transfers — Law and 
legislation — United States. 

An act to authorize automatic transfer ac- 
counts at commercial banks, remote 
service units at Federal savings and 
loan associations, and share draft ac- 
counts at Federal credit unions during 
the period beginning on December 31, 
1979, and ending on April 1, 1980., 
80-12882 


Electronic instruments — Maintenance and 
repair — Handbooks, manuals, etc. 
Electronic instrument repairer /, 80- 

11720 


Electronic instruments — Statistics — 
Periodicals. 
Selected electronic and associated prod- 
ucts, including telephone and telegraph 
apparatus., 80-11489 


Electronic office machines — Statistics — 
Periodicals. 
Computers and office and accounting ma- 
chines., 80-11487 


Electronics in aeronautics. 
V/STOLAND avionics system flight-test 
data on a UH-1H helicopter /, 80- 
12597 





Electrons — Emission. 
Thin low Z coatings for plasma devices / 
, 80-11798 


Electrostatic accelerators — Mathematical 
models. 
QUARTZ, a numerical simulation of an 
asymmetric electrostatic accelerator /, 
80-12047 


Emergency medical services — United 

States. 

Rural elderly access to emergency medi- 
cal services : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, May 7, 1979, Oklahoma City, 
Okla., 80-13132 


Emergency water-supply — California. 
Energy & water use in irrigated agricul- 
ture during drought conditions /, 80- 
11969 


Emissivity. 
Problems associated with controlling 
sulfur emissions from high-Btu coal ga- 
sification plants /, 80-11899 
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2 t relations in 

government — United States. 

Oversight hearings on Federal enforce- 
ment of EEO laws : hearings before 
the Subcommittee on Employment Op- 
portunities of the Committee on Edu- 
cation and Labor, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, hearings held in Washington, 
D.C., on July 12, and 30, 1979., 80- 
13196 


Understanding fact finding and arbitra- 
tion in the public sector /, 80-12559 


Employee g t relations in 
government — United States — Cases. 
Decisions and interpretations of the Fed- 

eral Labor Relations Council., 80- 
13096 





Employee ownership — United States. 
Carillon bells : report to accompany H.R. 
1212., 80-12936 


Employees, Training of. 


SBA training guide., 80-12664 


Employment (Economic theory) 
Recommendations for creating jobs 
through the success of small, innova- 
tive businesses : a report /, 80-11448 


Emulsions. 
Low interfacial tension and miscibility 
studies for surfactant tertiary oil recov- 
ery processes., 80-11886 


Energy conservation. 
Conserve energy - travel by phone., 
12392 


80- 
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Energy conservation — California. 
Energy & water use in irrigated agricul- 
ture during drought conditions /, 80- 
11969 


Energy conservation — Economic aspects. 
A proposition on energy analysis and 
economic efficiency /, 80-12185 


Energy conservation — Law and legislation 

— Northwest, Pacific. 

Pacific Northwest electric power plan- 
ning : hearings before the Subcommit- 
tee on Energy and Power of the Com- 
mittee on Interstate and Foreign Com- 
merce, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 3508 ... and H.R. 4159 ... July 30 
and October 19, 1979., 80-13270 


Energy conservation — Law and legislation 

— United States. 

Antitrust exemptions for international 
energy program participants, and 
schools and hospitals energy conserva- 
tion programs : hearing before the Sub- 
committee on Energy and Power of 
the Committee on Interstate and For- 
eign Commerce, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, on H.R. 4445 ... July 16, 1979., 
80-13273 


Community energy efficiency act of 1979 
: hearing before the Subcommittee on 
Energy Conservation and Supply of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 1829 ... December 12, 1979., 80- 
13211 


Standby emergency advertising lighting 
restrictions : report together with mi- 
nority views to accompany S. Res. 
123., 80-12895 


Standby emergency building temperature 
restrictions : report to accompany S. 
Res. 122., 80-12894 


Energy conservation — Massachusetts. 
Assistance in local government energy 
conservation in Massachusetts /, 80- 
12482 


Energy management in municipal build- 
ings., 80-12482 


Energy management in municipal street 
lighting., 80-12482 


Energy conservation — United States. 

Energy conservation : hearing before the 
Subcommittee on Housing and Com- 
munity Development of the Committee 
on Banking, Finance and Urban Af- 
fairs, House of Representatives, Ninety- 
sixth Congress, first session, October 
22, 1979., 80-13164 


Impact of selected energy conservation 
technologies on baseline demands /, 
80-11840 
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Energy conservation U.S. Congresses. 


Energy conservation — United States — 


Congresses. 

Department of Energy Workshop on In- 
dustrial Energy Conservation Report- 
ing, Washington D.C., November 6 & 
7, 1978 /, 80-12100 


Energy conservation — United States — 
Directories. 
Compendium of Federal programs relat- 
ed to community energy conservation 
/, 80-12477 


Energy conservation — United States — 

Finance. 

Low-cost conservation measures : the 
Department of Energy’s role : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-sixth Con- 
gress, first session, July 26 and Septem- 
ber 10, 1979., 80-13185 


Energy conservation — United States — 
Periodicals, 
Energy management in the Federal gov- 
ernment; annual report to the President 
of the United States., 80-12228 


Energy consumption — United States. 
Analysis of past and expected future 
trends in U.S. energy consumption, 
1947-2000 /, 80-11837 


Impact of selected energy conservation 
technologies on baseline demands /, 
80-11840 


Energy consumption — United States — 
Statistics — Bibliography. 


Energy statistics data finder., 80-11495 


Energy development. 

An institutional plan for developing na- 
tional standards : with special reference 
to environment, safety, and health /, 
80-11564 


Energy development — Economic aspects. 
A framework for detailed site-specific 
studies of local socioeconomic impacts 
from energy development /, 80-11787 


Energy development — Law and legislation 
— United States. 
Compendium of principal energy re- 
search and development legislation., 
80-13313 


Principal energy research and develop- 
ment legislation enactments and 
amendments through the 95th Congress 
affecting the Department of Energy : 
report /, 80-13313 


Energy development — Social aspects. 
A framework for detailed site-specific 
studies of local socioeconomic impacts 
from energy development /, 80-11787 


Energy development — United States. 
The acceptable replacement of imported 
oil with coal : the staff report to the 
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President’s Commission on Coal., 80- 
12630 


Energy resources technical training and 
development programs for American 
Indians /, 80-11796 


The geothermal loan guarantee program : 
need for improvements /, 80-12314 


Energy industries — Location. 
A framework for detailed site-specific 
studies of local socioeconomic impacts 
from energy development /, 80-11787 


Energy industries — United States — 
Vocational guidance. 
Energy resources technical training and 
development programs for American 
Indians /, 80-11796 


Energy policy — International cooperation. 
An act to amend the Energy policy and 
conservation act to extend certain au- 
thorities relating to the international 
energy program, and for other pur- 
poses., 80-12872 


An act to amend the Energy policy and 
conservation act to extend for two 
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products of selected materials for solar 
heating and cooling /, 80-12115 


Fluorimetry. 
An antomated fluorometer for uranium 
analysis /, 80-12224 


Fly-wheels. 
Evaluation of selected drive components 


for a flywheel powered commuter ve- 
hicle /, 80-12103 


Food — Labeling. 
FDA 1978 consumer 
survey /, 80-12435 


Food — Labeling — Public opinion. 
FDA 1978 consumer food 
survey /, 80-12435 


Food — Periodicals. 
What’s to eat? and other questions kids 
ask about food, 80-11229 


food labeling 


labeling 





Yearbook of agriculture., 80-11229 


Food, Freeze-dried — Packing. 
Procedures to minimize mechanical 
damage to freeze-dried foods /, 80- 
11742 


Food adulteration and inspection — 
Periodicals. 
List of chemical compounds, authorized 
for use under USDA inspection and 
grading programs., 80-11235 


Food industry and trade — United States. 
The U.S. food and tobacco manufactur- 
ing industries : market structure, struc- 
tural change, and economic perform- 
ance /, 80-11249 


Food prices — United States. 
Developments in marketing spreads for 
food products in 1979 /, 80-11247 


Food relief — Law and legislation — United 

States. 

Food and nutrition program optional 
consolidation and reorganization act of 
1979 : hearing before the Subcommittee 
on Nutrition of the Committee on Ag- 
riculture, Nutrition, and Forestry, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 605 ... Decem- 
ber 11, 1979., 80-13140 


Food relief — United States — States. 

Food and nutrition program optional 
consolidation and reorganization act of 
1979 : hearing before the Subcommittee 
on Nutrition of the Committee on Ag- 
riculture, Nutrition, and Forestry, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 605 ... Decem- 
ber 11, 1979., 80-13140 


Food research — United States — Collected 
works. 
Selected 

12431 


technical publications., 80- 


Food stamp program — Law and legislation 

— United States. 

Food stamp act amendments of 1980 : 
report together with supplemental 
views, dissenting views, additional dis- 
senting views, and separate views ... on 
S. 1309 ...., 80-12957 


Food stamp program : hearings before 
the Subcommittee on Domestic Mar- 
keting, Consumer Relations, and Nutri- 
tion of the Committee on Agriculture, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 2412, 
H.R. 4303, and H.R. 4318 ...., 80- 
13135 


Forecasting. 


Domestic & international air cargo activi- 
ty /, 80-12760 
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Foreign trade promotion — United States. 
Review of Agricultural trade act of 1978 
: joint hearing before the Committee on 
Agriculture and the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, November 15, 1979., 80-13136 


Foreign trade regulation — United States. 
Review of the multilateral trade negotia- 
tions : hearing before the Committee 
on Agriculture, Nutrition, and Forest- 
ry, United States Senate, Ninety-sixth 
Congress, first session, May 7, 1979., 
80-13142 


Forest ecology — Alaska. 
The forest ecosystem of southeast 
Alaska., 80-11366 


Outdoor recreation and scenic resources., 
80-11366 


Forest fire research — United States. 


Fire danger and fire weather seminar., 
80-11264 


Forest fires — Law and legislation — Unites 
States — States. 
Digest of State forest fire laws /, 80- 
11290 


Forest fires — Prevention and control — 
Bibliography. 
Firefighting, prevention, and forest fires., 
80-12339 


Forest fires — United States. 
Fire! : today’s topic is fire., 80-11263 

Manually calculating fire-danger rating : 
1978 National Fire-Danger Rating 
System /, 80-11362 

The National Fire-Danger 
System, 1978 /, 80-11361 

Predicting slash depth for fire modeling / 

80-11334 


Today’s topic is fire., 


Rating 


80-11263 


Forest fires — United States — Prevention 
and control. 
Fire danger and fire weather seminar., 
80-11264 


Mathematical analysis of forest fire sup- 
pression /, 80-11335 


Forest management — California. 
Growth of planted ponderosa pine 
thinned to different stocking levels in 
northern California /, 80-11339 


Forest management — Idaho. 
Management alternatives for the Dia- 
mond Creek Planning Unit : Caribou 
National Forest., 80-11256 


Forest management — New Mexico. 
New Mexico forest practices : guidelines 
/, %80-11308 
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Forest management — Oregon — 


Impact of change on the management of 
private forest lands in the Northwest., 
80-11265 


Proceedings : the impact of change on 
the management of private forest lands 
in the Northwest : Northwest Private 
Forestry Forum, held at the Western 
Forestry Center, March 29-31, 1978., 
80-11265 


Forest management — Southern States — 

Congresses. 

Proceedings : a symposium on principles 
of maintaining productivity on pre- 
pared sites : Mississippi State Universi- 
ty, March 21-22, 1978 /, 80-11283 


Forest management — United States. 
An assessment of the forest and range 
land situation in the United States., 
80-11266 


Computing average skidding distance for 
logging areas with irregular boundaries 
and variable log density /, 80-11374 

Management of eastern hardwood forests 
for multiple benefits (DYNAST-MB) /, 
80-11340 

Miscellaneous public lands, national 
forest and park related proposals : 
hearing before the Subcommittee on 
Parks, Recreation, and Renewable Re- 
sources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... October 15, 1979., 80-13209 


Forest management — United States — 
Handbooks, manuals, etc. 
Handbook for predicting residue weights 
of Pacific Northwest conifers /, 80- 
11370 


Forest management — West Virginia. 
Wildlife habitat management for the na- 
tional forests in West Virginia. 80- 
11296 


Forest products — Maine — Directories. 
Maine’s secondary wood industry : a uti- 
lization summary and directory /, 80- 
11272 


Forest reserves. 
Recreation site examinations : Gunnison 
National Forest : Cebolla and Taylor 
River Ranger Districts /, 80-11378 


Forest reserves — Alaska. 
Facts on lands in the national forests of 
Alaska., 80-11251 


Forest reserves — California. 
Timber harvest scheduling study : Six 
Rivers National Forest /, 80-11292 


Forest reserves — United States. 
Additions to the National Wilderness 
Preservation System : joint oversight 


Page I-512 





hearings before the Subcommittee on 
Public Lands, Committee on Interior 
and Insular Affairs, and the Subcom- 
mittee on Forests, Committee on Agri- 
culture, House of Representatives, 
Ninety-sixth Congress, first session ... 
80-13278 


Evaluation of reforestation and timber 
stand improvement on the national for- 
ests. 80-11284 


National forest land ownership : 
questions and answers., 80-11271 


some 


Forest reserves — United States — 
Recreational use. 
An assessment of the forest and range 
land situation in the United States., 
80-11266 


Forest reserves — Washington (State) — 
Recreational use. 
Recreational impact on wildlands : con- 
ference proceedings : October 27-29, 
1978, Seattle, Washington /, 80-11297 


Forest roads — Montana. 
Cost, performance, and esthetic impacts 
of an experimental forest road in Mon- 
tana /, 80-11333 


Forest surveys — Oregon. 

A technique for identifying treatment op- 
portunities from western Oregon and 
Washington forest survey plots /, 80- 
11369 


Forest surveys — United States — Collected 
works. 

Nonparametric statistical procedures for 

comparing two populations, 80-12542 


Resource inventory notes., 80-12542 


Forest surveys — United States — 
Statistical methods. 
Nonparametric statistical procedures for 
comparing two populations, 80-12542 


Resource inventory notes., 80-12542 


Forest surveys — Washington (State) 

A technique for identifying treatment op- 
portunities from western Oregon and 
Washington forest survey plots /, 80- 
11369 


Forest thinning. 
An evaluation survey procedure for 
dwarf mistletoe in proposed thinning 
projects /, 80-11257 


Forests and forestry — Alaska. 
The forest ecosystem of southeast 
Alaska., 80-11366 


Outdoor recreation and scenic resources., 
80-11366 


Forests and forestry — Congresses. 
The eighth World Forestry Congress., 
80-11299 
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Forests and forestry — Hawaii — Statistics. 
Hawaii’s timber resources, 1970 /, 80- 
11355 


Forests and forestry — Mississippi — 
Statistics. 
Forest statistics for Mississippi counties /, 
80-11358 


Forests and forestry — Montana. 
Grassland and shrubland habitat types of 
western Montana /, 80-11363 


Forests and forestry — Oregon. 

A technique for identifying treatment op- 
portunities from western Oregon and 
Washington forest survey plots /, 80- 
11369 


Forests and forestry — South Carolina — 
Statistics. 
Forest statistics for the Piedmont of 
South Carolina, 1977 /, 80-11356 


South Carolina’s forests /, 80-11357 


Forests and forestry — Southern States — 

Congresses. 

Proceedings : a symposium on principles 
of maintaining productivity on pre- 
pared sites : Mississippi State Universi- 
ty, March 21-22, 1978 /, 80-11283 


Proceedings second Symposium on 
Southeastern Hardwoods, April 20-22, 
1977, Dothan, Alabama., 80-11268 


Forests and forestry — United States. 
MISSING : a computer program for the 
maximum likelihood estimates of the 
parameters of the multivariate linear 
model with incomplete measurements / 
, 80-11365 


Forests and forestry — United States — 
Pictorial works. 
Photo series for quantifying forest resi- 
dues in the Sierra mixed conifer type, 
Sierra true fir type /, 80-11368 


Forests and forestry — United States — 
Statistics. 
Forest statistics of the U.S., 1977 : review 
draft, all data subject to revision., 80- 
11289 


Forests and forestry — Washington (State) 
A technique for identifying treatment op- 
portunities from western Oregon and 
Washington forest survey plots /, 80- 
11369 


Forging. 
Test and demonstration of a high per- 
formance slot furnace /, 80-11883 


FORTRAN (Computer program language) 
New FORTRAN computer programs to 
acquire and process isotopic mass spec- 
trometric data /, 80-12074 


PIE, a Fortran subroutine for plotting 
circles, concentric circles, pie charts 
and shaded pie charts /, 80-11993 
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Fraud — United States. 
False claims act amendments of 1980 : 
report to accompany S. 1981., 80- 
13072 


Fraud in government : hearing before the 
Task Force on Government Efficiency 
of the Committee on the Budget, 
House of Representatives, Ninety-sixth 
Congress, first session, October 30, 
1979., 80-13172 


Free piston engines. 
Free-piston stirling engine demonstrator 
test plan., 80-11879 


Fremont National Forest, Or. 
Soil resource inventory, Fremont Nation- 
al Forest, Pacific Northwest Region /, 
80-11288 


Fremont National Forest, Or. — Maps. 
Fremont National Forest, Oregon /, 80- 
11301 


Fruit — United States — Marketing. 
A guide for U.S. exporters of fresh and 
processed fruits and vegetables to 
Japan., 80-11419 


Marketing agreements and orders for 
fruits and vegetables., 80-11237 


Fuel — United States. 

Fuel allocation : hearing before the Sub- 
committee on Governmental Efficiency 
and the District of Columbia of the 
Committee on Governmental Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, June 12, 1979., 80- 
13252 


Fuel — United States — Costs. 
Economic analysis of wood- or bark-fired 
systems /, 80-11359 


Functional differential equations. 
Appendices to “On the dependence of 
necking upon loading history” /, 80- 
12216 


Furnaces — Energy conservation. 
Test and demonstration of a high per- 
formance slot furnace /, 80-11883 


Furnaces — Fuel consumption — 

Handbooks, manuals, etc. 

Brookhaven National Laboratory burner- 
boiler/furnace efficiency test project : 
annual fuel use and efficiency reference 
manual : hydronic equipment /, 80- 
11856 


Fusion. 
Fabrication and properties of conductors 
for fusion magnets /, 80-11871 


Fusion power program., 80-11804, 80- 


11805 


Fusion reactors. 
Oak Ridge TNS program : reference 
design and program plan for a TNS 
ECH startup system /, 80-12043 





Oak Ridge TNS program : technical 
needs assessment /, 80-12042 


The removal of tritium from fusion reac- 
tor blankets /, 80-11841 


Thin low Z coatings for plasma devices / 
, 80-11798 


Waste management procedures for 
fusion-based central power stations /, 
80-11835 


Fusion reactors — Congresses. 

Argonne National Laboratory papers pre- 
sented at Third ANS Topical Meeting 
on the Technology of Controlled Nu- 
clear Fusion, May 9-11, 1978, Santa Fe, 
New Mexico., 80-11800 


Fusion reactors — Design and construction. 
The effects of Fe-Ni-Co-V structural 
alloys on fusion reactor neutronic per- 
formance /, 80-12023 


Fusion reactors — Safety measures. 
Fusion reactor safety studies, fy 1977 /, 
80-11799 


G 


The fluid coupled plate (FCP) gage, 80- 
12116 


Galvanizing. 
Hot-dipped tin-zinc on U-0.75 w/o Ti /, 
80-12168 


Gamma rays. 
Cross sections for the Ti(n,xn) and 
Ti(n,xOT1) reactions between 1 and 20 
MeV /, 80-12087 


Garden lighting. 
Indoor gardening : artificial lighting, ter- 
rariums, hanging baskets, and plant se- 
lection /, 80-11245 


Gardens — United States — Equipment and 
supplies. 
Indoor gardening : artificial lighting, ter- 
rariums, hanging baskets, and plant se- 
lection /, 80-11245 


Gas. 
Feasibility study of coal slag based glass- 
es for hot gas clean-up /, 80-12198 


Gas — Analysis. 
The effect of processing steps on the 
thermal desorption of MC42949 A 
piece-parts and tooling /, 80-12152 


Gas — Pipe lines. 
Technology characterization, high Btu 
gas transmission /, 80-11789 


Gas, Natural — New Orleans — Pipe lines 
— Accidents. 
Pipeline accident report : Southern Natu- 
ral Gas Company rupture and fire of a 
14-inch gas transmission pipeline south- 
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east of New Orleans, Louisiana, July 
15, 1979., 80-12711 


Southern Natural Gas Company rupture 
and fire of a 14-inch gas transmission 
pipeline southeast of New Orleans, 
Louisiana, July 15, 1979., 80-12711 


Gas, Natural — Pipe lines. 
Technology characterization, high Btu 
gas transmission /, 80-11789 


Gas, Natural — Transportation. 
Technology characterization, high Btu 
gas transmission /, 80-11789 


Gas, Natural, in submerged lands — United 
States — Collected works. 
Research and development program for 
Outer Continental Shelf oil and gas op- 
erations, technical report., 80-12524 


Gas and oil engines — Statistics. 
Census of manufactures (1977), 80-11453 


Engines and turbines and farm machinery 
and equipment., 80-11453 


Industry series, engines and turbines and 
farm machinery and equipment., 80- 
11453 


1977 census of manufactures : industry 
series, engines and turbines and farm 
machinery and equipment : 3511, tur- 
bines and turbines generator sets : 3519, 
internal combustion engines, N.E.C. : 
3523, farm machinery and equipment : 
3524, lawn and garden equipment., 
80-11453 


Gas as fuel. 

Development of combustion data to uti- 
lize low-Btu gases as industrial process 
fuels /, 80-11917, 80-11918, 80- 
11919, 80-11920 


Flat-flame burner., 


Gas-burners. 
Development of combustion data to uti- 
lize low-Btu gases as industrial process 
fuels /, 80-11917, 80-11918 


Flat-flame burner., 80-11918 
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Gas chromatography. 
The effect of processing steps on the 
thermal desorption of MC42949 A 
piece-parts and tooling /, 80-12152 


Gas cooled reactors. 
Advanced gas cooled nuclear reactor ma- 
terials evaluation and development pro- 
gram /, 80-11881 


Advanced gas cooled nuclear reactor ma- 
terials evaluation and development pro- 
gram : topical report : selection of can- 
didate alloys /, 80-11880 


Detection of hydrogen buildup in initially 
pure nonhydrogenous liquids /, 80- 
12015 
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Distribution of fission products in Peach 
Bottom HTGR fuel element FO03-01 /, 
80-12002 


GCFR radial blanket and shield epxeri- 
ment objectives, preanalysis, and 
specifications /, 80-12073 


High-temperature gas-cooled _ reactor 
base-technology program /, 80-12084 


HTGR base technology program, fueled 
graphite development., 80-12085 


Performance of HTGR fuel in HFIR 
capsule HT-33 /, 80-12085 


Preliminary draft, environmental impact 
statement for hot engineering test proj- 
ect at Oak Ridge National Laboratory 
/, 80-12019 


Gas-turbines. 
Combined cycle research program., 80- 
11983 


Gas-turbines. power-plants. 
Combined cycle research program., 80- 
11983 


Gases, Asphyxiating and poisonous — War 
use, 

Use of chemical agents in Southeast Asia 
since the Vietnam war : hearing before 
the Subcommittee on Asian and Pacific 
Affairs of the Committee on Foreign 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session, 
December 12, 1979., 80-13225 


Gasoline — Analysis. 
Motor gasolines, winter 1978-79 /, 80- 
11825 


Gasoline — Prices — New York (State) 

Gasoline shortages and price increases : 
hearing before the Subcommittee on 
General Oversight and Minority Enter- 
prise of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
sixth Congress, first session, Buffalo, 
N.Y., July 5, 1979., 80-13336 


Gasoline pump industry — United States. 

Gasoline retail marketing practices : hear- 
ings before the Subcommittee on Anti- 
trust and Restraint of Trade Activities 
Affecting Small Business of the Com- 
mittee on Small Business, House of 
Representatives, Ninety-sixth Congress, 
first session ...., 80-13337 


Gasoline research. 

Research guidance studies to access gaso- 
line from coal by methanol-to-gasoline 
and sasol-type Fischer-Tropsch tech- 
nologies : final report /, 80-11914 


Gasoline supply —- New York (State) 
Gasoline shortages and price increases : 
hearing before the Subcommittee on 
General Oversight and Minority Enter- 
prise of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
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sixth Congress, first session, Buffalo, 
N.Y., July 5, 1979., 80-13336 


Gaza, Rolando Rivera, 1951- 
Rolando R. Gaza, Teresita C. Gaza, and 
Rolynne Therese Gaza : report to ac- 
company H.R. 1619., 80-12935 


Gaza, Rolynne Therese. 
Rolando R. Gaza, Teresita C. Gaza, and 
Rolynne Therese Gaza : report to ac- 
company H.R. 1619., 80-12935 


Gaza, Teresita Condes, 1955- 
Rolando R. Gaza, Teresita C. Gaza, and 
Rolynne Therese Gaza : report to ac- 
company H.R. 1619., 80-12935 


Gelation. 
Gel-sphere-pac activities for the fuel refa- 
brication and development program., 
80-12048 


Generation of geometric forms — Computer 


programs. 
FFCG, a free-form input combinatorial 
geometry package /, 80-11992 


Geochemistry — Yellowstone National Park. 

Chemical studies of selected trace ele- 

ments in hot-spring drainages of Yel- 
lowstone National Park /, 80-12512 


Geodynamics. 
A review of earthquake vibratory ground 
motion intensity attenuation relation- 
ships : topical report /, 80-12102 


Geography — Bibliography. 
Foreign area studies., 80-12349 


Geology — Alaska — Umiat region. 

A study of reservoir characteristics of the 
Nanushuk and Colville groups, Umiat 
test well 11, National Petroleum Re- 
serve in Alaska /, 80-12508 


Geology — Great Basin. 
Biostratigraphic zonation of the Park 
City group., 80-12520 


Murdock Mountain formation, a new unit 
of the Permian Park City group., 80- 
12520 


Stratigraphy of Park City group equiv- 
alents in southern Idaho, northeastern 
Nevada, and northwestern Utah., 80- 
12520 


Studies of the Permian Phosphoria forma- 
tion and related rocks, Great Basin- 
Rocky Mountain region /, 80-12520 

Transgression of the retort phosphatic 
shale member of the Phosphoria forma- 
tion (Permian) in Idaho, Montana, 
Utah, and Wyoming., 80-12520 

Geology — Nebraska — Sand Hills region. 

Geologic and paleoecologic studies of the 

Nebraska Sand Hills., 80-12517 
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Geology — Rocky Mountain region. 
Biostratigraphic zonation of the Park 
City group., 80-12520 


Murdock Mountain formation, a new unit 
of the Permian Park City group., 80- 
12520 


Stratigraphy of Park City group equiv- 
alents in southern Idaho, northeastern 
Nevada, and northwestern Utah., 80- 
12520 


Studies of the Permian Phosphoria forma- 
tion and related rocks, Great Basin- 
Rocky Mountain region /, 80-12520 


Transgression of the retort phosphatic 
shale member of the Phosphoria forma- 
tion (Permian) in Idaho, Montana, 
Utah, and Wyoming., 80-12520 


Geology — Sierra Nevada Mountains. 
Paleozoic and Mesozoic deformations in 
the central Sierra Nevada, California /, 
80-12519 


Geology — United States. 

Background information to accompany 
the atlas of some metal and nonmetal 
mineral provinces in the conterminous 
United States /, 80-12505 


Jurassic paleobiogecgraphy of the conter- 
minous United States in its continental 
setting /, 80-12514 


Geology — Wyoming — Park County. 
Geology and mineral resources of the 
North Absaroka Wilderness and vicini- 
ty, Park County, Wyoming /, 80- 
12500 


North Absaroka Wilderness and vicinity, 
Park County, Wyoming., 80-12500 


Geology, Stratigraphic — Cretaceous. 
Factors that localized uranium deposition 
in the Dakota Sandstone, Gallup, and 
Ambrosia Lake mining districts, Mc- 
Kinley County, New Mexico /, 80- 
12504 


Geology, Stratigraphic — Jurassic. 
Jurassic paleobiogeography of the conter- 
minous United States in its continental 
setting /, 80-12514 


Geology, Stratigraphic — Mesozoic. 

Age and structural significance of ophio- 
lite and adjoining rocks in the upper 
Chulitna district, south-central Alaska / 
, 80-12518 


Geology, Stratigraphic — Paleozoic. 

Age and structural significance of ophio- 
lite and adjoining rocks in the upper 
Chulitna district, south-central Alaska / 
, 80-12518 


Geology, Stratigraphic — Permian. 
Biostratigraphic zonation of the Park 
City group., 80-12520 
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Murdock Mountain formation, a new unit 
of the Permian Park City group., 80- 
12520 


Stratigraphy of Park City group equiv- 
alents in southern Idaho, northeastern 
Nevada, and northwestern Utah., 80- 
12520 


Studies of the Permian Phosphoria forma- 
tion and related rocks, Great Basin- 
Rocky Mountain region /, 80-12520 


Transgression of the retort phosphatic 
shale member of the Phosphoria forma- 
tion (Permian) in Idaho, Montana, 
Utah, and Wyoming., 80-12520 


Geology, Stratigraphic — Quaternary. 

Preliminary correlation of post-Erie inter- 
stadial events (16,000-10,000 radiocar- 
bon years before present), central and 
eastern Great Lakes region, and 
Hudson, Champlain, and St. Lawrence 
Lowlands, United States and Canada /, 
80-12516 


Geology, Structural. 
Black shale gas production., 80-12089 


Quarterly progress report /, 80-12089 


Georgia — Climate — Statistics — 
Periodicals, 
Climatological data, annual summary., 
80-11590 


Geothermal engineering. 

Impact of geothermal energy exploration 
on the Targhee National Forest : hear- 
ing before the Subcommittee on Envi- 
ronment, Soil Conservation and Forest- 
ry of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, July 16, 1979., 80-13141 


Report of the Workshop on Advanced 
Geothermal Drilling and Completion 
Systems /, 80-12175 


Research and development of improved 
geothermal well logging techniques, 
tools and components (current projects, 
goals and status) : final report /, 80- 
12106 


Geothermal engineering — Environmental 
aspects — California. 
An environmental overview of geother- 
mal development : the Geysers-Calis- 
toga KGRA /, 80-12223 


Geothermal power plants. 
Alternate materials of construction for 
geothermal pplications., 80-11842, 
80-11860, 80-11872, 80-11878 


Cementing of geothermal wells., 
11839, 80-11855, 80-11870 
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An environmental overview of geother- 
mal development : the Geysers-Calis- 
toga KGRA /, 80-12223 
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Geothermal resources — Idaho. 

Impact of geothermal energy exploration 
on the Targhee National Forest : hear- 
ing before the Subcommittee on Envi- 
ronment, Soil Conservation and Forest- 
ry of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, July 16, 1979., 80-13141 


Geothermal resources — Law and legislation 

— United States. 

Omnibus geothermal energy legislation : 
hearing before the Subcommittee on 
Energy Research and Production of 
the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-sixth Congress, first session, 
November 2, 1979., 80-13328 


Geothermal resources — United States. 
The geothermal loan guarantee program : 
need for improvements /, 80-12314 


Geothermal resources — Virginia. 
Atlantic Coastal Plain geothermal test 
holes, Virginia : hole completion re- 
ports /, 80-11990 


Gifford Pinchot National Forest, Wash. 
Action plan., 80-11280 


Resource development proposals 1979- 
1983., 80-11280 


Gila Wilderness Area, N.M. 
A brief history of the Gila Wilderness., 
80-11302 


Girl Scouts — Periodicals. 
Annual report - Girl 
U.S.A., 80-12800 


Scouts of the 


Girl Scouts of the United States of America 
— Periodicals. 
Annual report - Girl 
U.S.A., 80-12800 


Glass. 
Studies and testing of antireflective (AR) 
coatings for soda-lime glass final 
report /, 80-11891 


Scouts of the 


Glass waste — Recycling. 
Development of a glass polymer compos- 
ite sewer pipe from waste glass /, 80- 
11861 


Glomar Challenger (Ship) 

Initial reports of the Deep Sea Drilling 
Project : a project planned by and car- 
ried out with the advice of the Joint 
Oceanographic Institutions for Deep 
Earth Sampling (JOIDES) /, 80- 
12617, 80-12618 


Government attorneys — United States. 

An act to amend title 28 of the United 
States Code to allow the United States 
attorney and assistant United States at- 
torneys for the Eastern District of New 
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York to reside within twenty miles of 
the district., 80-12864 


Amending title 28 of the United States 
Code to allow the United States attor- 
ney and assistant United States attor- 
neys for the Eastern District of New 
York to reside within twenty miles of 
the district : report to accompany H.R. 
3959., 80-12831 


Amendment to section 545(a) of title 28 
of the United States Code to allow the 
United States attorney and assistant 
United States attorneys for the Eastern 
District of New York to reside within 
20 miles of the District : report to ac- 
company S. 567., 80-12893 


Government communication systems. 
Conserve energy - travel by phone., 
12392 


80- 


Government contracts. 
Improving the productivity of Federal 
payment centers could save millions : 
report to the Congress /, 80-12317 


Government information — United States. 
Congressional record., 80-13260 


H.R. 5424, National publications act of 
1979 : introductory remarks, changes 
and modifications to H.R. 4572 em- 
bodied in new version (H.R. 5424), sec- 
tion-by-section analysis of H.R. 5424 /, 
80-13260 


National publications act of 1979., 
13260 


National publications act of 1980 : report 
/, 80-12985 


80- 


Government lending — United States. 
Control of Federal credit programs : 
hearings before the Task Force on 
Budget Process of the Committee on 
the Budget, House of Representatives, 
Ninety-sixth Congress, first session, 
November 13 and 14, 1979., 80-13171 


Government liability — United States. 

Amendment of the Federal tort claims 
act : hearings before the Subcommittee 
on Administrative Law and Govern- 
mental Relations of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion ...., 80-13281 


Federal tort claims act., 80-13281 


Government National Mortgage Association. 
The GNMA-guaranteed passthrough se- 
curity : market development and impli- 
cations for the growth and stability of 
home mortgage lending /, 80-12311 


Government National Mortgage Association 
— Auditing and inspection — Periodicals. 
Examination of financial statements, Gov- 

ernment National Mortgage Associ- 
ation., 80-12937 
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Government publications — Bibliography. 
Adult education., 80-12355 


Africa., 80-12363 


Alcohol, tobacco, and firearms., 
12358 


Alcoholism., 80-12351 
Astronomy and astrophysics., 
Birds., 80-12352 


Board of Tax Appeals and Tax Court 
reports., 80-12336 


Budget of the United States government, 
fiscal year 1981, and economic report 
of the President, January 1980., 80- 
12354 


Building science series., 


80- 


80-12343 


80-12347 
Congressional directory., 80-12356 
Conservation., 80-12357 
Educational statistics, 80-12340 
Engineering., 80-12346 


Firefighting, prevention, and forest fires., 
80-12339 
Floriculture., 80-12334 
Foreign area studies., 80-12349 

Fossils., 80-12348 


Internal Revenue cumulative bulletins., 
80-12335 


Irrigation and drainage., 80-12341 
80-12338 
80-12345 

Mammals and reptiles., 80-12337 
National and world economy., 80-12342 


Occupational outlook handbook., 80- 
12361 


Rural Electrification Administration 
(REA) forms and bulletins., 80-12350 


Securities and investments., 80-12364 


Smithsonian Institution popular publica- 
tions., 80-12359 


Space, rockets and satellites., 
Subversive activities., 80-12360 
Supreme Court reports., 80-12333 


United States Air Force manuals., 
12353 


United States intelligence activities., 
12362 


United States postage stamps., 
80-12344 


Juvenile delinquency., 
Law enforcement., 


80-12365 


80- 
80- 
80-12332 

Wildlife management., 
Government publicity — United States. 


Federal information center (FIC) oper- 
ations., 80-12367 


Government purchasing — United States — 


Periodicals. 
General Services Administration annual 
report., 80-12366 
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Index of Federal specifications, standards 
and commercial item descriptions., 
80-12370 


Government spending policy — United 

States. 

“Hurry-up” spending : hearing before the 
Subcommittee on Oversight of Gov- 
ernment Management of the Commit- 
tee on Governmental Affairs, United 
States Senate, Ninety-sixth Congress, 
first session ...., 80-13258 


Issues in Federal finance : hearings before 
the Special Study on Economic 
Change of the Joint Ecomomic Com- 
mittee, Congress of the United States, 
Ninety-Sixth Congress, first session, 
July 25 and 27, 1979., 80-13189 


Grain. 

Variable levies : barriers to grain imports 
in France, the Netherlands, Federal 
Republic of Germany, and United 
Kingdom /, 80-11438 


Grain elevators — United States — 

Accidents. 

Oversight of the Occupational Safety and 
Health Administration with respect to 
grain elevator fires and explosions., 
80-13198 


A staff report on the oversight of the 
Occupational Safety and Health Ad- 
ministration with respect to grain ele- 
vator fires and explosions /, 80-13198 


Grain elevators — United States — Fires 
and fire prevention. 

Oversight of the Occupational Safety and 
Health Administration with respect to 
grain elevator fires and explosions., 
80-13198 


A staff report on the oversight of the 
Occupational Safety and Health Ad- 
ministration with respect to grain ele- 
vator fires and explosions /, 80-13198 


Grants-in-aid — United States — 

Accounting. 

Improved grant auditing and 
of findings could save the 
forcement 
millions : 
80-12318 


resolution 
Law En- 
Assistance Administration 
report to the Congress /, 


Grants-in-aid — United States — 
Management. 
Managing Federal assistance in the 1980’s 
: a report to the Congress of the 
United States pursuant to the Federal 
grant and cooperative agreement act of 
1977 (Pub. L. 95-224)., 80-12646 


Grants-in-aid — United States — States — 
Statistics — Periodicals. 


Federal aid to States., 80-12696 


Graphite, Effect of radiation on. 
HTGR base technology program, fueled 
graphite development., 80-12085 
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Performance of HTGR fuel in HFIR 
capsule HT-33 /, 80-12085 


Grasses — Arizona — Identification. 
A vegetative key to some common Ari- 
zona range grasses /, 80-11373 


Grasslands — Montana. 
Grassland and shrubland habitat types of 
western Montana /, 80-11363 


Great Lakes. 
Establishment of international 
Lakes datum (1955) /, 80-11728 


Great 


Great Lakes — Water level. 
Establishment of international 
Lakes datum (1955) /, 80-11728 


Great 


Great Lakes Environmental Research 
Laboratory. 
Detailed technical plan for GLERL, 80- 
11629 
Detailed technical plan for the Great 
Lakes Environmental Research Labo- 
ratory., 80-11629 


Greece — Commerce. 


Marketing in Greece, 80-11641 


Overseas business reports., 80-11641 


Green River Lake, Ky. 
Operation Green River /, 80-11731 


Grouting. 


Borehole plugging-materials development 
program /, 80-12117 


Growth (Plants) — Mathematical models. 
Some sensitivity studies of chemical 
transport simulated in models of the 

soil-plant-litter system /, 80-12051 


Gunnison National Forest, Colo. 
Recreation site examinations : Gunnison 
National Forest : Cebolla and Taylor 
River Ranger Districts /, 80-11378 


H 


Hair dryers. 


CPSC bulletin : final list., 80-13085 


Hamiltonian systems. 
Guilding-center Hamiltonian for figure-8 
particles in axisymmetric field-reversed 
configuration /, 80-12092 


Handicapped — Employment — United 
States. 
Ability counts 
80-12645 


Citation for meritorious service., 
12640 


Employer’s Merit Award., 


: survey writing contest., 
80- 


80-12638 


John E. Fogarty public personnel award., 
80-12642 


Physician’s award., 80-12641 
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The President Trophy awarded to the 
Handicapped American of the Year., 
80-12644 


Survey writing contest., 80-12645 


The two Employer of the Year awards., 
80-12639 


Handicapped — Recreation. 
Recreation is for handicapped people /, 
80-12643 


Handicapped — United States — 

Transportation. 

Airport terminals and the physically 
handicapped., 80-12754 


Handicapped children — Education — 
United States. 
Education for all handicapped children 
act., 80-13197 


Oversight of Public Law 94-142—the 
Education for all handicapped children 
act : hearings before the Subcommittee 
on Select Education of the Committee 
on Education and Labor, House of 
Representatives, Ninety-sixth Congress, 
first session ...., 80-13197 


Handicapped children — Legal status, laws, 
etc, — United States. 

Services program for disabled and blind 
children under the SSI program 
report to accompany H.R. 4612., 80- 
12829 


Hardwoods — Minnesota. 
A provisional assessment of triclopyr her- 
bicide for use in Lake States’ forestry / 
80-11337 


Hardwoods — Southern States — 
Congresses. 
Proceedings second Symposium on 
Southeastern Hardwoods, April 20-22, 
1977, Dothan, Alabama., 80-11268 


Hardwoods — United States. 
Management of eastern hardwood forests 


for multiple benefits (DYNAST-MB) /, 
80-11340 


Hawaii — Climate — Statistics — 
Periodicals. 
Climatological data, annual summary., 

80-11591 

Hawk (Missile) — Maintenance and repair 
— Handbooks, manuals, etc. 

Improved Hawk fire control repairer., 
80-11709, 80-11710 


Improved Hawk pulse radar repairer., 
80-11711, 80-11712 


Hazardous substances — Graphic methods. 
Chemical hazards response information 
system., 80-12765 


CHRIS : [chemical hazards response in- 
formation system]., 80-12765 








Hazardous chemical data, enclosure: 
graphs of temperature-dependent physi- 
cal properties., 80-12765 


Hazardous substances — Toxicology. 
Hazards of organic working fluids /, 80- 
11846 


Hazardous substances — United States — 
Transportation — Accidents. 
Accident performance of tank car safe- 
guards., 80-12704 


Special investigation report : the accident 
performance of tank car safeguards., 
80-12704 


Hazardous wastes — United States. 
Hazardous waste disposal : report togeth- 
er with additional and separate views / 
, 80-13265 


Head — Cancer. 
Management guidelines for head and 
neck cancer /, 80-12411 


Health education — Audio-visual aids. 
Instructional materials for health profes- 
sional education /, 80-12426 


Health facilities — Planning — United 
States. 
A study of space planning criteria devel- 
opment procedures, Veterans Adminis- 
tration facilities., 80-12780 


Health facilities — United States — Charts, 
diagrams, etc. 
Health in the United States : chartbook /, 
80-12442 


Health facilities — United States — 
Statistics — Periodicals. 
The Nation’s use of health resources., 
80-12443 


*Health Facilities — utilization — U. S. — 
peridicals. 
The Nation’s use of health resources., 
80-12443 


*Health Facilities — utilization — U. S. — 
statistics. 
The Nation’s use of health resources., 
80-12443 


*Health Manpower — utilization — U. S. — 
periodicals. 

The Nation’s use of health resources., 
80-12443 


*Health Manpower — utilization — U. S. — 
statistics. 
The Nation’s use of health resources., 
80-12443 


Health planning — United States. 
A study of space planning criteria devel- 
opment procedures, Veterans Adminis- 
tration facilities, 80-12780 


*Health Surveys — U. S. — periodicals. 
Nutrition surveillance., 80-12457 
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Health surveys — United States. 
Office visits by women : the National am- 
bulatory medical care survey, United 
States, 1977 /, 80-12448 


Selected genetic markers of blood and 
secretions for youths 12-17 years of 
age, United States /, 80-12446 


Serum cholesterol levels of persons aged 
4-74 years by socioeconomic character- 
istics, United States, 1971-74 /, 80- 
12447 


Heart — Diseases — Congresses. 
Proceedings of the Workshop on Percu- 
taneous Transluminal Coronary Angio- 
plasty., 80-12416 


Heat — Conduction — Mathematical 
models. 
Heat conduction from a sphere to an infi- 
nite external region /, 80-12166 


Heat — Conduction — Measurement. 
Preliminary results report Conasauga 
near surface heater experiment /, 80- 
12171 


Heat — Measurement. 

Description, calibration, and preliminary 
testing of the coal liquefaction heat 
transfer coefficient measurement test 
unit /, 80-11779 


Heat — Transmission. 
Heat loss reduction techniques for annu- 
lar solar receiver designs /, 80-12143 


Heat exchangers — Mathematical models. 
Analytical modeling of a hydride heat ex- 
changer /, 80-11795 


Heat exchangers — Welding. 
State-of-the-art survey of joinability of 
materials for OTEC heat exchangers /, 
80-12005 


Heat pumps — Evaluation. 
Unitary water-to-air heat pumps /, 80- 
11782 


Heat recovery. 

District heating/cogeneration application 
studies for the Minneapolis-St. Paul 
area : executive summary, Overall feasi- 
bility and economic viability for a dis- 
trict heating/new cogeneration system 
in Minneapolis-St. Paul /, 80-12058 

Solid waste utilization - incineration with 
heat recovery /, 80-11784 


Heat storage. 

Mathematical modeling of phase change 
processes for latent heat thermal 
energy storage /, 80-11996 

Prediction of yearly fluid replenishment 
rates for hydrocarbon fluids in thermal 
energy storage systems /, 80-12182 
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Heat storage — Economic aspects. 
The peak load problem with storage 
technology /, 80-11814 


Heat-transfer media. 
Composition stability and degradation 
products of selected materials for solar 
heating and cooling /, 80-12115 


Heat-transfer media — Toxicology. 
Hazards of organic working fluids /, 80- 
11846 


Heating and ventilation industry — United 
States — Statistics — Periodicals. 
Selected heating equipment., 80-11485 


Heating from central stations. 

An assessment of the potential for district 
heating in four major eastern cities : 
Washington, D.C., Philadelphia, Balti- 
more, Boston /, 80-11807 


Heating from central stations — District of 

Columbia. 

A test case for the potential application 
of District Energy Systems using ther- 
mal energy cogenerated at existing 
electric power plants /, 80-11808 


Heating from central stations — Minnesota. 
District heating/cogeneration application 
studies for the Minneapolis-St. Paul 
area : executive summary, overall feasi- 
bility and economic viability for a dis- 
trict heating/new cogeneration system 

in Minneapolis-St. Paul /, 80-12058 


Hedlund, Nelia Ruiz, 1957- 
An act for the relief of Nelia Ruiz Hed- 
lund., 80-12999 


Nelia Ruiz Hedlund : report to accompa- 
ny H.R. 1559., 80-13044 


Helicopter pilots — Training of — United 
States. 
Undergraduate helicopter pilot training; 
consolidation could yield significant 
savings: report /, 80-12321 


Helicopters. 
V/STOLAND avionics system flight-test 
data on a UH-1H helicopter /, 80- 
12597 


Helicopters — Aerodynamics. 
Comparison of analytical and flight test 
identified aerodynamic derivatives for 
a tandem-rotor transport helicopter /, 
80-12603 


Helicopters — Airworthiness — Standards 
— United States — Periodicals. 
Airworthiness standards, normal category 

rotorcraft, 80-12741 
Airworthiness standards, transport cate- 
gory rotorcraft, 80-12742 


Federal aviation regulations., 
80-12742 


Page I-518 


80-12741, 





Heliostat — Costs. 
The solar thermal test facility heliostat 
development /, 80-12127 


Heliostat — Quality control. 
Quality assurance program for solar ther- 
mal test facility (STTF) heliostat pro- 
duction /, 80-12129 


Helium. 
Helium doping of niobium and Nb-1Zr 
by decay of dissolved tritium /, 80- 
12206 


Herbicides — Testing. 
A provisional assessment of triclopyr her- 
bicide for use in Lake States’ forestry / 
80-11337 


Hernandez, Gina Marie S., 1976- 
Gina Marie S. Hernandez : report to ac- 
company H.R. 894., 80-12848 


High temperatures. 
The Sandia Laboratory Combustion Sim- 
ulation facility /, 80-12155 


Highway engineering — Study and teaching 
— United States — Periodicals. 
Education and training information ex- 

change bulletin., 80-12735 


Hiking — California. 
Self-guided hiking tour of the historic 
Mt. Lowe Pacific Electric Railway : 
Angeles National Forest., 80-11273 


Histocompatibility antisera — Catalogs. 
NIAID catalog of tissue typing antisera., 
80-12417 


Historic sites — Law and legislation — 

United States. 

The Antiquities act and Federal land 
policy and management act amend- 
ments of 1979 : hearing before the Sub- 
committee on Parks, Recreation, and 
Renewable Resources of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 1176 ... Sep- 
tember 13, 1979., 80-13202 


Historic sites — United States — 

Periodicals. 

National Park System new area studies; 
threatened natural landmarks and na- 
tionally significant historic places., 80- 
12786 


Home care services — Law and legislation 

— United States. 

Disapproval of report on home health 
services under title XVIII, XIX, and 
XX of the Social security act /, 80- 
12816 


HEW home health report : report to ac- 
compnay S. Res. 169., 80-12912 
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Honeysuckle. 
*"Rem_ Red’ 
11239 


Amur honeysuckle., 80- 


Hospital utilization — Australia — 
Statistical services. 
The status of hospital discharge data in 
six countries /, 80-12445 


Hospital utilization — Canada — Statistical 
services. 
The status of hospital discharge data in 
six countries /, 80-12445 


Hospital utilization — England — Statistical 
services. 
The status of hospital discharge data in 
six countries /, 80-12445 


Hospital utilization — Finland — Statistical 
services, 
The status of hospital discharge data in 
six countries /, 80-12445 


Hospital utilization — France — Statistical 
services. 
The status of hospital discharge data in 
six countries /, 80-12445 


Hospital utilization — Sweden — Statistical 
services. 
The status of hospital discharge data in 
six countries /, 80-12445 


Hospital utilization — United States — 
Statistics. 
Utilization of short-stay hospitals : annual 
summary for the United States, 1978 /, 
80-12449 


Hospitals — Accounting. 

System for hospital uniform reporting 
(SHUR) : hearing before the Subcom- 
mittee on Health of the Committee on 
Finance, United States Senate, Ninety- 
sixth Congress, first session, July 26, 
1979, 80-13220 


Hospitals — Administration. 

System for hospital uniform reporting 
(SHUR) : hearing before the Subcom- 
mittee on Health of the Committee on 
Finance, United States Senate, Ninety- 
sixth Congress, first session, July 26, 
1979, 80-13220 


Hostages — Iran. 
Compensation for hostages in Iran., 80- 
13224 


International conference on Cambodia., 
80-13224 


Special Central American economic as- 
sistance : compensation for hostages in 
Iran : international conference on Cam- 
bodia : hearing and markup before the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 5954, H. 
Con. Res. 219 and 221, November 27 
and December 11, 1979., 80-13224 
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Hostages — United States. 
Compensation for hostages in Iran., 80- 
13224 


International conference on Cambodia., 
80-13224 


Special Central American economic as- 
sistance : compensation for hostages in 
Iran : international conference on Cam- 
bodia : hearing and markup before the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 5954, H. 
Con. Res. 219 and 221, November 27 
and December 11, 1979., 80-13224 


Hot springs — Yellowstone National Park. 
Chemical studies of selected trace ele- 
ments in hot-spring drainages of Yel- 

lowstone National Park /, 80-12512 


House construction — Standards — 
Handbooks, manuals, etc. 
Minimum property standards for one-and 
two-family dwellings., 80-12483 


House painting. 


Painting inside and out /, 80-11246 


House plants. 
Indoor gardening : artificial lighting, ter- 
rariums, hanging baskets, and plant se- 
lection /, 80-11245 


Household appliances, Electrical — Safety 
measures. 
Counter-top-cooking appliances 


(porta- 
ble)., 80-13091 


Housing. 
Optimizing weatherization investments in 
low-income housing : economic guide- 
lines and forecasts /, 80-11575 


Housing — District of Columbia — Finance. 
District of Columbia Housing Finance 
Agency revenue bonds : conference 
report to accompany H.R. 3824., 80- 
13076 


Housing — Finance — Congresses. 
Reducing the development costs of hous- 
ing : actions for state and local govern- 
ments : proceedings of the HUD Na- 
tional Conference on Housing Costs /, 
80-12481 


Housing — United States. 
Housing in America : the characteristics 
and uses of the annual housing survey 
/, 80-12486 


Population redistribution and changes in 
housing tenure status in the United 
States /, 80-12485 


Housing — United States — Congresses. 
Reducing the development costs of hous- 
ing : actions for state and local govern- 
ments : proceedings of the HUD Na- 
tional Conference on Housing Costs /, 
80-12481 
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Housing — United States — Finance. 

The outlook for housing and the thrifts, 
1980 : hearing before the Joint Eco- 
nomic Committee, Congress of the 
United States, Ninety-sixth Congress, 
first session, November 28, 1979., 80- 
13190 


Potential for abuse of tax code in Federal 
housing programs : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-fifth Congress, 
first session, June 19, 1979., 80-13246 


Housing surveys. 
Housing in America : the characteristics 
and uses of the annual housing survey 

/, 80-12486 


Houston, Tex. Bob Casey Federal Building— 
U.S. Courthouse. 
Bob Casey Federal 
Courthouse 
H.R. 4792., 


Building — U.S. 
report to accompany 
80-12827 


Hulver, Isaac N. 
For the relief of Isaac N. Hulver of 
Kansas City, Mo. : report to accompa- 
ny S. 442., 80-13039 


Human experimentation in medicine — 
Congresses. 
Issues in research with human subjects : a 
symposium /, 80-12405 


Human genetics — Bibliography — 
Periodicals. 
Human genetics, informational and edu- 
cational materials., 80-12437 


Human population genetics — United States 
— Statistics. 
Selected genetic markers of blood and 
secretions for youths 12-17 years of 
age, United States /, 80-12446 


Humelsine, Carlisle. 
Joint resolution providing for the ap- 
pointment of Carlisle H. Humelsine as 
a citizen regent of the Board of Re- 
gents of the Smithsonian Institution., 
80-13012 


Providing for the appointment of Carlisle 
H. Humelsine as a Citizen Regent of 
the Board of Regents of the Smithsoni- 
an Institution : report to accompany 
H.J. Res. 494., 80-13052 


Huntington, W. Va. Sidney L. Christie 
Federal Building. 
Sidney L. Christie Federal Building 
report to accompany H.R. 1298., 80- 
12825 


Hydraulic couplings. 
The fluid coupled plate (FCP) gage, 80- 
12116 
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Hydraulic engineering. 
Hydraulic fracturing as a method for the 
disposal of volatile radioactive wastes / 
, 80-12069 


Nuclear fuel and waste programs, air- 
borne waste program., 80-12069 


Hydraulic turbines. 
High pressure pumps, drivers, and energy 
recovery devises for large seawater re- 
verse osmosis plants /, 80-12065 


Hydraulics. 
iydraulic flow resistance factors for cor- 
rugated metal conduits /, 80-12733 


Hydrides — Congresses. 

Proceedings of the Hydride Storage Res- 
ervoir Symposium/Workshop : held at 
Brookhaven National Laboratory, 
Upton, New York 11973, June 20-21- 
1978 /, 80-11834 


Hydrocarbons. 
Prediction of yearly fluid replenishment 
rates for hydrocarbon fluids in thermal 
energy storage systems /, 80-12182 


Hydrodynamic weather forecasting. 
Nowcasts and short-range (0-2 hour) 
forecasts of thunderstorms and severe 
convective weather for use in air traf- 
fic control /, 80-12762 


Hydrodynamics. 

Effects of torus wall flexibility on forces 
in the Mark I BWR pressure suppres- 
sion system : extended analyses under 
SRV T-Quencher loading /, 80-12214 


Hydrogen. 
Investigation of mechanisms of hydrogen 
transfer in coal hydrogenation /, 80- 

11904 


Hydrogen as fuel. 
Electrolysis based hydrogen storage sys- 


tems /, 80-113862 
Hydrogen energy 


11854 


assessment /, 80- 


Hydrogen peroxide. 
The effect of Fe*, Cr, Ni? , and Mn? ions 
on decomposition of hydrogen perox- 
ide solution /, 80-12144 


Hydrogenation. 
Detection of hydrogen buildup in initially 
pure nonhydrogenous liquids /, 80- 
12015 


Hydrology — Research — Great Lakes 
region — Collected works. 
Detailed technical plan for GLERL, 80- 
11629 


Detailed technical plan for the Great 
Lakes Environmental Research Labo- 
ratory., 80-11629 
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Hydrothermal electric power systems. 


electric power systems. 
Grid connected integrated community 
energy system /, 80-11882 


Hymenoptera — North America. 
Catalog of hymenoptera in America 
north of Mexico /, 80-12666 


Hypertension — Study and teaching — 
Audio-visual aids. 
Audiovisual aids for high blood pressure 
education., 80-12414 


Climatological data, annual summary, 
80-11592 


Idaho — Industries. 
County business patterns., 80-11509 


Climatological data, annual summary., 
80-11593 


Image processing. 
Homomorphic processing of seismic sig- 
nals /, 80-11964 
Preprocessing of seismic signals by Haar 
decomposition and adaptive filtering 
for pattern recognition /, 80-11956 


Impedance (Electricity) 
On coaxial wire measurements of the lon- 
gitudinal coupling impedance /, 80- 
11866 


Import quotas — United States. 
Economic effects of oil import quota pro- 
posals /, 80-13353 


Incineration. 
Solid waste utilization - incineration with 
heat recovery /, 80-11784 


Income — United States. 
Consumer income., 80-11505 


Money income in 1978 of households in 
the United States, 80-11505 


Income tax — Law and legislation — United 
States. 
Fundamentals of tax preparation : course- 
book /, 80-12689 


Technical corrections act of 1979 : [an 
act to make technical corrections relat- 
ed to the Revenue act of 1978]., 80- 
13024 


Income tax — United States. 
Federal tax guide for survivors, execu- 
tors, and administrators /, 80-12694 
Guia para preparar la declaracion del im- 
puesto federal sobre ingreso personal 
guide for preparing the individual Fed- 
eral income tax return., 80-12695 
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Income tax — United States — Expenses. 
Child and disabled dependent care (in- 
cluding illustrated forms 940 and 942)., 
80-12693 


Income tax — United States — Statistics — 
Periodicals. 
Business income tax returns, 80-12690 


Corporation income tax returns., 80- 
12691 


Individual income tax returns, 80-12692 


Preliminary statistics of income., 80- 
12690, 80-12691, 80-12692 


Independent regulatory commissions — 

United States. 

Regulatory budgeting and the need for 
cost-effectiveness in the regulatory 
process : hearing before the Joint Eco- 
nomic Committee, Congress of the 
United States, Ninety-sixth Congress, 
first session, August 1, 1979., 80- 
13192 


Study on Federal regulation : prepared 
pursuant to S. Res. 71, to authorize a 
study of the purpose and current effec- 
tiveness of certain Federal agencies /, 
80-12888 


Indian Ocean — Navigation — Tables. 
Area 14, Indian Ocean, pair 
(Norway-Australia), 80-11668 


Omega table : area 14, Indian Ocean, pair 
A-G, (Norway-Australia) /, 80-11668 


Indiana — Climate — Statistics — 
Periodicals. 
Climatological data, annual summary., 
80-11594 


A-G, 


Indiana Dunes National Lakeshore, Ind. 

Indiana Dunes National Lakeshore : hear- 
ing before the Subcommittee on Parks, 
Recreation, and Renewable Resources 
of the Committee on Energy and Natu- 
ral Resources, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 599 ... September 20, 1979., 80- 
13204 


Relating to the Indiana Dunes National 
Lakeshore, and for other purposes : 
report to accompany H.R. 2742., 80- 
12841 


Indians of North America — Claims. 

An act to extend the time for commenc- 
ing actions on behalf of an Indian tribe, 
band, or group, or on behalf of an indi- 
vidual Indian whose land is held in 
trust or restricted status., 80-13020 


Extending the time for commencing ac- 
tions on behalf of an Indian tribe, band, 
or group, or on behalf of an individual 
Indian whose land is held in trust or 
restricted status : report to accompany 
S. 2222., 80-13035 


Validating the effectiveness of certain 
plans for the use or distribution of 
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funds appropriated to pay judgements 
awarded to Indian tribes or groups : 
report to accompany H.J. Res 383., 
80-12819 


Indians of North America — Employment. 
Energy resources technical training and 
development programs for American 
Indians /, 80-11796 


Indians of North America — Health and 
hygiene — Alaska. 
Illness among Indians and Alaska natives, 
1970-to-1978., 80-12423 


Indians of North America — Legal status, 
laws, etc. 

Trade between Indians and Federal em- 
ployees : hearing before the Select 
Committee on Indian Affairs, United 
States Senate, Ninety-sixth Congress, 
second session, on H.R. 3979 ... Janu- 
ary 21, 1980, Washington, D.C., 80- 
13262 


Indians of North America — Oregon — 

Reservations. 

Establishment of a Siletz Indian Reserva- 
tion : hearing before the Select Com- 
mittee on Indian Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 2055 ... January 30, 1980, 
Washington, D.C., 80-13261 


Indians of North America — Rio Grande 

Valley — Antiquities. 

A cultural resources overview of the 
middle Rio Grande Valley, New 
Mexico /, 80-11393 

Middle Rio Grande 
Mexico., 80-11393 


Valley, New 


Induction (Electricity) 
The image displacement effect in linear 
induction accelerators /, 80-12204 


Industrial health — Standards. 

An institutional plan for developing na- 
tional standards : with special reference 
to environment, safety, and health /, 
80-11564 


Industrial hygiene. 

Program for the development of physical 
and biological concepts as a basis for 
health protection criteria for the expo- 
sure of humans to metals /, 80-12072 


Survey of knowledge of hazards of 
chemicals potentially associated with 
the advanced isotope separation proc- 
esses /, 80-12055 


Industrial hygiene — Standards — United 
States. 
Coke oven emissions., 80-12573 
Industrial hygiene — United States. 
Industrial hygiene characterization of the 
photovoltaic solar cell industry /, 80- 
12458 
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Industrial safety — Standards. 

An institutional plan for developing na- 
tional standards : with special reference 
to environment, safety, and health /, 
80-11564 


Industrial security program (United States) 
— Handbooks, manuals, etc. 
Industrial security manual for safeguard- 
ing classified information., 80-11661 


Industrial statistics — Bibliography. 
Industrial statistics data finder., 
11498 


80- 


Industry — Awards. 
The two Employer of the Year awards., 
80-12639 


Industry — Code numbers. 
Standard industrial classification (SIC) 
codes., 80-11572 


Industry — Energy conservation — 

Congresses. 

Department of Energy Workshop on In- 
dustrial Energy Conservation Report- 
ing, Washington D.C., November 6 & 
7, 1978 /, 80-12100 


Industry and state. 
Small business assistance efforts overseas 
/, 80-13340 


Infant formulas. 
Infant formula : our children need better 
protection : report together with dis- 
senting views /, 80-13266 


Infant health services — United States. 
Neonatal intensive care /, 80-12429 


Infants — Nutrition. 
Infant formula : our children need better 
protection : report together with dis- 
senting views /, 80-13266 


Infants (Newborn) — Care and hygiene. 
Neonatal intensive care /, 80-12429 


Inflation (Finance) — United States. 

The dollar, inflation, and U.S. monetary 
policy : hearing before the Joint Eco- 
nomic Committee, Congress of the 
United States, Ninety-sixth Congress, 
first session, October 17, 1979., 80- 
13186 


Stagflation : hearings before the Special 
Study on Economic Change of the 
Joint Economic Committee, Congress 
of the United States, Ninety-sixth Con- 
gress, first session, April 30, and May 7 
and 9, 1979., 80-13193 


Influenza — Prevention — Congresses. 
Amantadine : does it have a role in the 
prevention and treatment of influenza?, 
80-12408 


Information services — United States. 
Federal information center (FIC) oper- 
ations., 80-12367 





Insurance, Flood Illinois Fox River Grove. 


Information services — United States — 
Periodicals. 
Annual report - National Commission on 
Libraries and Information Science, 
80-13097 


Annual report to the President and Con- 
gress - National Commission on Librar- 
ies and Information Science., 80- 
13097 


Information storage and retrieval systems — 
Directories. 
Scientific and technical, spatial, and bib- 
liographic data bases of the U.S. Geo- 
logical survey., 80-12507 


Information storage and retrieval systems — 
Materials. 

Computerized material property data in- 

formation system : by John Nardone., 
80-11663 


Information storage and retrieval systems — 
Names, Geographical — Code numbers. 
Counties and county equivalents of the 

States of the United States and the Dis- 
trict of Columbia., 80-11567 


Information storage and retrieval systems — 
Polymers and polymerization. 
Computerized material property data in- 

formation system : by John Nardone., 
80-11663 


Infra-red detectors. 
Analysis of the performance capability of 
an infrared interior intrusion detection 
/, 80-12212 


Inheritance and transfer tax — United 
States. 
Federal tax guide for survivors, execu- 
tors, and administrators /, 80-12694 


Initial value problems — Numerical 
solutions. 
Initial value integrators in BVP codes /, 
80-12128 


Insanity — Jurisprudence — United States 
Cases 


Mental retardation and the law., 
12472 


80- 


Insecticides — Testing. 
A pilot project with Orthene for control 
of the western spruce budworm, 
McCall, Idaho, 1977 /, 80-11277 


Insects — North America. 
Catalog of hymenoptera in America 
north of Mexico /, 80-12666 


Insulation (Heat) 


Recessed light fixture test facility /, 80- 
11999 


Insurance — United States — State 
supervision. 
States insurance regulation hearing 
before the Subcommittee on Antitrust, 
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Monolopy and Business Rights of the 
Committee on the Judiciary, United 
States Senate, Ninety-sixth Congress, 
first session ... October 9, 1979., 80- 
13288 


Insurance, Flood — Arizona — Mesa. 
City of Mesa, Arizona, Maricopa 
County., 80-12260 
Flood insurance study : city of Mesa, Ar- 
izona, Maricopa County., 80-12260 


Insurance, Flood — California — Cupertino. 
City of Cupertino, California, Santa Clara 
County., 80-12261 


Flood insurance study : city of Cuperti- 
no, California, Santa Clara County., 
80-12261 


Insurance, Flood — Colorado — Frisco. 
Flood insurance study : town of Frisco, 
Colorado, Summit County., 80-12262 


Town of Frisco, Colorado, Summit 
County., 80-12262 


Insurance, Flood — Georgia — Statesboro. 
City of Statesboro, Georgia, Bulloch 
County., 80-12263 


Flood insurance study : city of States- 
boro, Georgia, Bulloch County., 80- 
12263 


Clearwater County, Idaho, unincorporat- 
ed areas., 80-12264 


Flood insurance study Clearwater 
County, Idaho, unincorported areas., 
80-12264 


Insurance, Flood — Idaho — Moscow. 
City of Moscow, Idaho, Latah County., 
80-12265 


Flood insurance study : city of Moscow, 
Idaho, Latah County., 80-12265 


Insurance, Flood — Illinois — Alorton. 
Flood insurance study : village of Alor- 
ton, Illinois, St. Clair County., 80- 
12269 


Village of Alorton, Illinois, St. Clair 
County., 80-12269 


Insurance, Flood — Illinois — Dixmoor. 
Flood insurance study : village of Dix- 
moor, Illinois, Cook County., 80- 
12266 


Village of Dixmoor, 
County., 80-12266 


Illinois, Cook 


Insurance, Flood — Illinois — Fox River 

Grove. 

Flood insurance study : village of Fox 
River Grove, Illinois, McHenry 
County., 80-12268 

Village of Fox River Grove, Illinois, 
McHenry County., 80-12268 


Page I-521 





Insurance, Flood Illinois Grayslake. 


Insurance, Flood — Illinois — Grayslake. 
Flood insurance study : village of Grays- 
lake, Illinois, Lake County., 80-12267 
Village of Grayslake, Illinois, Lake 
County., 80-12267 


Insurance, Flood — Illinois — New Lenox. 
Flood insurance study : village of New 
Lenox, Illinois, Will County., 80- 
12272 


Village of New Lenox, Illinois, Will 
County., 80-12272 


Insurance, Flood — Illinois — North Pekin. 

Flood insurance study : village of North 

Pekin, Illinois, Tazewell County., 80- 
12270 


Village of North Pekin, Illinois, Tazewell 
County., 80-12270 


Insurance, Flood — Illinois — Pekin. 
City of Pekin, Illinois, Tazewell and 
Peoria Counties., 80-12271 


Flood insurance study : city of Pekin, 
Illinois, Tazewell and Peoria Counties., 
80-12271 


Insurance, Flood — Indiana — Porter. 
Flood insurance study : town of Porter, 
Indiana, Porter County., 80-12273 
Town of Porter, Indiana, Porter County., 
80-12273 


Insurance, Flood — Iowa — Lake View. 
City of Lake View, Iowa, Sac County., 
80-12274 
Flood insurance study : city of Lake 
View, Iowa, Sac County., 80-12274 


Insurance, Flood — Massachusetts — 
Lakeville. 
Flood insurance study : town of Lake- 
ville, Massachusetts, Plymouth 
County., 80-12275 


Town of Lakeville, Massachusetts, Plym- 
outh County., 80-12275 


Insurance, Flood — Michigan — 
Birmingham. 
City of Birmingham, Michigan, Oakland 
County., 80-12277 


Flood insurance study : city of Birming- 
ham, Michigan, Oakland County., 80- 
12277 


Insurance, Flood — Michigan — Casco 
(Allegan County) 
Flood insurance study 
Casco, Michigan, 
80-12276 


Township of Casco, Michigan, Allegan 
County., 80-12276 


: Township of 
Allegan County., 


Insurance, Flood — Nebraska — Ralston. 
City of Ralston, Nebraska, Douglas 
County., 80-12278 
Flood insurance study : city of Ralston, 
Nebraska, Douglas County., 80-12278 
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Insurance, Flood — New Jersey — Franklin 
(Somerset County) 
Flood insurance study 
Franklin, New 
County., 80-12281 

Township of Franklin, New Jersey (Som- 
erset County), 80-12281 


Insurance, Flood — New Jersey — South 
River. 
Borough of South River, New Jersey, 
Middlesex County., 80-12279 


Flood insurance study : Borough of 
South River, New Jersey, Middlesex 
County., 80-12279 


Insurance, Flood — New Jersey — Union 
Beach. 
Borough of Union Beach, New Jersey, 
Monmouth County., 80-12280 


Flood insurance study : Borough of 
Union Beach, New Jersey, Monmouth 
County., 80-12280 


Insurance, Flood — New York (State) — 
Sand Lake. 
Flood insurance study : town of Sand 
Lake, New York, Rensselaer County., 
80-12282 


Town of Sand Lake, New York, Rensse- 
laer County., 80-12282 


Insurance, Flood — North Carolina — 
Carteret County. 
Carteret County, North Carolina (unin- 
corporated areas], 80-12283 


Flood insurance study : Carteret County, 
North Carolina (unincorporated areas)., 
80-12283 


Insurance, Flood — North Carolina — 
Gibsonville. 
Flood insurance study : town of Gibson- 
ville, North Carolina, Alamance and 
Guilford Counties., 80-12286 


Town of Gibsonville, North Carolina, 
Alamance and Guilford Counties., 80- 
12286 


: township of 
Jersey, Somerset 


Insurance, Flood — North Carolina — 
Hillsborough. 
Flood insurance study : town of Hillsbor- 
ough, North Carolina, Orange County., 
80-12285 


Town of Hillsborough, North Carolina, 
Orange County., 80-12285 


Insurance, Flood — North Carolina — 
Iredell County. 
Flood insurance study : Iredell County, 
North Carolina (unincorporated areas), 
80-12284 


Iredell County, North Carolina (unincor- 
porated areas), 80-12284 
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Insurance, Flood — Ohio — Fairport 
Harbor. 


Flood Insurance study : village of Fair- 
port Harbor, Ohio, Lake County., 80- 
12287 

Village of Fairport Harbor, Ohio, Lake 
County., 80-12287 


Insurance, Flood — Ohio — North 


Ridgeville. 

City of North Ridgeville, Ohio, Lorain 
County., 80-12288 

Flood insurance study : city of North 
Ridgeville, Ohio, Lorain County., 80- 
12288 


Insurance, Flood — Ohio — Ottawa Hills. 
Flood insurance study : village of Ottawa 
Hills, Ohio, Lucas County., 80-12290 
Village of Ottawa Hills, Lucas County., 
80-12290 


Insurance, Flood — Ohio — Wellington. 
Flood insurance study : village of Wel- 
lington, Ohio, Lorain County., 80- 
12289 
Village of Wellington, 
County., 80-12289 


Insurance, Flood — Oklahoma — Edmond. 
City of Edmond, Oklahoma, Oklahoma 
County., 80-12291 


Flood insurance study : city of Edmond, 
Oklahoma, Oklahoma County., 80- 
12291 


Insurance, Flood — Pennsylvania — 

Braintrim. 

Flood insurance study 
Braintrim, Pennsylvania, Wyoming 
County., 80-12294 

Township of Braintrim, Pennsylvania, 
Wyoming County., 80-12294 


Insurance, Flood — Pennsylvania — Eaton. 
Flood insurance study : township of 
Eaton, Pennsylvnia, Wyoming 
County., 80-12292 
Township of Eaton, Pennsylvania, Wyo- 
ming County., 80-12292 


Ohio, Lorain 


: Township of 


Insurance, Flood — Pennsylvania — 

Woodbury (Blair County) 

Food insurance study : township of 
Woodbury, Pennsylvania, Blair 
County., 80-12293 

Township of Woodbury, Pennsylvania, 
Blair County., 80-12293 


Insurance, Flood — South Carolina — Irmo. 

Flood insurance study : town of Irmo, 

South Carolina, Lexington and Rich- 
land Cos., 80-12295 


Town of Irmo, South Carolina, Lexing- 
ton and Richlaad Cos., 80-12295 
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Flood — South Dakota — Blunt. 
City of Blunt, South Dakota, Hughes 
County., 80-12296 


Flood insurance study : city of Blunt, 
South Dakota, Hughes County., 80- 
12296 


Insurance, Flood — South Dakota — Box 


Elder. 
City of Box Elder, South Dakota, Pen- 
nington County., 80-12298 


Flood insurance study : city of Box 
Elder, South Dakota, Pennington 
County., 80-12298 


Insurance, Flood — South Dakota — New 
Underwood. 
Flood insurance study : town of New 
Underwood, South Dakota, Penning- 
ton County., 80-12299 


Town of New Underwood, south 
Dakota, Pennington County., 80- 
12299 


Insurance, Flood — South Dakota — Trent. 

Flood insurance study : town of Trent, 

South Dakota, Moody County., 80- 
12297 


Town of Trent, South Dakota, Moody 
County., 80-12297 


Insurance, Flood — Tennessee — Marion 

County. 

Flood insurance study : Marion County, 
Tennessee (unincorporated areas), 80- 
12300 

Marion County, Tennessee (unincorporat- 
ed areas), 80-12300 


Insurance, Flood — Utah — Mapleton. 
City of Mapleton, Utah, Utah County., 
80-12302 ‘ 
Flood insurance study : city of Mapleton, 
Utah, Utah County., 80-12302 


Insurance, Flood — Utah — Moab. 
City of Moab, Utah, Grand County., 
80-12301 
Flood insurance study 
Utah, Grand County., 


: city of Moab, 
80-12301 


Insurance, Flood — Vermont — Bellows 
Falls. 
Flood insurance study : town of Rocking- 
ham, village of Bellows Falls, Wind- 
ham County,, 80-12310 


Town of Rockingham, village of Bellows 
Falls, Vermont, Windham County., 
80-12310 


Insurance, Flood — Vermont — 
Rockingham. 
Flood insurance study : town of Rocking- 
ham, village of Bellows Falls, Wind- 
ham County,, 80-12310 


Town of Rockingham, village of Bellows 


Falls, Vermont, Windham County., 
80-12310 





Insurance, Flood — Virginia — Dumfries. 
Flood insurance study : town of Dum- 
fries Virginia, Prince William County., 
80-12303 
Town of Dumfries, Virginia, Prince Wil- 
liam County., 80-12303 


Insurance, Flood — Virginia — Rocky 
Mount. 
Flood insurance study : town of Rocky 
Mount, Virginia, Franklin County., 


80-12 
Towp’ of Rocky Mount, Virginia, Frank- 


lin County., 80-12304 


Insurance, Flood — Washington (State) — 
Des Moines. 
City of Des Moines, Washington, King 
County., 80-12306 
Flood insurance study : city of Des 
Moines, Washington, King County., 
80-12306 


Insurance, Flood — Washington (State) — 
Duvall. 
Flood insurance study : town of Duvall, 
Washington, King County., 80-12307 
Town of Duvall, Washington, King 
County., 80-12307 


Insurance, Flood — Washington (State) — 

Franklin County. 

Flood insurance study : Franklin County, 
Washington (unincorporated areas), 
80-12305 

Franklin County, Washington (unincor- 
porated areas), 80-12305 


Insurance, Flood — Wisconsin — 
Cambridge. 
Flood insurance study : village of Cam- 
bridge, Wisconsin, Dane and Jefferson 
Counties., 80-12308 


Village of Cambridge, Wisconsin, Dane 
and Jefferson Counties., 80-12308 


Insurance, Flood — Wisconsin — 
Cedarburg. 
City of Cedarburg, Wisconsin, Ozaukee 
County., 80-12309 


Flood insurance study : city of Cedar- 
burg, Wisconisn, Ozaukee, County., 
80-12309 


Insurance, Life — United States — Rates 
and tables. 

FTC study of life insurance cost disclo- 
sure : hearings before the Committee 
on Commerce, Science, and Transpor- 
tation, United States Senate, Ninety- 
sixth Congress, first session ... July 10 
and October 17, 1979., 80-13182 


Insurance, Marine — United States — War 
risks. 


An act to extend the provisions of title 
XII of the Merchant Marine act, 1936, 
relating to war risk insurance., 80- 
13001 
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Interest and usury U.S. 


Extending the provisions of title XII of 
the Merchant marine act, 1936, relating 
to war risk insurance : report to ac- 
company S. 1452., 80-13027 


War risk insurance extension : report to 
accompany H.R. 5784., 80-12943 


Insurance, Mortgage life. 
Veterans mortgage life insurance : infor- 
mation and premium rates, VMLL, 
80-12782 


Insurance, Unemployment — United States. 
An act to authorize the voluntary inter- 
service transfer of officers between the 
commissioned corps of the National 
Oceanic and Atmospheric Administra- 
tion and the Armed Forces ...., 80- 
13019 


Services program for disabled and blind 
children under the SSI program 
report to accompany H.R. 4612., 80- 
12829 


Staff data and materials relating to the 
unemployment compensation program 
/, 80-13221 

Transfer of commissioned officers be- 
tween Armed Forces and National 
Oceanic and Atmospheric Administra- 
tion., 80-12838 

Unemployment compensation program., 
80-13221 

Unemployment compensation to employ- 
ees of the National Oceanic and At- 
mospheric Administration : report to 
accompany S. 1454 /, 80-12838 


Intelligence service — United States — 
Bibliography. 
United States intelligence activities., 80- 
12362 


Interconnected electric utility systems. 
Grid connected integrated community 
energy system /, 80-11882 


Interest (Law) 
Amending section 12 of the Contract dis- 
putes act of 1978 : report to accompa- 
ny H.R. 3909., 80-12833 


Interest and usury — District of Columbia. 
An act to allow the Interest rate modifi- 
cation act of 1979, passed by the Coun- 
cil of the District of Columbia, to take 
effect immediately., 80-12871 


Interest and usury — United States. 

Proposed small saver deposit instruments 
: hearing before the Subcommittee on 
Financial Institutions Supervision, Reg- 
ulation and Insurance of the Committee 
on Banking, Finance and Urban Af- 
fairs, House of Representatives, Ninety- 
sixth Congress, first session, May 7, 
1979., 80-13161 
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Interferometer. 


Interferometer. 
A multichannel submillimeter interfero- 
meter for tokamak density measure- 
ments /, 80-12075 


Intergovenmental fiscal relations — United 

States. 

Regulations governing the payment of 
entitlements under Title I of the State 
and local fiscal assistance act of 1972 /, 
80-12681 


31 Code of Federal regulations, subtitle 
B, Part 51, Federal assistance to State 
and local governments., 80-12681 


Intergovernmental fiscal relations — United 

States. 

Community energy efficiency act of 1979 
: hearing before the Subcommittee on 
Energy Conservation and Supply of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 1829 ... December 12, 1979., 80- 
13211 


Energy impact assistance legislation 
hearings before the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 1699 ... S. 1880 ... 
October 18 and 19, 1979., 80-13201 


Integrated environmental assistance act of 
1979 : hearing before the Subcommittee 
on Environmental Pollution of the 
Committee on Environment and Public 
Works, Ninety-sixth Congress, second 
session, on S. 1136 ... January 22, 1980., 
80-13305 


Recession and targeted fiscal assistance : 
report together with dissenting and ad- 
ditional views to accompany H.R. 
5980., 80-12855 


Intergovernmental fiscal relations — United 
States — Management. 
Managing Federal assistance in the 1980's 
: a report to the Congress of the 
United States pursuant to the Federal 
grant and cooperative agreement act of 
1977 (Pub. L. 95-224)., 80-12646 


Intergovernmental fiscal relations — United 
States — Periodicals. 
Annual report of the Office of Revenue 
Sharing., 80-12671 


Intergrators — Mathematical models. 
Initial value integrators in BVP codes /, 
80-12128 


Interindustry economics. 
Historical and projected input-output 
tables of the economics growth proj- 
ect., 80-12567 


Internal combustion engines — Statistics — 
Periodicals. 
Internal combustion engines., 
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International cooperation. 
Compensation for hostages in Iran., 80- 
13224 


International conference~on Cambodia., 
80-13224 


Special Central American economic as- 
sistance : compensation for hostages in 
Iran : international conference on Cam- 
bodia : hearing and markup before the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 5954, H. 
Con. Res. 219 and 221, November 27 
and December 11, 1979., 80-13224 


Interpolation. 
BICUBE : Bicubic spine interpolation 
code /, 80-12200 


Inventory control — Handbooks, manuals, 
etc. 

Data bank interrogations/search., 80- 

11679 


Data element dictionary and glossary of 
terms/acronyms., 80-11683 


Defense integrated data system : DIDS 
procedures manual : document identifi- 
er code input/output formats (fixed 
length) /, 80-11680, 80-11681 


Defense integrated data system : DIDS 
procedures manual : general and ad- 
ministrative information /, 80-11678 


Defense integrated data system : DIDS 
procedures manual : materiel manage- 
ment decision rule tables /, 80-11684 


Defense integrated data system : DIDS 
procedures manual : multiple applica- 
tion references/instructions/tables and 
grids /, 80-11682 


Defense integrated data system (DIDS) 
procedures manual., 80-11679, 80- 
11683 


Defense integrated data system (DIDS) 
procedures manual : general and ad- 
ministrative information., 80-11677 


80-11678, 
80-11682, 80- 


DIDS procedures manual., 
80-11680, 80-11681, 
11684 


Document identifier code input/output 
formats (fixed length), 80-11680 

Document identifier code input/output 
formats (variable length), 80-11681 

General and administrative information., 
80-11677, 80-11678 


Materiel management 
tables., 80-11684 


Multiple application references/instruc- 
tions/tables and grids., 80-11682 


Investment advisers — Legal status, laws, 
etc. — United States. 
Investment advisers act of 1940 as in 
effect June 4, 1975., 80-12665 


decision rule 
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Investments — United States — 
Bibliography. 
Securities and investments., 80-12364 


Investments, Foreign — Panama. 
Investing in Panama, 80-11644 


Overseas business reports., 80-11644 


Investments, Foreign — Research — United 

States. 

Authorizing appropriations for the Inter- 
national investment survey act for 
fiscal years 1980 and 1981 : report to 
accompany S. 758., 80-12899 


Investments, Foreign — United States. 

Agricultural foreign investment disclo- 
sure act administration : hearing before 
the Subcommittee on Family Farms, 
Rural Development, and Special Stud- 
ies of the Committee on Agriculture, 
House of Representatives, Ninety-sixth 
Congress, first session, July 26, 1979., 
80-13138 


Ion acoustic waves. 
Plasma heating by externally launched 
ion Bernstein waves /, 80-12099 


Ion cyclotron resonance spectrometry. 

Ion cyclotron wave growth calculated 
from satellite observations of the 
proton ring current during storm re- 
covery /, 80-11631 


Ionization. 
Electron impact ionization of multi- 
charged ions/, 80-12078 


Tons. 
The effect of Fe*, Cr*, Ni? , and Mn? ions 
on decomposition of hydrogen perox- 
ide solution /, 80-12144 


Iowa — Climate — Statistics — Periodicals. 
Climatological data, annual summary., 
80-11595 


Iridium. 
Electron-beam welding of thorium-doped 
iridium alloy sheets /, 80-12041 


Iron — Hydrogen <ontent. 
Development of the steam-iron process 
for hydrogen production /, 80-11912, 
80-11913 


Iron — Magnetic properties. 
SATDSK, a numerical simulation of the 
magnetic field due to saturated iron in 
cyclotron poletips /, 80-11995 


Iron industry and trade — United States — 
Statistics — Periodicals. 
Iron and steel foundries and steel ingot 
producers., 80-11480 


Iron-works — Waste disposal. 

Development document for proposed ef- 
fluent limitations guidelines and stand- 
ards for the iron and steel manufactur- 
ing point source category., 80-12235 
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Draft development document for pro- 
posed effluent limitations guidelines 
and standards for the iron and steel 
manufacturing point source category., 
80-12236 


Draft development document for the iron 
and steel manufacturing point source 
category., 80-12235, 80-12236 


Iron and steel manufacturing point source 
category., 80-12236 


Irrigation — Great Plains. 
A study of proposed irrigation in the ten 
plains states., 80-11226 


Irrigation — United States — Bibliography. 
Irrigation and drainage., 80-12341 


Irrigation farming — California — Energy 
consumption. 
Energy & water use in irrigated agricul- 
ture during drought conditions /, 80- 
11969 


Islands of the Pacific — Climate — 
Statistics — Periodicals. 
Climatological data, annual summary., 
80-11591 


Isotope separation. 

Concept evaluation of a nuclear design 
for electronuclear fuel production : 
evaluation of ORNL’s proposed TMF- 
ENFP /, 80-12057 


Mound Facility activities in chemical and 
physical research., 80-11984 


Survey of knowledge of hazards of 
chemicals potentially associated with 
the advanced isotope separation proc- 
esses /, 80-12055 


Isotopes. 
Updated decay and photon libraries for 
the ORIGEN code /, 80-12003 


Isotopes — Directories. 
Stable isotope sales, Mound Facilicy cus- 
tomer and shipment summaries., 80- 
11987 


Isotopes — Mass. 
New FORTRAN computer programs to 
acquire and process isotopic mass spec- 
trometric data /, 80-12074 


Isotopes — Measurement. 
Statistical precision of delayed-neutron 
nondestructive assay techniques /, 80- 
12027 


Isotopic power generators. 
Compatibility of Pt-3008 with selected 
components of the selenide isotope 
generator system /, 80-12037 


Iwo Jima Commemoration Day. 
Iwo Jima Commemoration Day : report 
to accompany S.J. Res. 140., 80-13036 





Labor and laboring classes Malaysia. 


Joint resolution designating February 19, 
1980, as “Iwo Jima Commemoration 
Day”., 80-13002 


J 


Jet planes — Fuel — Analysis. 
Aviation turbine fuels, 1978 /, 80-11824 


Jewish-Arab relations — 1973- 
The search for peace in the Middle East : 
documents and statements, 1967-79 : 
report /, 80-13229 


Job descriptions — Periodicals. 
Anaheim-Santa Ana-Garden Grove, Cali- 
fornia metropolitan area, 80-12564 


Area wage survey., 80-12564, 80- 


12565, 80-12566 


Indianapolis, Indiana, metropolitan area, 
80-12566 


New Orleans, Louisiana, 
area, 80-12565 


metropolitan 


Joints (Engineering) 
Studies of conductor joint performance 
and structural response for the 
DEALS magnet concept /, 80-11874 


Joints (Engineering) — Testing. 
State-of-the-art survey of joinability of 
materials for OTEC heat exchangers /, 
80-12005 


Joseph, Mother, 1823-1902. 

Providing for the acceptance of a statue 
of Mother Joseph of the Sisters of 
Providence for the National Statuary 
Hall collection : report to accompany 
S. Con. Res. 48., 80-12932 


Juniper. 


*Emerald Sea’ shore juniper., 80-11240 


Juniper — Diseases and pests — Nebraska. 
Phomopsis blight of juniper at Bessey 
Nursery : Nebraska National Forest /, 
80-11392 


Justice, Administration of — United States. 
Administrative adjudiction of traffic of- 
fenses /, 80-12554 


Justice, Administration of — United States 
— Periodicals. 
Annual report of the Attorney General of 
the United States., 80-12547, 80- 
12548 


Juvenile delinquency — Bibliography. 
Juvenile delinquency., 80-12338 


Juvenile delinquency — Research grants — 
United States — Periodicals. 


Annual report of NIJJDP., 80-12553 


Juvenile delinquency — United States — 
Periodicals, 


Annual report of NIJJDP., 80-12553 
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Juvenile justice, Administration of — United 
States — Bibliography. 
Juvenile delinquency., 


K 


80-12338 


Kalman filtering. 
On-line structural response analysis 
using the extended Kalmanestimator/ 
indentifier /, 80-12218 


Kansas — Climate — Statistics — 
Periodicals. 
Climatological data, annual summary., 
80-11596 


Kentucky — Description and travel. 
Folklore nature trail., 80-11730 


Keystone Reservoir, Okla. 
Keystone Lake, Arkansas River, Oklaho- 
ma., 80-11740 


Operation and maintenance program : 
Keystone Lake, Arkansas River, Okla- 
homa /, 80-11740 


Korea — Politics and government — 1960- 
Korea : future problems, future policies /, 
80-11675 


Korea — Relations (military) with the 
United States. 
Korea : future problems, future policies /, 
80-11675 


Kutina, Jan, 1924- 
An act for the relief of Jan Kutina., 
12997 
Jan Kutina : 
3873., 


80- 


report to accompany H.R. 
80-13047 


L 


Labels — Law and legislation — United 

States. 

Amending the Wool products labeling 
act of 1939 with respect to recycled 
wool report to accompany H.R. 
4197., 80-12963 


Labor and laboring classes — Algeria. 
Country labor profile. Algeria., 
12569 


Labor and laboring classes — Canada. 
Canada, 80-12570 


Country labor profile., 80-12570 


Labor and laboring classes — Collected 
works, 


Canada, 80-12570 


labor profile., 
80-12572 


labor 


Country 
12571, 


Country 
12569 


80-12570, 


profile. Algeria., 


Labor and laboring classes — Malaysia. 
Country labor profile., 80-12571 
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Labor and laboring classes Nigeria. 


Labor and laboring classes — Nigeria. 
Country labor profile., 80-12572 


Labor and laboring classes — United States 
— Bibliography — Catalogs. 
Labor literature, index of periodical arti- 
cles., 80-12562 


Labor and laboring classes —- United States 
— Statistical Services. 
A study of discrepancies between BLS 
household and payroll employment es- 
timates /, 80-12563 


Labor disputes — United States — Case 
studies. 

Report to the President by Emergency 
Board No. 184 : appointed by Execu- 
tive Order 11745, dated November 1, 
1973, pursuant to section 10 of the 
Railway labor act, as amended, to in- 
vestigate a dispute between the Long 
Island Rail Road Company and certain 
of its employees represented by the 
Brotherhood ofRailroad Signalmen., 
80-12610 


Report to the President by Emergency 
Board No. 185 : appointed by Execu- 
tive Order 11783, dated May 21, 1974, 
pursuant to section 10 of the Railway 
labor act, as amended, to investigate a 
dispute between certain carriers repre- 
sented by the National Railway Labor 
Conference, and certain of their em- 
ployees represented by the Sheet Metal 
Workers’ International Association 
(AFL-CIO)., 80-12611 


Labor laws and legislation — United States. 
Fair labor standards act of 1938, as 
amended., 80-12575 


Labor policy — United States — 

Periodicals. 

Report of the Senate Committee on 
Labor and Human Resources present- 
ing its views and estimates pursuant to 
the Congressional budget act, Public 
Law 93-344, together with additional 
and minority views to the Committee 
on the Budget on the budget pro- 
posed., 80-13291 


Labor productivity — United States. 
Managers guide for improving productiv- 
ity., 80-12624 


Productivity : hearings before the Joint 
Economic Committee, Congress of the 
United States, Ninety-sixth Congress, 
first session, June 5 and 6, 1979., 80- 
13191 


Labor supply — United States. 
Employment-unemployment hearings 
before the Joint Economic Committee, 
Congress of the United States, Ninety- 
fourth Congress, first session., 80- 
13188 
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Labor supply — United States — Statistical 
Services. 


A study of discrepancies between BLS 
household and payroll employment es- 
timates /, 80-12563 


Laboratories — United States. 

The role of the Federal laboratories in 
domestic technology transfer : hearings 
before the Subcommittee on Science, 
Research, and Technology of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
sixth Congress, first session ...., 80- 
13332 


Laboratory animals — Directories. 
Licensing and registration under the 
Animal welfare act : dealers, exhibitors, 
transporters, researchers., 80-11238 


Lagrange equations. 
Treatment of initial and boundary condi- 
tions in the application of air quality 
models /, 80-12215 


Land — United States. 
Landownership in the United States, 1978 
/, 80-11243 


Land use — Alaska. 

Chugach National Forest land and re- 
source management plan : analysis of 
public comments : identification of 
major public issues., 80-11255 


Land use — Oregon. 
Oregon dunes : land use study : Siuslaw 
National Forest., 80-11276 


Land use — Spain — Statistics. 
Selected agricultural statistics on Spain, 
1965-76., 80-11231 


Land use — United States. 
Landownership in the United States, 1978 
/, 80-11243 


Landing aids (Aeronautics) 
Terminal configured vehicle program : 
test facilities guide /, 80-12598 


Large type books — Bibliography. 
Reading materials in large type /, 80- 
12593 


Larvae — Fishes. 

Guide to identification of some sculpin 
(Cottidae) larvae from marine and 
brackish waters off Oregon, and adja- 
cent areas in the Northeast Pacific /, 
80-11582 


Laser beams. 
Equipment for a laser surface measuring 
system /, 80-11823 


Laser beams — Scattering. 
Evaluation of on-line light-scattering op- 
tical particle analyzers for measure- 


ments at high temperature and pressure 
/, %80-11777 
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Lasers — Mathematical models. 
Conditions for soft X-ray lasing action in 
a confined plasma column /, 80-12093 


Latin America — Commerce — United 
States. 
Overseas business reports., 80-11648 


World trade outlook for Latin America, 
80-11648 


Law enforcement — United States — 
Bibliography. 


Law enforcement., 80-12345 


Law reports, digests, etc. — United States — 
Periodicals. 

Cases adjudged in the Supreme Court, 
80-12557 


United States reports., 80-12557 


Lawrence Berkeley Laboratory. Energy and 
Environment Division — Periodicals. 
Annual report - Energy & Environment 

Division, 80-11971 


Energy & Environment Division annual 
report., 80-11971 


Lawrence Livermore Laboratory. Chemistry 
and Materials Science Dept. 

A description of the explosives process- 
ing equipment operated by the chemis- 
try and materials science department at 
site 300 /, 80-12207 


Lead — Environmental aspects. 
Lead., 80-12247 


Status assessment of toxic chemicals : 
lead /, 80-12247 


Least squares — Computer programs. 
Generalized nonlinear least-squares fitting 
program for use with ORELA ODF 
files., 80-12024 


LSFODF, a generalized nonlinear least- 
squares fitting program for use with 
ORELA ODF files /, 80-12024 


Legislation — United States — Periodicals. 

Cengressional record; proceedings and 

debates of the Congress., 80-12783, 
80-12784, 80-12785 


Summary of legislative achievements., 
80-12891 


Legislative power — United States. 
Studies on the legislative veto /, 80- 
13309 


Lentils — Marketing. 
Future role of cooperatives in marketing 
beans, peas, and lentils /, 80-11443 


Levi Memorial Hospital Association. 
An act to authorize the conveyance of 
lands in the city of Hot Springs, Ar- 
kansas., 80-13008 


Authorizing the conveyance of lands in 
the city of Hot Springs, Ark. : report 
to accompany S. 1850., 80-12954 
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Conveying certain lands in city of Hot 
Springs, Ark. : report to accompany S. 
1850., 80-12933 


Libraries — United States — Periodicals. 
Annual report - National Commission on 
Libraries and Information Science, 
80-13097 


Annual report to the President and Con- 
gress - National Commission on Librar- 
ies and Information Science., 80- 
13097 


Libraries and the physically handicapped — 

Addresses, essays, lectures. 

Library services for blind and physically 
handicapped individuals : summary of 
discussions and actions under sponsor- 
ship of the International Federation of 
Library Associations, August 26 
through September 1, 1979, /, 80- 
12592 


Light — Scattering. 
Single particle analysis with a 360 light 
scattering photometer /, 80-11965 


Limestone. 
The effects of sodium chloride on the 
reaction of SO./0. mixtures with limes- 
tones and dolomites /, 80-11780 


Regeneration of sulfated limestone from 
FBCs and corrosive effects of sulfation 
accelerators in FBCs., 80-11781 


Limited liability — United States. 

FAA aviation safety reporting system : 
hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sixth 
Congress, first session, April 3, 1979., 
80-13239 


Limnology — Research — Great Lakes 
region — Collected works. 
Detailed technical plan forGLERL, 80- 
11629 


Detailed technical plan for the Great 
Lakes Environmental Research Labo- 
ratory., 80-11629 


Linear accelerators. 
Space-charge limits for linear accelerators 
/, 80-11876 


LINPACK (Computer system) 
LINPACK working note 11 : some LIN- 
PACK timings on the CRAY-1 /, 80- 
11951 


Some LINPACK timings on the CRAY- 
1., 80-11951 


Liquefied natural gas. 


Alternative energy futures., 80-13103 


Liquid metal cooled reactors. 
Plane-strain stress intensity factors for 
cracked hexagonal subassembly ducts / 
, 80-11818 





Louisville and Nashville Railroad Company. 


Vitamin-E, an ENDF/B-V multigroup 
cross section library for LMFBR core 
and shield, LWR shield, dosimetry and 
fusion blanket technology /, 80-12082 


Litter (Trash) 
Some sensitivity studies of chemical 
transport simulated in models of the 
soil-plant-litter system /, 80-12051 


Livestock — United States — Marketing — 
Statistics — Periodicals. 
Livestock slaughter, annual summary., 
80-11439 


Loans — Law and legislation — United 
States — Periodicals. 
Business credit and assistance, 80-12385 


Code of Federal regulations., 80-12385 


Loans — United Stctes — Government 
guaranty. 
An act to evtend the Emergency agricul- 
tural credit adjustment act of 1978, and 
for other purposes., 80-13023 


Extension of the economic emergency 
loan program : report to accompany S. 
2269., 80-13050 


Loans, Personal — District of Columbia. 

An act to allow the Interest rate modifi- 
cation act of 1979, passed by the Coun- 
cil of the District of Columbia, to take 
effect immediately., 80-12871 


Loblolly-pine. 


Loblolly pine : Pinus taeda. 80-11320 


Loblolly-pine — Diseases and pests — 
United States. 
Inhibitory effects of broomsedge extracts 
on the growth of young loblolly pine 
seedlings /, 80-11342 


Local government — Research — United 
States — Finance. 
Reviews of data on science resources., 
80-12613 


State and local governments r&d expedi- 
tures, FY 1977, 80-12613 


Local government — United States — 
Statistics — Bibliography. 
Government statistics data finder., 

11497 


80- 


Local transit — Bibliography. 
Paratransit resource guide /, 80-12700 


Local fransit — Data processing. 
Transit network analysis : INET /, 80- 
12772 


Local transit — Management. 
Handbook for management performance 
audits /, 80-12769 


Local transit — Mathematical models. 
Transportation resource allocation model 
: TRANSG /, 80-12734 
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Local transit — New York (City) 
Roosevelt Island Tramway System as- 
sessment /, 80-12770 


Locust (Tree) 
*Arnot’ bristly locust., 


Black locust 
80-11316 


Locust-borer. 
Use of a pheromone to cause copulation 
between two species of cerambycids /, 

80-11348 


Lodge-pole pine. 
Lumber recovery from live and dead lod- 
gepole pine in southwestern Wyoming 
/, %80-11349 


Logging — Idaho. 
Balloon logging in the Idaho batholith : 
feasibility study /, 80-11336 


Logging — United States. 

Computing average skidding distance for 
logging areas with irregular boundaries 
and variable log density /, 80-11374 

Some environmental effects of cable log- 
ging in Appalachian forests /, 80- 
11364 

Timber harvesting : hearing before the 
Subcommittee on Environment, Soil 
Conservation and Forestry of the Com- 
mittee on Agriculture, Nutrition, and 
Forestry, United States Senate, Ninety- 
sixth Congress, first session, June 22, 
1979., 80-13145 


Logging — Washington (State) 
Logging costs for a trial of intensive resi- 
due removal /, 80-11351 
Managing logging residue under 
timber sale contract /, 80-11352 


80-11241 
Robinia pseudoacacia., 


the 


London, Eng. — Exhibitions. 
Electronic components 77 exhibition : 
U.S. Trade Center, London, England, 
November 7-11, 1977., 80-11634 


Long Island, N.Y. — Climate. 
Climatology of Brookhaven National 
Laboratory, 1974 through 1977 /, 80- 
11863 


Louisiana — Climate — Statistics — 
Periodicals. 
Climatological 

80-11597 


data, annual summary., 


Louisville and Nashville Railroad Company. 

Increased coal rates on the Louisville & 
Nashville Railroad : hearing before the 
Subcommittee on Surface Transporta- 
tion of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-sixth Congress, 
first session ... September 24, 1979., 
80-13181 
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Low temperature engineering. 


Low temperature 
Low temperature physics and engineer- 
ing., 80-11949 


Low temperature research — United States 
— Periodicals. 
Low-temperature thermal energy storage 
program progress report., 80-12070 


Low temperatures. 
Low temperature physics and engineer- 
ing., 80-11949 


Loyalty-security program, 1947- 
Security clearance procedures in the in- 
telligence agencies : staff report /, 80- 
13280 


Lumber. 
Lumber recovery from live and dead lod- 
gepole pine in southwestern Wyoming 
7, 80-11349 


Lumber — Inspection. 
Lumber defect detection by ultrasonics /, 
80-11327 


Lumber — Standards. 
Technique for estimating yield of furni- 
ture squares and flat stock from flitches 
/, 80-11346 


Lumber trade — United States — Statistics 
— Periodicals. 
Lumber production and mill stocks., 
11484 


80- 


Lutz, Theodore C. 

Allocation of mass transportation fund 
and nomination of Theodore C. Lutz : 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session ... Dec. 6, 1979., 
80-13168 


M 


Machine-tools — Statistics — Periodicals. 
Metalworking machinery., 80-11492 


Magnesium — Statistics — Periodicals. 
Magnesium compounds, 80-12530 


Magnetic analyzers (Nuclear physics) 
A study of the mass and energy resolu- 
tion of the E//B charge exchange ana- 
lyzer for TFTR /, 80-12097 


Magnetic fields. 
Fabrication and properties of conductors 
for fusion magnets /, 80-11871 


Flat wigglers with iron teeth /, 80- 
11831 


Magnetic fields — Computer programs. 
SATDSK, a numerical simulation of the 
magnetic field due to saturated iron in 
cyclotron poletips /, 80-11995 
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Magnetic storms — 1971 (December) 

Ion cyclotron wave growth calculated 
from satellite observations of the 
proton ring current during storm re- 
covery /, 80-11631 


Magnetic tapes. 
Operational specifications for magnetic 
tape subsystems., 80-11569 


Magnetic tapes — Directories — Computer 
) h 

A user’s guide to program MAD : a com- 
puter program for the organization and 
manipulation of magnetic tape directo- 
ries /, 80-12033 


Magnetohydrodynamic generators. 
Development program for MHD direct 
coal-fired power generation test facili- 
ty., 80-11896 


High pressure MHD coal combustors in- 
vestigation., 80-11931 


MHD-ETF design criteria /, 80-11908 
MHD power generation : research, de- 
velopment, and engineering., 80-11929 


Numerical codes for MHD flows /, 80- 
12136 


The Sandia Laboratory Combustion Sim- 
ulation facility /, 80-12155 


Testing and evaluation of MHD materials 
and substructures., 80-11900, 80- 
11901 

Magn t hydrody i 

Development, testing and evaluation of 

MHD-materials., 80-11933 


MHD equilibrium and stability of the 
spheromak /, 80-12095 





Magnetrons — Specifications. 
ASDE-2 magnetron specification., 
12759 


80- 


Malaria — United States — Statistics — 
Periodicals. 


Malaria surveillance., 80-12455 


Malawi — Bibliography — Union lists. 
University of Malawi publications : a 
guide /, 80-12587 


Malaysia — Maps. 
Malaysia and Brunei., 80-12650 


Map of Malaysia and Brunei., 80-12650 


Mammals — Bibliography. 


Mammals and reptiles., 80-12337 


Management. 
Managers guide for improving productiv- 
ity., 80-12624 


Management audit — Handbooks, manuals, 
etc. 
Handbook for management performance 
audits /, 80-12769 
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Management information systems. 
A computerized management report for 
monitoring spending : a user’s manual / 
, 80-11994 


Manned space flight. 

Policy with repect to items carried on 
space flight missions : report of the 
Senate Committee on Commerce, Sci- 
ence, and Transportation on S. J. Res. 
141., 80-13033 


Manned space flight — Bibliography. 
Space, rockets and satellites, 80-12365 


Manpower policy — United States. 

Welfare jobs legislation : hearing before 
the Subcommittee on Employment Op- 
portunities of the Committee on Edu- 
cation and Labor, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 4425 ... H.R. 4426 ... 
October 25, 1979., 80-13199 


Manuscripts — Editing. 
How to prepare manuscripts for outside 
publications : a desk guide for authors 
and typists., 80-11315 


Marihuana. 
For parents only : what you need to 
know about marijuana., 80-12467 


Marine accidents. 

Collision of the S/T Texaco Iowa and 
the M/T Burmah Spar on the Missis- 
sippi River, Pilottown, Louisiana, Oc- 
tober 3, 1978., 80-12707 

Marine accident report : collision of the 
S/T Texaco Iowa and the M/T 
Burmah Spar, on the Mississippi River, 
Pilottown, Louisiana, October 3, 1978., 
80-12707 


Marine casualty report : USCGC Cuya- 
hoga, M/V Santa Cruz II (Argentine); 
collision in Chespeake Bay on 20 Octo- 
ber 1978 with loss of life : U.S. Coast 
Guard Marine Board of Investigation 
report and Commandant’s action., 80- 
12764 


USCGC Cuyahoga, M/V Santa Cruz II 
(Argentine); collision in Chespeake Bay 
on 20 October 1978 with loss of life., 
80-12764 


Marine pollution. 
Disposal systems and techniques for oil 
and hazardous chemicals recovered 
from marine spills /, 80-12767 


Marine pollution — Law and legislation — 

United States. 

Authorization for title III of the Marine 
protection, research, and sanctuaries 
act for fiscal years 1980 and 1981 : 
report to accompany S. 1140., 80- 
12900 


Marine protection, research, and sanctu- 
aries act authorizations : report to ac- 
company S. 1148., 80-12902 
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Marine resources conservation. 
Ocean mnagement : seeking a new per- 
spective /, 80-11449 


Marital status — United States — Statistics. 
Marital status and living arrangements: 
March 1979, 80-11500 


Population characteristics., 


Maritime law — United States. 

Lines fo demarcation : report to accom- 
pany H.R. 1198., 80-12822 

Omnibus maritime bill : hearings before 
the Subcommittee on Merchant Marine 
of the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, on H.R. 4769 ...., 80-13294 

Small commercial vessel inspection and 
manning : hearings before the Subcom- 
mittee on Coast Guard and Navigation 
of the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, on H.R. 1645 ... H.R. 5164 ... July 
11, September 12, 18, 1979., 80-13295 

Tonnage measurement simplification act : 


report to accompany H.R. 1197., 80- 
12824 


80-11500 


Market survey — Washington metropolitan 
area, 

Now, a special report from National 
Technical Information Service lets you 
zero in on population and income 
changes in the Washington, D.C., 
metro area., 80-11578 


Marketing — Dominican Republic. 
Marketing in the Dominican Republic, 
80-11642 


Overseas business reports., 80-11642 


Marketing — Greece. 


Marketing in Greece, 80-11641 


Overseas business reports., 80-11641 


Marketing management — United States. 
Marketing agreements and orders 
fruits and vegetables., 80-11237 


Marketing research — Bibliography. 
Marketing research procedures /, 
12660 


80- 


Markets — European Economic Community 
countries, 
Business guide to the European Common 
Market, 80-11643 


Overseas business reports., 80-11643 


Maryland — Climate — Statistics — 
Periodicals. 
Climatological data, annual summary., 
80-11598 


Masonich, Nick. 
For the relief of Nick Masonich : report 
to accompany S. 803., 80-13040 











Medical care U.S. Charts, diagrams, etc. 


Mastitis. 
What you can do abut bovine mastitis /, 
80-11228 


Material accountability. 
Design techniques for large scale linear 
measurement systems /, 80-12213 


Materials — Law and legislation — United 

States. 

The Materials policy, research, and de- 
velopment act of 1979 : hearings before 
the Subcommittee on Natural Re- 
sources and Environment and the Sub- 
committee on Science, Research and 
Technology of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 2743, June 25, 26, 
28, 1979., 80-13329 


Materials policy, research, and develop- 
mer. aci of 1979 : report together with 
ado‘tional views to accompany H.R. 
2743., 80-12853 


Materials — Testing. 
Study program to develop and evaluate 
die and container materials for the 
growth of silicon ribbons., 80-11892 


Materials management. 
Design techniques for large scale linear 
measurement systems /, 80-12213 


Materials management — United States — 
Safety measures. 
A critical review of analytical techniques 
for safeguarding the thorium-uranium 
fuel cycle /, 80-11948 


Materials research — United States. 

The Materials policy, research, and de- 
velopment act of 1979 : hearings before 
the Subcommittee on Natural Re- 
sources and Environment and the Sub- 
committee on Science, Research and 
Technology of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 2743, June 25, 26, 
28, 1979., 80-13329 


Materials policy, research, and develop- 
ment act of 1979 : report together with 
additional views to accompany H.R. 
2743., 80-12853 


Maternal health services — United States. 
Existing Federal programs providing or 
financing health care for mothers and 
children., 80-13214 


Materials relating to existing Federal pro- 
grams providing or financing health 


care for mothers and children /, 80- 
13214 


Mathematical optimization. 
Model of a fission counter system for op- 
timizing performance at high gamma 
dose rates /, 80-12010 


Optimization algorithm /, 80-11988 
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Matrices — Data processing. 

LINPACK working note 11 : some LIN- 
PACK timings on the CRAY-1 /, 80- 
11951 

Some LINPACK timings on the CRAY- 
1., 80-11951 


Meat — Preservation. 
Protecting home-cured meat from insects 
/, 80-11244 


Meat industry and trade — Missouri — St. 
Louis. 


Patterns of meat distribution : a case 
study of St. Louis /, 80-11442 


Meat industry and trade — United States — 
Equipment and supplies — Periodicals. 
List of chemical compounds, authorized 

for use under USDA inspection and 
grading programs., 80-11235 


Meat industry and trade — United States — 
Statistics — Periodicals. 
Livestock slaughter, annual summary., 
80-11439 
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in the American River basin, Califor- 
nia., 80-11287 


The Sierra ecology project /, 80-11287 


Rainfall intensity duration frequencies. 
A methodology for point-to-area rainfall 
frequency ratios /, 80-11583 


Raman spectroscopy. 
Pulsed spontaneous Raman-scattering 
measurements in a highly luminous 
flow /, 80-12161 


Randolph (A. Philip) Institute. 
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to accompany S. 643., 80-12953, 80- 
13049 


. 1668 : hearing before the Committee 
on Foreign Relations, United States 
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12907 


School music —- United States. 

To permit the use of title IV-B ESEA 
funds for the purchase of band instru- 
ments : hearing before the Subcommit- 
tee on Elementary, Secondary, and 
Vocational Education of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 5569 and H.R. 
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Scrub-pine. 

Virginia pine : 
11323 

Scrubber (Chemical technology) 

Acid in perchloroethylene scrubber solu- 
tions used in HTGR fuel preparation 
processes : analytical chemistry studies 
/, 80-12049 

Consolidated fuel recycle program, refa- 
brication., 80-12049 


Status of pollutant removal technology 
for coal fired power plants in the 
Northeastern U.S. /, 80-11873 


Scrubber (Chemical technology) — 

Mathematical models. 

A user’s manual to ABNOX, a computer 
program designed to simulate the nitro- 
gen removal efficiency of a multistage 
bubble-cap tower /, 80-12071 


Sculpin. 

Guide to identification of some scu!pin 
{(Cottidae) larvae from marine ena 
brackish waters off Oregon, and adja- 
cent areas in the Northeast Pacific /, 
80-11582 


Sealing (Technology) 
Deformation of the Sandia metallic rings 
seal test fixture /, 80-12151 


Development of coatings for corrosion 
erosion protection of internal compo- 
nents of coal gasification vessels /, 
80-11930 


Sealing compounds. 
Composition stability and degradation 
products of selected materials for solar 
heating and cooling /, 80-12115 


Seattle, Wash. — Officials and employees — 
Salaries, allowances, etc. 
Municipal government wage survey, Se- 
attle, Washington, January 1979 /, 80- 
12568 


Pinus virginiana., 80- 





Secondary recovery of oil. 
Improved polymers for enhanced oil re- 
covery : synthesis and rheology /, 80- 
11827 


North Stanley polymer demonstration 
project /, 80-11826 


Solar enhanced oil recovery : an assess- 
ment of economic feasibility /, 80- 
12172 


Secondary recovery of oil — United States. 
Interfacial effects in the recovery of re- 
sidual oil by displacement : studies at 
Northwestern University /, 80-12107 


Securities — United States. 
United States America Treasury notes of 
May 15, 1983, Series G-1983., 80- 
12675 


United States of America Treasury bonds 
of 1994., 80-12673 


United States of America Treasury bonds 
of 2004-2009., 80-12677 


United States of America Treasury notes 
of December 31, 1981, series AB-1981., 
80-12680 


United States of America Treasury notes 
of May 15, 1985, series C-1985., 80- 
12679 


United States of America Treasury notes 
of November 15, 1989, series B-1989., 
80-12676 


United States of America Treasury notes 
of November 30, 1981, series Z-1981., 
80-12678 


United States of America Treasury notes 
of October 31, 1981, series Y-1981., 
80-12674 


Securities — United States — Bibliography. 
Securities and investments., 80-12364 


Security classification (Government 
documents) — United States. 

Graymail legislation : hearings before the 
Subcommittee on Legislation of the 
Permanent Select Committee on Intelli- 
gence, House of Representatives, 
Ninety-sixth Congress, first session, 
August 7, 1979, September 20, 1979., 
80-13279 


Sedimentation and deposition. 
Association of radionuclides with stream- 
bed sediments in White Oak Creek wa- 
tershed /, 80-12061 


Reconnaissance assessment of erosion and 
sedimentation in the Canada de los 
Alamos basin, Los Angeles and Ven- 
tura Counties, California /, 80-12509 


Seismic reflection method — Data 
processing. 
Homomorphic processing of seismic sig- 
nals /, 80-11964 
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Sewage disposal U.S. 


Preprocessing of seismic signals by Haar 
decomposition and adaptive filtering 
for pattern recognition /, 80-11956 


Seismological research — United States. 
Program and plans of the U.S. Geologi- 
cal Survey for producing information 
needed in national seismic hazards and 
risk assessment, fiscal years 1980-84 /, 
80-12506 


Semiconductors — Mathematical models. 
IVFOR : a user-oriented program charac- 
terizing the current-voltage properties 
of a two terminal device /, 80-12174 


Separators (Machines) 
Correlation of physical coal separation /, 
80-12088 


Sequential machine theory. 
ROM-based sequential circuits : an alter- 
native approach to conventional logic 
design /, 80-12156 


Service industries — California — Statistics. 
Census of service industries (1977), 80- 
11558 


Geographic area series, California., 80- 
11558 

1977 census of service industries : geo- 
graphic area series, California., 80- 
11558 


Service industries — Mississippi — 

Statistics. 

Census of service industries (1977), 80- 
11559 

Geographic area series, Mississippi., 80- 
11559 

1977 census of service industries : geo- 
graphic area series, Mississippi., 80- 
11559 


SESAME Project. 
Project Severe Environmental Storms 
and Mesoscale Experiment (SESAME) 

/, %80-11630 


Sewage. 
Characteristics of effluents from the CO,- 
acceptor coal gasification process /, 
80-11921 


Sewage — Purification. 
Full-scale operation, Racine, Wisconsin., 
80-12241 


Screening/flotation treatment of com- 
bined sewer overflows., 80-12241 


Sewage — Purification — Chlorination. 
Characterization of nonvolatile organics 
in disinfected wastewater effluents : in- 
terim report /, 80-12026 


Sewage disposal — United States. 
Health effects associated with wastewater 
treatment and disposal systems : state- 
of-the-art review /, 80-12252 
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Sewage disposal U.S. Bibliography. 


Sewage disposal — United States — 
Bibliography. 
Health effects associated with wastewater 
treatment and disposal systems : state- 
of-the-art review /, 80-12252 


Sewage disposal in the ground — New York 

(State) — Bay Park. 

Hydraulic effects of recharging the Ma- 
gothy aquifer, Bay Park, New York, 
with tertiary-treated sewage /, 80- 
12511 


Sewer-pipe. 
Development of a glass polymer compos- 
ite sewer pipe from waste glass /, 80- 
11861 


Sex discrimination against women — United 

States. 

Treatment of men and women under the 
social security program hearings 
before the Subcommittee on Social Se- 
curity of the Committee on Ways and 
Means, House of Representatives, 
Ninety-sixth Congress, first session ... 
November 1 and 2, 1979., 80-13357 


Treatment of women under social secu- 
rity : hearings before the Task Force 
on Social Security and Women of the 
Subcommittee on Retirement Income 
and Employment and the Select Com- 
mittee on Aging, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion ...., 80-13133 


Sex discrimination against women — United 
States — Congresses. 
Housing and community development : 
making it work for women : report of 
a conference held April 5-6, 1976 in 
Washington, D.C., 80-12478 


Sex discrimination in employment — Law 
and legislation — United States. 
Repealing Senate resolution 

Congress 
Res. 119., 


112, 92d 
: report to accompany S. 
80-12897 


Shale — Analysis. 
Material balance assay of Devonian gas 
shale /, 80-11989 


Shale oils. 
Black shale gas production., 80-12089 


Quarterly progress report /, 80-12089 


Shells (Engineering) 

Effects of torus wall flexibility on forces 
in the Mark I BWR pressure suppres- 
sion system : extended analyses under 
SRV T-Quencher loading /, 80-12214 


Shenefield, John H. 

Confirmation hearings on John H. Shene- 
field, nominee, Associate Attorney 
General : hearings before the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-sixth Congress, first and 
second sessions ... December 7, 1979, 
and January 24, 1980., 80-13287 
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Shielding (Radiation) 
Bulk shielding facility /, 80-12063 


Shielding (Radiation) — Graphic methods. 
GCFR radial blanket and shield epxeri- 
ment objectives, preanalysis, and 
specifications /, 80-12073 


Ship-building — Contracts and specifications 
— United States. 

An act to amend section 502(a) of the 

Merchant marine act, 1936., 80-13014 


Specifications for 270-foot B-class 
medium endurance cutter., 80-12763 


Ships. 

Authorizing the sale to certain foreign 
nations of certain excess naval vessels : 
report to accompany H.R. 5163., 80- 
12929 


Ships — Manning. 

Small commercial vessel inspection and 
manning : hearings before the Subcom- 
mittee on Coast Guard and Navigation 
of the Committee on Merchant Marine 
and Fisheries, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, on H.R. 1645 ... H.R. 5164 ... July 
11, September 12, 18, 1979., 80-13295 


Ships — Measurement. 
Tonnage measurement simplification act : 
report to accompany H.R. 1197., 80- 
12824 


Ships — Reconstruction. 
Obsolete vessel sale : report to accompa- 
ny H.R. 3094., 80-12806 


Ships — Registration and transfer — United 
States. 
Authorize documentation of the vessel 
“Sara” : report to accompany S. 1442., 
80-12934 


Vessel documentation act : report to ac- 
company H.R. 1196., 80-12823 


Ships — Scrapping. 
Obsolete vessel sale : report to accompa- 
ny H.R. 3094., 80-12806 


Shipwrecks — Mississippi River. 

Collision of Greek bulk carrier M/V 
Irene S. Lenos and Panamanian bulk 
carrier M/V Maritime Justice, Lower 
Mississippi River near New Orleans, 
Louisiana, November 9, 1978., 80- 
12708 


Marine accident report : collision of 
Greek bulk carrier M/V Irene S. 
Lemos and Panamanian bulk carrier 
M/V Maritime Justice, Lower Missis- 
sippi River near New Orleans, Louisi- 
ana, November 9, 1978., 80-12708 


Shipwrecks — New Jersey — Atlantic City. 
Marine accident report : sinking of the 
M/B Sids in the Atlantic Ocean near 
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Absecon Inlet, Atlantic City, New 
Jersey, January 18, 1978., 30-12706 


Sinking of the M/B Sids in the Atlantic 
Ocean near Absecon Inlet, Atlantic 
City, New Jersey, January 18, 1978., 
80-12706 


Shore protection — Atlantic States. 
Vegetation for tidal shoreline stabilization 
in the mid-Atlantic States /, 80-11398 


Shoshone National Forest, Wyo. 

Mountain pine beetle : Shoshone National 
Forest, Bureau of Land Management, 
state and private land, South Pass City, 
& Atlantic City, Wyoming /, 80- 
11390 


Shrubs — Montana. 
Grassland and shrubland habitat types of 
western Montana /, 80-11363 


Siberian elm — Diseases and pests. 
An evaluation of day and night aerial Bt 
applications for cankerworm control in 
Siberian elm shelterbelts /, 80-11253 


Siletz Indians — Legal status, laws, etc. 
Establishment of a Siletz Indian Reserva- 
tion : hearing before the Select Com- 
mittee on Indian Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 2055 ... January 30, 1980, 
Washington, D.C., 80-13261 


Silicon. 

Laser-zone growth in a ribbon-to-ribbon 
(RTR) process : silicon sheet growth 
development for the large area silicon 
sheet task of the low cost silicon solar 
array project /, 80-11888 


Low cost silicon array project : feasibility 
of low-cost, high-volume production of 
silane and pyrolysis of silane to semi- 
conductor-grade silicon., 80-11887 


Silicon carbide. 
Nondestructive evaluation techniques for 
silicon carbide heat-exchanger tubes /, 
80-11822 


Siliconizing (Metallurgy) 
Study program to develop and evaluate 
die and container materials for the 
growth of silicon ribbons., 80-11892 


Six Rivers National Forest, Calif. 
Timber harvest scheduling study : 
Rivers National Forest /, 80-11292 


Six 


Skin — Cancer — Mathematical models. 

A probability prediction model of mouse 
skin tumors based on the chemical 
components of cigarette smoke conden- 
sates /, 80-12000 


Skylab Program. 
NASA Skylab reentry : hearing before a 
subcommittee of the Committee on 
Government Operations, House of 





June 1980 


Representatives, Ninety-sixth Congress, 
first session, June 4, 1979., 80-13244 


Slash (Logging) 
Logging costs for a trial of intensive resi- 
due removal /, 80-11351 
Managing logging residue under 
timber sale contract /, 80-11352 
Predicting slash depth for fire modeling / 
, 80-11334 


the 


Slopes (Soil mechanics) 
Soil and bedrock properties : weathering 
and alteration products and processes 
in the Idaho batholith /, 80-11344 


Small business. 

Recommendations for creating jobs 
through the success of small, innova- 
tive businesses : a report /, 80-11448 

Small business assistance efforts overseas 
/, 80-13340 


Small business — Law and legislation — 
United States — Periodicals. 
Business credit and assistance, 


Code of Federal regulations., 


80-12385 
80-12385 


Small business — Management. 
Keep pointed toward profit /, 80-12662 


Small business — New York (State) 
Gasoline shortages and price increases : 
hearing before the Subcommittee on 
General Oversight and Minority Enter- 
prise of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
sixth Congress, first session, Buffalo, 

N.Y., July 5, 1979., 80-13336 


Small business — United States. 

Neighborhood business revitalization pro- 
gram : hearings before the Subcommit- 
tee on General Oversight and Minority 
Enterprise of the Committee on Small 
Business, House of Representatives, 
Ninety-sixth Congress, first session ...., 
80-13339 


Small business — United States — Finance. 

Federal monetary policy and its effect on 
small business : hearing before the Sub- 
committee on Access to Equity Capital 
and Business Opportunities of the 
Committee on Small Business, House 
of Representatives, Ninety-sixth Con- 
gress, first session ...., 80-13338 

Outlook for construction industry and 


credit availability for small business., 
80-13338 


Smart, Loraine, 1961- 
Loraine Smart and Robert Clarke : report 
to accompany H.R. 1829., 80-13045 


Smith, Barbara Doreen Laws, 1923- 
An act for the relief of Barbara Laws 
Smith., 80-12998 





Barbara Laws Smith : report to accompa- 
ny H.R. 891., 80-13042 


Smithsonian Institution — Bibliography. 
Smithsonian Institution popular publica- 
tions., 80-12359 


Smithsonian Institution. Board of Regents — 
Appointments, promotions, salaries, etc. 
Joint resolution providing for the ap- 

pointment of Carlisle H. Humelsine as 
a citizen regent of the Board of Re- 
gents of the Smithsonian Institution., 
80-13012 


Joint resolution providing for the ap- 
pointment of William G. Bowen as a 
citizen regent of the Board of Regents 
of the Smithsonian Institution., 80- 
13011 


Providing for the appointment of Carlisle 
H. Humelsine as a Citizen Regent of 
the Board of Regents of the Smithsoni- 
an Institution : report to accompany 
H.J. Res. 494., 80-13052 


Providing for the appointment of William 
G. Bowen as a Citizen Regent of the 
Board of Regents of the Smithsonian 
Institution : report to accompany H.J. 
Res. 493., 80-13051 


Social classes — United States — Statistics. 
Serum cholesterol levels of persons aged 
4-74 years by socioeconomic character- 
istics, United States, 1971-74 /, 80- 
12447 


*Social Security — U. S. — statistics. 
Social Security beneficiaries in metropoli- 
tan areas., 80-12395 


Social security — United States. 

Treatment of men and women under the 
social security program hearings 
before the Subcommittee on Social Se- 
curity of the Committee on Ways and 
Means, House of Representatives, 
Ninety-sixth Congress, first session ... 
November 1 and 2, 1979., 80-13357 


Treatment of women under social secu- 
rity : hearings before the Task Force 
on Social Security and Women of the 
Subcommittee on Retirement Income 
and Employment and the Select Com- 
mittee on Aging, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion ...., 80-13133 


Social security — United States — Finance. 
Social security financing issues : hearings 
before the Subcommittee on Social Se- 
curity of the Committee on Ways and 
Means, House of Representatives, 
Ninety-sixth Congress, first session 
80-13356 


Staff data and materials related to social 
security financing /, 80-13219 
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Soil formation. 


Social security — United States — Statistics 
— Periodicals. 
Benefits and beneficiaries under public 
employee retirement systems, calendar 
year 1977, 80-12397 


Research and statistics note., 80-12397 


Social Securit, beneficiaries in metropoli- 
tan areas., 80-12395 


Social security beneficiaries — United States 
— Statistics — Periodicals. 
Social Security beneficiaries in metropoli- 
tan areas., 80-12395 


Socially handicapped — Education (Higher) 
— United States. 
Resource Center for Science and Engi- 
neering Program : guide for the prepa- 
ration of proposals., 80-12614 


Socially handicapped children — Education 
(Preschool) — United States. 
What Head Start means to families /, 
80-12473 


Sodium carbonate industry — United States. 
Soda ash (sodium carbonate), sodium sul- 
fate, and sodium /, 80-12529 


Sodium industry — United States. 
Soda ash (sodium carbonate), sodium sul- 
fate, and sodium /, 80-12529 


Sodium silicate. 
Studies and testing of antireflective (AR) 
coatings for soda-lime glass final 
report /, 80-11891 


Sodium sulfate industry — United States. 
Soda ash (sodium carbonate), sodium sul- 
fate, and sodium /, 80-12529 


Soil conservation — Law and legislation — 

United States. 

Federal conservation and farm credit act 
amendments : hearings before the Sub- 
committee on Conservation and Credit 
of the Committee on Agriculture, 
House of Representatives, Ninety-sixth 
Congress, first session ...., 80-13137 


Soil conservation — United States. 
Briefing package for organizations and in- 
dividuals interested in soil and water 
conservation., 80-11395 


Soil and water resources conservation act 
: briefing package for organizations and 
individuals interested in soil and water 
conservation., 80-11395 


Soil conservation — Washington (State) 
Erosion in the Palouse : a summary of 
the Palouse River basin study., 80- 
11396 


Soil formation. 
Soil and bedrock properties : weathering 
and alteration products and processes 
in the Idaho batholith /, 80-11344 
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Soil moisture Computer programs. 


Soil moisture — Computer programs. 
Calculation of in situ unsaturated hydrau- 
lic conductivity from instantaneous 
soil-water profile data /, 80-12017 
Soil penetration test. 
A re of calculations with high 


velocity soil penetration data /, 80- 
12110 


Soil permeability. 
Calculation of in situ unsaturated hydrau- 
lic conductivity from instantaneous 
soil-water profile data /, 80-12017 


Soil profiles. 
A comparison of calculations with high 
velocity soil penetration data /, 80- 
12110 


Soil stabilization. 
Evaluation of sulfate-bearing waste mate- 
rial from fluidized bed combustion of 
coals for soil stabilization /, 80-11934 


Soils — Arkansas — Crawford County — 


Maps. 
Soil survey vo. Crawford County, Arkan- 
sas /, 8U-11403 


Soils — California — Los Angeles County 


— Maps. 
Soil survey of Los Angeles County, Cali- 
fornia, west San Fernando Valley area 
/, 80-11411 
Soils — Connecticut — Middlesex County 


Soil survey of Middlesex County, Con- 
necticut /, 80-11413 


Soils — Florida — Volusia County — Maps. 
Soil survey of Volusia County, Florida /, 
80-11418 


Soils — Iowa — Adair County — Maps. 
Soil survey of Adair County, Iowa /, 
80-11400 


Soils — Iowa — Marion County — Maps. 
Soil survey of Marion County, fowa /, 
80-11412 


Soils — Kentucky — Shelby County — 


Maps. 
Soil survey of Shelby County, Kentucky 
/, 80-11417 


Soils — Michigan — Huron County — 


Maps. 
Soil survey of Huron County, Michigan / 
» 80-11409 


Soils — Missouri — Johnson County — 


Maps. 
Soil survey of Johnson County, Missouri 
/, 80-11410 


Soils — Nevada — Nye County — Maps. 
Soil survey of Big Smoky Valley area, 
Nevada : part of Nye County /, 80- 
11401 
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Soils — Ohio — Pickaway County — Maps. 
Soil survey of Pickaway County, Ohio /, 
80-11415 


Soils — Oregon — Analysis. 
Soil resource inventory, Fremont Nation- 
al Forest, Pacific Northwest Region /, 
80-11288 


Soils — Oregon — Composition. 
Soil resource inventory, Fremont Nation- 
al Forest, Pacific Northwest Region /, 
80-11288 


Soils — T 
Evaluation of sulfate-bearing waste mate- 
rial from fluidized bed combustion of 
coals for soil stabilization /, 80-11934 


Soils — Texas — Dallas County — Maps. 
Soil survey of Dallas County, Texas /, 
80-11404 


Soils — Texas — Denton County — Maps. 
Soil survey of Denton County, Texas /, 
80-11405 


Soils — Texas — Donley County — Maps. 
Soil survey of Donley County, Texas /, 
80-11407 


Soils — Texas — Nacogdoches County — 
Maps. 


Soil ‘survey of Nacogdoches County, 
Texas /, 80-11414 


Soils — Virginia — Goochland County — 
Maps 


Soil survey of Goochland County, Vir- 
ginia /, 80-11408 


Soils — Wisconsin — Calumet County — 


Soil survey of Calumet and Manitowoc 
Counties, Wisconsin /, 80-11402 


Soils — Wisconsin — Dodge County — 


Maps. 
Soil survey of Dodge County, Wisconsin 
/, 80-11406 


Soils — Wisconsin — Manitowoc County — 
Maps. 
Soil survey of Calumet and Manitowoc 
Counties, Wisconsin /, 80-11402 


Soils — Wisconsin — Sauk County — 
Maps. 
Soil survey of Sauk County, Wisconsin /, 
80-11416 


Solar air conditioning. 
Composition stability and degradation 
products of selected materials for solar 
heating and cooling /, 80-12115 


Solar batteries. 
Amorphous-silicon solar cells 
12104, 80-12105 


Automated solar module assembly line., 
80-11893 


/, 80- 
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Center punched solar cell module devel- 
opment effort : final report /, 80- 
11890 


Design and fabrication of solar cell mod- 
ules /, 80-11889 

Silicon concentrator solar cell manufac- 
turing development /, 80-12180 


Solar cells. 
Industrial hygiene characterization of the 
photovoltaic solar cell industry /, 80- 

12458 


Solar collectors. 
Analysis of collectors for process heat 
applications /, 80-12148 


Augmented solar energy collection using 
various planar reflective surfaces 
theoretical calculations and experimen- 
tal results /, 80-11940 


Heat loss reduction techniques for annu- 
lar solar receiver designs /, 80-12143 


Linear concentrating solar collectors, 
current technology and applications /, 
80-12119 


Low-temperature performance compari- 
sons of parabolic-trough and flat-plate 
collectors based on typical meteoro- 
logical year data /, 80-12122 


Performance testing of the General 


Atomic fixed mirror solar concentrator 
/, 80-12114 


The solar thermal test facility heliostat 
development /, 80-12127 


Study of foundation designs for single- 
axis-tracking solar collector systems 
under reduced loading conditions /, 
80-12178 


Solar collectors — Evaluation — Statistics. 
Collector array performance report for 
instrumented sites of the national solar 
heating and cooling demonstration pro- 
gram /, 80-12194 


Collector array performance report for 
sites of the national solar heating and 
cooling demonstration program., 80- 
12194 


Solar energy. 
Impact of international financial institu- 
tions on markets for solar energy sys- 
tems /, 80-12186 


Solar enhanced oil recovery : an assess- 


ment of economic feasibility /, 80- 
12172 


System study on the feasibility of a coal- 
fired total-energy plant (with solar op- 
tional) for Sandia Laboratories /, 80- 
12123 


Solar energy — Information services — 
United States. 
Solar Energy Research Institute and re- 
gional solar energy centers : oversight, 
volume XII : hearings before the Sub- 





June 1980 


committee on Energy Development 
and Applications of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-sixth Con- 
gress, first session, October 24, 25, 
1979., 80-13333 


Solar energy — United States. 
Instrumented solar demonstration systems 
: project description summaries., 80- 
12193 


National solar energy policy : oversight, 
volume VI : joint hearings before the 
Subcommittee on Energy Development 
and Applications of the Committee on 
Science and Technology and the Sub- 
committee on Energy and Power of 
the Committee on Interstate and For- 
eign Commerce, U.S. House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, June 14, 21, 1979., 80-13330 


Utility load management and solar energy 
: Study background and outline /, 80- 
11832 


Solar energy — Wisconsin — Milwaukee. 
Monthly performance report : Zein [sic] 
Mechanical Contractors no. 1., 80- 
12196 


Monthly performance report : Zien Me- 
chanical Contractors no. 1., 80-12197 

Zein Mechanical Contractors no. 1., 80- 
12196 


Zien Mechanical Contractors no. 1., 
12197 


80- 


Solar energy industries — Law and 
legislation — United States. 


Assess standards and codes /, 80-12192 


Solar energy industries — Social aspects. 
Decentralized solar energy technology 


assessment program : research plan /, 
80-12064 


Solar energy industries — United States. 
Applications and systems studies for solar 
industrial process heat /, 80-12191 


End-use matching for solar industrial 
process heat : final report /, 80-12188 


Solar energy industries — United States — 
Hygienic aspects. 
Industrial hygiene characterization of the 
photovoltaic solar cell industry /, 80- 
12458 


Solar Energy Research Institute. 

Solar Energy Research Institute and re- 
gional solar energy centers : oversight, 
volume XII : hearings before the Sub- 
committee on Energy Development 
and Applications of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-sixth Con- 
gress, first session, October 24, 25, 
1979., 80-13333 








Solar engines. 
Evaluation of solar Rankine-cycle engine 
systems /, 80-12124 


Solar heating. 
Analysis of collectors for process heat 
applications /, 80-12148 


Composition stability and degradation | 
products of selected materials for solar | 


| Solvents industry — Fume control. 


heating and cooling /, 80-12115 


Solar houses. 
Regional conceptual design and analysis 
studies for residential photovoltaic sys- 
tems /, 80-12158 


Solar houses — Evaluation. 

Solar energy system performance evalua- 
tion : Alpha Construction Company, 
single family residence, Canton, Ohio / 
, 80-12195 


Solar houses — Ohio — Canton. 

Solar energy system performance evalua- 
tion : Alpha Construction Company, 
single family residence, Canton, Ohio / 
, 80-12195 


Solar houses — Wisconsin — Milwaukee. 
Monthly performance report : Zein [sic] 
Mechanical Contractors no. 1., 80- 
12196 


Monthly performance report : Zien Me- 
chanical Contractors no. 1., 80-12197 

Zein Mechanical Contractors no. 1., 80- 
12196 


Zien Mechanical Contractors no. 1., 
12197 


80- 


Solar power plants. 

Department of Energy Large Solar Cen- 
tral Power Systems Semiannual 
Review /, 80-12184 

On the maximum field size for dispersed 
solar thermal power systems /, 80- 
12177 

System study on the feasibility of a coal- 
fired total-energy plant (with solar op- 


tional) for Sandia Laboratories /, 80- 
12123 


Solar power plants — Economic aspects. 
Decentralized solar energy technology 


assessment program : research plan /, 
80-12064 


Solar pow-r plants — United States. 
Applications and systems studies for solar 
industrial process heat /, 80-12191 
End-use matching for solar industrial 
process heat : final report /, 80-12188 


Solar radiation. 


Insoluation modeling overview /, 80- 
12121 


Solder and soldering — Automation. 
Automated solar module assembly line., 
80-11893 
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Solubilization. 
Low interfacial tension and miscibility 
studies for surfactant tertiary oil recov- 
ery processes., 80-11886 


Solvents. 
Viscosity and density of 2- 
methyltetrahydrofuran as a function of 
temperture /, 80-12135 


Solvent evaporation - degreasing oper- 
ations., 80-12239 

Source assessment : solvent evaporation - 
degreasing operations /, 80-12239 


Somatotropin. 
Human growth hormone /, 80-12420 


South Asia — Commerce. 
Overseas business reports., 80-11647 


World trade outlook for the Far East and 
South Asia, 80-11647 


South Carolina — Climate — Statistics — 
Periodicals. 
Climatological data, annual summary., 
80-11616 


South Dakota — Climate — Statistics — 
Periodicals. 
Climatological data, annual summary., 
80-11617 


South Pacific Ocean — Navigation — 
Tables. 
Area 16, South Pacific, pair A-G, 
(Norway-Australia), 80-11671 


Area 16, South Pacific, pair D-G, (North 
Dakota, U.S.A.-Australia), 80-11672 


Omega table : area 16, South Pacific, pair 
A-G, (Norway-Avustralia) /, 80-11671 
Omega table : area 16, South Pacific, pair 


D-G, (North Dakota, U.S.A.-Australia) 
/, 80-11672 


Space charge. 
Space-charge limits for linear accelerators 
/, 80-11876 


Space environment — Bibliography. 
Bibliography of National Environmental 
Satellite Service publications /, 80- 
11628 


Space flight — International cooperation. 

International space activities, 1979 : hear- 
ings before the Subcommittee on Space 
Science and Applications of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
sixth Congress, first session, September 
5 and 6, 1979., 80-13323 


Spanish Sahara — International status. 

U.S. policy and the conflict in the west- 
ern Sahara : hearings before the Sub- 
committees on Africa and on Interna- 
tional Organizations of the Committee 
on Foreign Affairs, House of Repre- 
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Spanish Sahara Intl status. 


sentatives, Ninety-sixth Congress, first 
session, July 23 and 24, 1979., 80- 
13231 


Spanish Sahara — Politics and government. 

U.S. policy and the conflict in the west- 
ern Sahara : hearings before the Sub- 
committees on Africa and on Interna- 
tional Organizations of the Committee 
on Foreign Affairs, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, July 23 and 24, 1979., 80- 
13231 


Specifications — Indexes. 
Index of Federal specifications, standards 
and commercial item descriptions., 
80-12370 


Spectrum analysis. 
Radiation from Ag and K films bombard- 
ed by low energy electrons /, 80- 
12020 


Spectrum analysis — Data processing. 
New FORTRAN computer programs to 
acquire and process isotopic mass spec- 
trometric data /, 80-12074 


Spent reactor fuels. 
Impact analysis of spent nuclear fuel ship- 
ping casks /, 80-12108 


Sphere. 
Equipment for a laser surface measuring 
system /, 80-11823 


Gel-sphere-pac activities for the fuel refa- 
brication and development program., 
80-12048 


Heat conduction from a sphere to an infi- 
nite external region /, 80-12166 


Spline theory. 
BICUBE : Bicubic spine interpolation 
code /, 80-12200 


Spruce budworm. 
Western spruce budworm : Federal lands 
in Colorado /, 80-11380 


Spruce budworm — Idaho. 
A pilot project with Orthene for control 
of the western spruce budworm, 
McCall, Idaho, 1977 /, 80-11277 


Squids — North Atlantic. 
Northwest Atlantic squids /, 80-11627 


Stability. 
MHD equilibrium and stability of the 
spheromak /, 80-12095 


Stability of helicopters. 
Comparison of analytical and flight test 
identified aerodynamic derivatives for 
a tandem-rotor transport helicopter /, 
80-12603 
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Standardization — Law and legislation — 
United States. 
Regulatory use of standards : the implica- 
tions for standards writer /, 80-11560 


State bonds — United States. 

Intergovernmental fiscal impact of mort- 
gage revenue bonds : hearing before 
the Subcommittee on Intergovernmen- 
tal Relations of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, July 18, 1979., 80-13255 


State governments — Officials and 
employees — Directories. 
Election directory., 80-13095 


State governments — Research — United 
States — Finance. 
Reviews of data on science resources., 
80-12613 


Staite and local governments r&d expedi- 
tures, FY 1977, 80-12613 


State governments — United States — 
Statistics — Bibliography. 
Government statistics data finder., 

11497 


80- 


Statisticians — Directories. 
Federal statistical directory., 


Statistics — Terminology. 
Glossary of nonsampling error terms : an 
illustration of a semantic problem in 

Statistics /, 80-11450 


80-11451 


Steam. 
In-pile steam oxidation of model HTGR 
fuel elements /, 80-12008 


Steam-boilers — Corrosion. 
Evaluation of the eddy-current method 
for the inspection of steam generator 
tubing : denting /, 80-11828 


Steam-turbines. 
Combined cycle research program., 80- 
11983 


Steamboat lines — United States. 
Service guide °80 : ship your cargo on 
U.S. flag ships., 80-11577 


Ship your cargo on U.S. flag ships., 
11377 


80- 


Steel — Fracture. 
Heavy-section steel technology program 
/, 80-11998 


Steel, Stainless — Corrosion. 
Plane-strain stress intensity factors for 
cracked hexagonal subassembly ducts / 
, 80-11818 


Steel industry and trade — United States — 
Statistics — Periodicals. 
Iron and steel foundries and steel ingot 
producers., 80-11480 
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Steel shipping drums and pails., 80- 
11482 


Steel ingots — Statistics — Periodicals. 
Iron and steel foundries and steel ingot 
producers., 80-11480 


Steel-works — Waste lo 
Development document for proposed ef- 
fluent limitations guidelines and stand- 
ards for the iron and steel manufactur- 
ing point source category., 80-12235 


Draft development document for pro- 
posed effluent limitations guidelines 
and standards for the iron and steel 
manufacturing point source category., 
80-12236 


Draft development document for the iron 
and steel manufacturing point source 
category., 80-12235, 80-12236 


Iron and steel manufacturing point source 
category., 80-12236 


Stencils and stencil cutting — Equipment 
and supplies. 
Stencils, markers, and related supplies., 
80-11694 


Steriod hormones — Receptors — 


Steriod receptors in breast cancer., 80- 
12410 


Stochastic analysis. 
Time series analysis of monthly pulp- 
wood use in the northeast /, 80-11347 


Stochastic processes. 
Particle diffusion by magnetic perturba- 
tions of axisymmetric geometries /, 
80-12096 


Self-consistent kinetic theory of stochasti- 
city /, 80-12090 


Stomatopoda — Mediterranean Sea. 
Stomatopod Crustacea from the eastern 
Mediterranean /, 80-12668 


Stone industry and trade — United States — 
Accidents — Statistics — Periodicals. 
Injury experience in stone mining., 

12583 


80- 


Storage batteries. 
Stibine and arsine generation from a lead- 
acid cell during charging modes under 
a utility load-leveling duty cycle /, 
80-11812 


Storm sewers — Safety measures. 
Bicycle-safe grate inlets study /, 80- 
12727 


Hydraulic characteristics of slotted drain 
inlets., 80-12727 


Storms — Research — United States. 
Severe storms research : hearings (includ- 
ing report) before the Subcommittee on 
Space Science and Applications of the 
Committee on Science and Technol- 





June 1980 


ogy, U.S. House of Representatives, 
Ninety-sixth Congress, first session, 
July 13, 14, 15, 1979., 80-13322 


Storms — United States. 
Project Severe Environmental Storms 
and Mesoscale Experiment (SESAME) 
/, %80-11630 


Strategic materials — United States. 

Policy conflict — energy, environmental, 
and materials; automotive fuel-econo- 
my standards’ implications for materials 
: report to the Congress /, 80-12313 


Strategic materials — United States — 
Storage — Yearbooks. 
Strategic petroleum reserve office, annual 
report., 80-12226 


Stratigraphic correlation — Canada. 

Preliminary correlation of post-Erie inter- 
stadial events (16,000-10,000 radiocar- 
bon years before present), central and 
eastern Great Lakes region, and 
Hudson, Champlain, and St. Lawrence 
Lowlands, United States and Canada /, 
80-12516 


Stratigraphic correlation — United States. 

Preliminary correlation of post-Erie inter- 
stadial events (16,000-10,000 radiocar- 
bon years before present), central and 
eastern Great Lakes region, and 
Hudson, Champlain, and St. Lawrence 
Lowlands, United States and Canada /, 
80-12516 


Stream channelization — United States. 
An instrument to measure stream channel 
gradient and profiles /, 80-11350 


Stream measurements — Wyoming — 
Yearbooks. 
Water resources data for Wyoming., 
12523 


80- 


Stream measurements — Yampa River 
watershed, Colo. and Wyo. 

Traveltime, unit-concentration, longitudi- 
nal-dispersion, and reaeration charac- 
teristics of upstream reaches of the 
Yampa and Little Snake Rivers, Colo- 
rado and Wyoming /, 80-12521 


Street-lighting — Massachusetts. 
Assistance in local government energy 
conservation in Massachusetts /, 80- 
12482 


Energy management in municipal build- 
ings., 80-12482 


Energy management in municipal street 
lighting., 80-12482 


Strip mining — Environmental aspects — 
Colorado. 
Environmental effects of western coal 
surface mining /, 80-12238 





The limnology and biota of mine spoils 
ponds in northwest Colorado., 80- 
12238 


Strip mining — Environmental aspects — 
Wyoming. 
Jim Bridger project : progress report for 
1977 /, 80-11809 


Striped bass — Diseases. 
A working hypothesis to explain mortali- 
ties of striped bass, morone saxatilis, in 
Cherokee Reservoir /, 80-12021 


Structural engineering — Data processing. 
The EPIC project report : an engineering 
performance information center on 
structural failures and distresses /, 80- 
12729 


Student aid — United States. 

Student financial assistance programs : 
hearings before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sixth 
Congress, first session, June 13 and 
July 31, 1979., 80-13245 


Submarine geology. 

Initial reports of the Deep Sea Drilling 
Project : a project planned by and car- 
ried out with the advice of the Joint 
Oceanographic Institutions for Deep 
Earth Sampling (JOIDES) /, 80- 
12617, 80-12618 


Substitution reactions. 
Interfacial effects in the recovery of re- 
sidual oil by displacement : studies at 
Northwestern University /, 80-12107 


Subversive activities — United States — 
Bibliography. 
Subversive activities., 80-12360 


Subways — Maintenance and repair. 

The UMTA rail modernization program : 
evaluation of the impacts of section 3, 
capital grants for rail rehabilitation and 
modernization, 1965-1977 /, 80-12773 


Sugar laws and legislation. 

International sugar agreement : hearing 
before the Subcommittee on Trade of 
the Committee on Ways and Means, 
House of Representatives, Ninety-sixth 
Congress, first session ... December 11, 
1979., 80-13359 


Sugar laws and legislation — United States. 
International sugar agreement : hearing 
before the Subcommittee on Trade of 
the Committee on Ways and Means, 
House of Representatives, Ninety-sixth 
Congress, first session ... December 11, 
1979., 80-13359 


Sulphates — Analysis. 
A study of the production of well-charac- 


terized aerosols using a flow reactor /, 
80-11819 
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Sulphur. 
Kinetics of reactions of cyanide and re- 
duced sulfur species to form thiocyan- 
ate /, 80-11928 


Problems associated with controlling 
sulfur emissions from high-Btu coal ga- 
sification plants /, 80-11899 


Sulfur-extended-asphalt field trials, MH 
153 Brazos County, Texas : a detailed 
construction report /, 80-12732 


Sunset reviews of government programs — 
Law and legislation — United States. 
Sunset, sunrise, and related measures : 

hearings before the Subcommittee on 
the Legislative Process of the Commit- 
tee on Rules, House of Representatives, 
Ninety-sixth Congress, first session, on 
HLR. 2... H.R. 65...., 80-13311 


Supplemental security income program — 

United States. 

Report of the Committee on Armed 
Services pursuant to section 302(b) of 
the Congressional budget act of 1974 
and section 4(b) of the first concurrent 
resolution on the budget for fiscal year 
1980., 80-12818 


Services program for disabled and blind 
children under the SSI program : 
80- 


report to accompany H.R. 4612., 
12829 


Surface active agents. 
Low interfacial tension and miscibility 
studies for surfactant tertiary oil recov- 
ery processes., 80-11886 


Sycamore. 
Sycamore : 
11322 


Platanus occidentalis., 80- 


Synthetic fuels. 
Fusion energy for alternative applications 
: the generation of synthetic gaseous 
fuels., 80-11802 
Hydrogen energy assessment 
11854 


Mission analysis for the Federal fuels 
from biomass program /, 80-12101 


Synthetic fuels — United States. 
Small-scale fuel alcohol production., 
11225 


Synthetic fuels : oversight, volume XI : 
hearings before the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-sixth Congress, 
first session ...., 80-13325 


/, %80- 


80- 


T 


Tai-pei, Taiwan — Exhibitions. 
Hospital and medical equipment exhibi- 
tion., 80-11635 
Market research summary : “Hospital and 
medical equipment” exhibition : U.S. 
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Trade Center, Taipei, Taiwan, Nov. 
28-Dec. 2, 1977., 80-11635 


Talc — United States — Statistics — 
Periodicals. 


Talc and pyrophyllite., 80-12533 


Tank-cars — Accidents. 
Accident performance of tank car safe- 
guards., 80-12704 


Special investigation report : the accident 
performance of tank car safeguards., 
80-12704 


Targhee National Forest, Idaho and Wyo. 

Impact of geothermal energy exploration 
on the Targhee National Forest : hear- 
ing before the Subcommittee on Envi- 
ronment, Soil Conservation and Forest- 
ry of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, July 16, 1979., 80-13141 


Tariff — Law and legislation — United 

States. 

Continuation until July 1, 1982, of the 
existing suspension of duties on Syn- 
thetic rutile : report to accompany 
H.R. 2297., 80-12808 

Tariff treatment of certain articles 


report to accompany H.R. 3122., 80- 
12810 


Tariff — United States. 

Review of the multilateral trade negotia- 
tions : hearing before the Committee 
on Agriculture, Nutrition, and Forest- 
ry, United States Senate, Ninety-sixth 
Congress, first session, May 7, 1979., 
80-13142 


Tariff on dyestuffs — United States. 
Tariff treatment of certain articles 


report to accompany H.R. 3122., 80- 
12810 


Tariff on railroad freight cars — United 

States. 

Suspension of duty on freight cars : hear- 
ing before the Subcommittee on Trade 
of the Committee on Ways and Means, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 3046 ... 
September 10, 1979., 80-13358 


Taxation — Law and legislation — United 
States. 


Bankruptcy tax act of 1979., 80-13354 


Extension of duty-free entry period for 
telescope and associated articles for use 
of the international telescope project in 
Hawaii : report to accompany H.R. 
1319., 80-12807 

Tax administrative provisions revision act 
of 1979 : report to accompany H.R. 
5505., 80-12839 

Technical corrections act of 1979 : [an 
act to make technical corrections relat- 
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ed to the Revenue act of 1978]., 
13024 


Written comments on certain aspects of 


H.R. 5043, Bankruptcy tax act of 1979 
/, 80-13354 


Taxation — United States. 


Carillon bells : report to accompany H.R. 
1212., 80-12936 


80- 


Taxation — United States — Bibliography. 
Internal Revenue cumulative bulletins., 
80-12335 


Taxation — United States — Bibliography 
— Catalogs. 
Catalogue of forms, form letters, notices 
/, %0-12685, 80-12686 


Taxation — United States — Periodicals — 
Bibliography — Catalogs. 
Catalogue of forms, form letters, notices 
/, 80-12685, 80-12686 


Taxation, Exemption from — United States 
— States. 
State tax exemption for postal vehicles : 


report to accompany H.R. 4064., 80- 
12830 


Taxation of bonds, securities, etc. — United 
States. 
Transitional rules for tax exempt mort- 
gage bonds : report to accompany S. 
Res. 188., 80-12914 


Taylor, Kenneth, 1934- — Medals. 

An act to authorize the President of the 
United States to present on behalf of 
the Congress a specially struck gold 
medal to Ambassador Kenneth Taylor., 
80-13006 


Teacher Day, United States of America. 
Joint resolution to provide for designa- 
tion of Friday, March 7, 1980, as 
“Teacher Day, United States of Amer- 
ica”., 80-13002 


Teacher Day, United States of America : 
report to accompany S.J. Res. 135., 
80-13038 


Teacher-student relationships. 
Instructional materials for health profes- 
sional education /, 80-12426 


Technical assistance, American. 

U.S. policies and initiatives for the U.N. 
Conference on Science and Technol- 
ogy for Development : joint hearing 
before the Subcommittee on Science, 
Technology, and Space of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate and the 
Subcommittee on Science, Research, 
and Technology of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-sixth Con- 
gress, first session ... July 17, 1979., 
80-13178 
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Technical reports — Bibliography. 
A directory of computer software & re- 
lated technical reports., 80-11580 


Technological innovations — United States. 
An analysis of the National Science 
Foundation’s Innovation Centers ex- 
periment : an effort to promote techno- 
logical innovation and entrepreneurship 
in academic settings /, 80-12612 


Government and innovation : an engi- 
neering perspective : hearing before the 
Subcommittee on Science, Research 
and Technology of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-sixth Con- 
gress, first session, June 5, 1979., 80- 
13319 


Technology — Abstracts. 

Appropriate technology information for 
developing countries selected ab- 
stracts from the NTIS data file /, 80- 
11579 


Technology — Information services — 
United States — Directories. 
Directory of Federally supported infor- 
mation analysis centers /, 80-12586 


Technology — Periodicals. 
Energy Systems Studies Program annual 
report., 80-11858 


Technology and state — United States. 

Government and innovation : an engi- 
neering perspective : hearing before the 
Subcommittee on Science, Research 
and Technology of the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-sixth Con- 
gress, first session, June 5, 1979., 80- 
13319 


The role of the Federal laboratories in 
domestic technology transfer : hearings 
before the Subcommittee on Science, 
Research, and Technology of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
sixth Congress, first session ...., 80- 
13332 


Technology assessment — United States — 
Periodicals. 
Annual report to the Congress - Congress 
of the United States, Office of Tech- 
nology Assessment., 80-13102 


Technology transfer. 
Guide to help develop a_ technology 
transfer plan /, 80-11313 
National action plan for 


transfer : March 1979 - September 
1981., 80-11275 


The role of the Federal laboratories in 
domestic technology transfer : hearings 
before the Subcommittee on Science, 
Research, and Technology of the Com- 
mittee on Science and Technology, 


technology 





June 1980 


U.S. House of Representatives, Ninety- 
sixth Congress, first session ...., 80- 
13332 


Technology sharing : a guide to assist- 
ance in obtaining and using research, 
development and demonstration out- 
puts /, 80-12701 


Telecommunication — Law and legislation 
— United States — Periodicals. 
Code of Federal regulations., 


80-12388 


Telecommunication — United States — 

Cases — Periodicals. 

Federal Communications Commission re- 
ports; decisions and reports of the Fed- 
eral Communication Commission of the 
United States., 80-11651 


80-12388 
Telecommunication, 


Telecommunication policy — United States. 
Federal Communicatior. Commission— 
oversight : hearings before the Sub- 
committee on Communications of the 
Committee on Interstate and Foreign 
Commerce, House of Representatives, 
Ninety-sixth Congress, first session, 
November 13, 14, and 15, 1979., 80- 
13277 


National Telecommunications and Infor- 
mation Administration—oversight 
hearing before the Subcommittee on 
Communications of the Committee on 
Interstate and Foreign Commerce, 
House of Representatives, Ninety-sixth 
Congress, first session April 10, 
1979., 80-13269 


Telecommunication systems. 
Conserve energy - travel by phone., 
12392 


80- 


Telegraph — United States — Apparatus and 
supplies — Statistics — Periodicals. 
Selected electronic and associated prod- 

ucts, including telephone and telegraph 
apparatus., 80-11489 


Telephone — Contracts and specifications — 
United States. 
Telephone system construction contract : 
labor & materials., 80-11421 


Telephone — United States — Apparatus 
and supplies. 
REA telephone specifications for service 
entrance and station protector installa- 
tions., 80-11423 


Specifications for service entrance and 


station protector  installations., 80- 
11423 


Telephone — United States — Apparatus 
and supplies — Design and construction. 
Specifications and drawings for construc- 

tion of direct buried plant., 80-11420 


Telephone — United States — Apparatus 
and supplies — Handbooks, manuals, etc. 
Joint use of poles., 80-11424 








Subscriber carrier equipment., 80-11424 


Telephone engineering and construction 
manual., 80-11424 


Telephone noise measurement and mitiga- 
tion., 80-11424 


Telephone — United States — Apparatus 
and supplies — Statistics — Periodicals. 
Selected electronic and associated prod- 

ucts, including telephone and telegraph 
apparatus., 80-11489 


Telephone — United States — Handbooks, 
manuals, etc. 


Joint use of poles., 80-11424 


Subscriber carrier equipment., 80-11424 


Telephone engineering and construction 
manual., 80-11424 


Telephone noise measurement and mitiga- 
tion., 80-11424 


Telephone cables. 
Specifications and drawings for construc- 
tion of direct buried plant., 80-11420 


Telephone lines — Construction. 
Telephone system construction contract : 
labor & materials., 80-11421 


Telephone lines — Construction — 
Handbooks, manuals, etc. 
Joint use of poles., 80-11424 


Subscriber carrier equipment., 80-11424 


Telephone engineering and construction 
manual., 80-11424 


Telephone noise measurement and mitiga- 
tion., 80-11424 


Telephone lines — Underground. 
Specifications and drawings for construc- 
tion of direct buried plant., 80-11420 


Telescope. 

Extension of duty-free entry period for 
telescope and associated articles for use 
of the international telescope project in 
Hawaii : report to accompany H.R. 
1319., 80-12807 


Telescope — Congresses. 
International Astronomical Union collo- 
quium number 54., 80-12600 


Scientific research with the space tele- 
scope International Astronomical 
Union Colloquium number 54, co-spon- 
sored by COSPAR, held at the Insti- 
tute for Advanced Study, Princeton, 
N.J., August 8-11, 1979 /, 80-12600 


Teletype — Maintenance and repair — 
Handbooks, manuals, etc. 
Teletypewriter repairer /, 80-11717, 

80-11718, 80-11719 

Television in politics — United States. 

Television from the Senate floor /, 
13335 


80- 
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Thermoluminescence dating. 


Tennessee — Climate — Statistics — 
Periodicals. 
Climatological data, annual 


summary., 
80-11618 


Teton Dam, Idaho. 
Failure of Teton Dam 


: final report /, 
80-12489 


Tetrachlorodibenzodioxin — Toxicology. 
Veto—S. 2096 : message from the Presi- 
dent of the United States ...., 80-13025 


Texas — Climate — Statistics — 
Periodicals. 


Climatological data, annual summary., 
80-11619 


Textile fabrics — Korea. 
Textiles, Korea., 80-11639 


Textile industry — Korea. 
Textiles, Korea., 80-11639 


Theft from motor vehicles. 
A manual of anti-theft guidelines for state 


motor vehicle titling programs,, 80- 
12777 


Thermal analysis. 
Limitations to the use of two-dimensional 
thermal modeling of a nuclear waste 
repository /, 80-12211 


Three-dimensional thermal analysis of a 
high-level waste repository /, 80- 
12205 


Thermal diffusivity — Measurement. 
Preliminary results report Conasauga 


near surface heater experiment /, 80- 
12171 


Thermal pollution of rivers, lakes, etc. 
Offshore heat dissipation for nuclear 
energy centers /, 80-12012 


Thermal pollution of rivers, lakes, etc. — 
Michigan, Lake. 
Thermal plumes from submerged dis- 
charges at Zion Nuclear Power Station 
: additional protytype measurements of 
interacting plumes /, 80-11816 


Thermit. 


Consolidated Al/Cu,0 thermites /, 80- 
11986 


Thermocouples — Analysis. 
In-situ oil shale retort 


: thermocouple 
well failure analysis /, 


80-12170 


Thermoelectric generators. 
Compatibility of Pt-3008 with selected 
components of the selenide isotope 
generator system /, 80-12037 


Thermoluminescence dating. 
Thermoluminescence dating 
“efficiency” measurement 
standard light source /, 


apparatus 
using a 
80-11833 
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Thin films. 


Thin films. 

Studies and testing of antireflective (AR) 
coatings for soda-lime glass : final 
report /, 80-11891 

Thin low Z coatings for plasma devices / 
, 80-11798 


Identification and reactions of cyanide 
and thiocyanate in coal gasification 
wastewaters., 80-11927 

Kinetics of reactions of cyanide and re- 
duced sulfur species to form thiocyan- 
ate /, 80-11928 


Thorium. 

Abundance and distribution of thorium in 
the carbonatite stock at Iron Hill, Pow- 
derhorn District, Gunnison County, 
Colorado /, 80-12513 


Electron-beam welding of thorium-doped 
iridium alloy sheets /, 80-12041 


Thorium fuel cycle studies : fuel fabrica- 
tion process and cost estimation /, 80- 
12001 


Thorium — Isotopes. 

Preliminary investigation of ®SR_ in 
White Oak Creek between monitoring 
stations 2 and 3, Oak Ridge National 
Laboratory /, 80-12018 


Thorium — Safety measures. 
A critical review of analytical techniques 
for safeguarding the thorium-uranium 

fuel cycle /, 80-11948 


Thornwell, James R. 
For the relief of James R. Thornwell : 
report to accompany S. 1615., 80- 
13048 


Three Mile Island Nuclear Station, Pa. 
Public health and safety summary., 
12632 


Report of the Emergency Preparedness 
and Response Task Force /, 80-12631 


Report of the Public’s Right to Informa- 
tion Task Force /, 80-12633 


Reports of the Public Health and Safety 
Task Force on public health and safety 
summary, health physics and dosi- 
metry, radiation health effects, behav- 
ioral effects, public health and epide- 
miology /, 80-12632 


Staff report to the President’s Commis- 
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accompany S. 1454 /, 80-12838 


United States — Armed Forces — Barracks 
and quarters. 
Military overseas housing allowances 
should be more realistic : report to the 
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Strategic satellite/microwave system op- 
erator /, 80-11716 
Teletypewriter repairer 
80-11718, 80-11719 


Weapons support radar repairer /, 80- 
11702 


/, 80-11717, 


United States. Army — Medical supplies — 


Handbooks, manuals, etc. 


Medical supply specialist /, 80-11703, 
80-11704 
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US Army equipment index of modifica- 
tion work orders., 80-11723 


United'’States. Army Materiel Development 


and Readiness Command. Office of the 

Project Manager for Munitions 

Production Base Modernization and 

Expansion. 

Review of plastic flooring for explosive/ 
propellant processing areas of Army 
ammunition plants /, 80-11662 


United States. Army Reserve. 


Army guard and reserve pay and person- 
nel systems are unreliable and suscepti- 
ble to waste and abuse : report to the 
Secretary of the Army /, 80-12324 


United States. Attorney General — 


Periodicals. 

Annual report of the Attorney General of 
the United States., 80-12547, 80- 
12548 





June 1980 


United States. Board of Governors of the 

Federal Reserve System. 

Monetary policy : goals and conduct for 
the 1980’s : hearings before the Sub- 
committee on Domestic Monetary 
Policy and the Subcommittee on Inter- 
national Trade, Investment and Mone- 
tary Policy of the Committee on Bank- 
ing, Finance, and Urban Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, November 13, 27, 
and December 4, 1979., 80-13163 


United States. Board of Tax Appeals — 
Bibliography. 
Board of Tax Appeals and Tax Court 
reports., 80-12336 


United States. Bureau of Justice Statistics. 
Reauthorizarion meeting issue papers : 
Justice system improvement act of 
1979, Louisville, Kentucky, December 
6 & 7, 1979., 80-12549 


United States. Bureau of Mines — 
Bibliography — Periodicals. 
List of Bureau of Mines publications and 
articles, with subject and author index., 
80-12527 


United States, Bureau of Reclamation. 
Reclamation research : a progress report 
of the Bureau of Reclamation., 80- 
12525 


United States. Bureau of the Census. 
Factfinder for the nation : geographic 
tools., 80-11514 


United States. Bureau of the Mint. 

Oversight hearings on the Susan B. An- 
thony dollar coin and mint operations : 
hearings before the Subcommittee on 
Consumer Affairs and the Subcommit- 
tee on General Oversight and Renego- 
tiation of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-sixth Congress, 
first session, September 25 and 26, 
1979., 80-13162 


United States. Canal Zone Biological Area, 
Barro Colorado Island — Appropriations 
and expenditures. 

An act to amend the act of July 2, 1940, 
as amended, to increase the amount au- 
thorized to be appropriated for the 
Canal Zone Biological Area. 80- 
12863 


Canal Zone Biological Area authorization 
: report to accompany S. 817., 80- 
12815 


Canal Zone Biological Area (Barro Colo- 
rado Island Facility of the Tropical 
Research Institute of the Smithsonian 
Institution) : report to accompany S. 
817., 80-12896 





U.S. Congress. House. Committee on Appropriations. 


United States. Capitol Police — Officials 
and employees. 
An act to establish by law the position of 
Chief of the Capitol Police, and for 
other purposes., 80-12880 


United States — Census. 

Oversight hearings on the 1980 census : 
hearings before the Subcommittee on 
Census and Population of the Commit- 
tee on Post Office and Civil Service, 
House of Representatives, Ninety-sixth 
Congress, first session ...., 80-13301 


United States — Census, 20th, 1980. 

Census on rural America : hearing before 
the Subcommittee on Investigations of 
the Committee on Post Office and 
Civil Service, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, July 31, 1979., 80-13300 


1980 census of population and housing : 
tentative publication and computer tape 
program., 80-11512 


United States. Children’s Bureau — 
Appointments, promotions, salaries, etc. 
Nominations of Michael J. Calhoun and 

John A. Calhoun III : hearing before 
the Committee on Finance, United 
States Senate, Ninety-sixth Congress, 
second session ... January 24, 1980., 
80-13215 


United States — Claims. 
Amending section 12 of the Contract dis- 
putes act of 1978 : report to accompa- 
ny H.R. 3909., 80-12833 


Amendment of the Federal tort claims 
act : hearings before the Subcommittee 
on Administrative Law and Govern- 
mental Relations of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion ...., 80-13281 


Federal tort claims act., 80-13281 


United States — Climate. 
Climate act., 80-13326 


Implementation of the Climate act : hear- 
ing before the Subcommittee on Natu- 
ral Resources and Environment of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-sixth Congress, first session, 
July 10, 1979., 80-13326 


Implementation ofthe National climate 
program act., 80-13326 


National climate program act., 80-13326 


United States — Commerce. 
Foreign trade statistics 
[amendment]., 80-11452 


North American economic interdepen- 
dence : hearing before the Subcommit- 
tee on International Trade of the Com- 
mittee on Finance, United States 


regulations 
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Senate, Ninety-sixth Congress, first ses- 
sion, June 6, 1979., 80-13216 


United States — Commerce — Asia, 
Southeastern. 
A business guide to the Association of 
Southeast Asian Nations., 80-11636 


United States — Commerce — China. 
Gist., 80-12659 


US-PRC exchanges, 80-12659 


United States — Commerce — Latin 
America. 


Overseas business reports., 80-11648 


World trade outlook for Latin America, 
80-11648 


United States — Commerce — Periodicals. 
U.S. imports., 80-11499 


U.S. imports SIC-based products, 80- 
11499 


United States — Commerce —- Statistics — 
Bibliography. 
Foreign trade statistics data finder., 80- 
11496 


United States — Commercial policy — 

Periodicals. 

Report of the Committee on Interstate 
and Foreign Commerce to the House 
Committee on the Budget pursuant to 
Section 301 (c) of the Congressional 
budget act., 80-13264 


United States. Community Relations Service 
— Appropriations and expenditures. 
Authorization requests of the Community 

Relations Service at the Department of 
Justice : oversight hearing before the 
Subcommittee on Civil and Constitu- 
tional Rights of the Committee on the 
Judiciary, House of Representatives, 
Ninety-sixth Congress, first session ... 
February 22, 1979., 80-13283 


United States. Comptroller of the Currency 
— Rules and practice — Periodicals. 
Banks and banking, 80-12384 


Code of Federal regulations., 80-12384 


United States. Congress — Directories. 
Congressional directory., 80-12356 


United States. Congress. House — 
Accounting — Periodicals, 
Report of the Clerk of the House., 80- 
12939 


United States. Congress. House — 
Appropriations and expenditures — 
Periodicals. 

Report of the Clerk of the House., 80- 
12799, 80-12939 


United States. Congress. House. Committee 
on Appropriations. 
Report by the Committee on Appropri- 
ations on allocation of budget totals 
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U.S. Congress. House. Committee on Appropriations. 


based on the second concurrent resolu- 
tion on the budget for fiscal year 1980 
/, 80-12952 


United States. Congress. House. Committee 

on Armed Services. 

Report of the Committee on Armed 
Services pursuant to section 302(b) of 
the Congressional budget act of 1974 
and section 4(b) of the first concurrent 
resolution on the budget for fiscal year 
1980., 80-12818 


United States. Congress. House. Committee 
on Armed Services — Periodicals. 
Report of the activities of the Committee 
on Armed Services, U.S. House of 
Representatives., 80-13155 


United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs 
— Appropriations and expenditures. 

To provide funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Banking, Fi- 
nance and Urban Affairs : report to 
accompany H. Res. 536., 80-12948 


United States. Congress. House. Committee 
on Education and Labor — Appropriations 
and expenditures. 

To provide funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Education and 
Labor : report to accompany H. Res. 
530 [errata]., 80-12945 


United States. Congress. House. Committee 
on Foreign Affairs. 

Allocation of budget totals under the 
second concurrent resolution on the 
budget for fiscal year 1980 : report., 
80-12858 


United States. Congress. House. Committee 
on House Administration — 
Appropriations and expenditures. 
Providing funds for the expenses of the 

Committee on House Administration to 
provide for the maintenance and im- 
provement of ongoing computer serv- 
ices for the House of Representatives 
«. | report to accompany H. Res. 574., 
80-12976 


United States. Congress. House. Committee 
on House Administration — Periodicals. 
Allocation of budget totals by program., 

80-12984 


United States. Congress. House. Committee 
on Interstate and Foreign Commerce — 
Appropriations and expenditures. 
Providing funds for the expenses of in- 

vestigations and studies to be conduct- 
ed by the Committee on Interstate and 
Foreign Commerce : report to accom- 
pany H. Res. 583., 80-12978 
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United States. Congress. House. Committee 
on Merchant Marine and Fisheries — 
Appropriations and expenditures. 

To provide funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Merchant 
Marine and Fisheries : report to ac- 
company H. Res. 546., 80-12949 


United States. Congress. House. Committee 
on Science and Technology — 
Appropriations and expenditures. 

To provide funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Science and 
Technology : report to accompany H. 
Res. 535., 80-12947 


United States. Congress. House. Committee 
on Standards of Official Conduct — 
Appropriations and expenditures. 

To provide funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on Standards of 
Official Conduct : report to accompany 
H. Res. 531., 80-12946 


United States. Congress. House. Committee 
on the Judiciary — Appropriations and 
expenditures. 

Providing funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Committee on the Judiciary : 
report to accompany H. Res. 548., 80- 
12973 


United States. Congress. House. Committee 
on Ways and Means. 

Proposed allocation report of the Com- 
mittee on Ways and Means relating to 
the second concurrent budget resolu- 
tion for fiscal year 1980 /, 80-13352 


United States. Congress. House. Committee 
on Ways and Means — Appropriations 
and expenditures — Periodicals. 

March 15th report of the Committee on 
Ways and Means to the House Budget 
Committee on the budget., 80-13355 


United States. Congress. House — Data 
processing. 

Providing funds for the expenses of the 
Committee on House Administration to 
provide for the maintenance and im- 
provement of ongoing computer serv- 
ices for the House of Representatives 
.. ! Feport to accompany H. Res. 574., 
80-12976 


United States. Congress. House — 

Information services. 

Providing funds for the expenses of the 
Committee on House Administration to 
provide for the maintenance and im- 
provement of ongoing computer serv- 
ices for the House of Representatives 
.. : Feport to accompany H. Res. 574., 





80-12976 
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Subject Index 


United States. Congress, House. Office 

Equipment Service — Accounting. 

Review of the activities of the House 
Office Equipment Service for the year 
ended June 30, 1979 : report /, 80- 
12329 


United States. Congress. House. Permanent 
Select Committee on Intelligence — 
Appropriations and expenditures. 

To provide funds for the expenses of in- 
vestigations and studies to be conduct- 
ed by the Permanent Select Committee 
on Intelligence : report to accompany 
H. Res. 569., 80-12950 


United States. Congress. House — Rules and 
practice. 

Deschler’s procedure : a summary of the 
modern precedents and practices of the 
U.S. House of Representatives, 86th 
Congress-95th Congress /, 80-13079 


Deschler’s procedure in the U.S. House 
of Representatives., 80-13079 


United States. Congress. House. Select 
Committee on Committees — 
Appropriations and expenditures. 
Providing funds for the expenses of in- 

vestigations and studies to be conduct- 
ed by the Select Committee on Com- 
mittees : report to accompany H. Res. 
580., 80-12977 


United States. Congress. House. Select 
Committee on Narcotics Abuse and 
Control — Appropriations and 
expenditures. 

Providing for the expenses of investiga- 
tions and studies to be conducted by 
the Select Committee on Narcotics 
Abuse and Control : report to accom- 
pany H. Res. 572., 80-12974 


United States. Congress. House. Select 
Committee on the Outer Continental Shelf 
— Appropriations and expenditures. 
Providing funds for the expenses of in- 

vestigations and studies to be conduct- 
ed by the Select Committee on the 
Outer Continental Shelf : report to ac- 
company H. Res. 573., 80-12975 


United States. Congress. National Alcohol 
Fuels Commission. 
United States National Alcohol Fuels 
Commission., 80-13081 


United States. Congress. National Alcohol 
Fuels Commission — Law and legislation. 
1979 legislative review : 96th Congress, 

first session., 80-13082 


United States. Congress. Office of 
Technology Assessment — Periodicals. 
Annual report to the Congress - Congress 

of the United States, Office of Tech- 
nology Assessment., 80-13102 





June 1980 


United States. Congress — Powers and 
duties. 
Administrative rule making reform act., 
80-13310 


Congressional review of Federal agen- 
cies’ rules and regulations : hearing 
before the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-Sixth Congress, first session, on 
S. 1945 .. December 6, 1979., 80- 
13251 


Recommendations on establishment of 
procedures for congressional review of 
agency rules /, 80-13308 


Regulatory reform and _ congressional 
review of agency rules hearings 
before the Subcommittee on Rules of 
the House of the Committee on Rules, 
House of Representatives, Ninety-sixth 
Congress, first session, on H.R. 1776, 
“the Administrative rule making 
reform act,” and related measures .. 
80-13310 


United States. Congress. Senate. 
Television from the Senate floor /, 80- 
13335 


United States. Congress. Senate — 

Appropriations and expenditures. 

An act to provide that receipts from cer- 
tain sales of items by the Sergeant at 
Arms of the Senate to Senators and 
committees and offices of the Senate 
shall be credited to the appropriation 
from which such items were _pur- 
chased., 80-13018 


Authorizing the payment out of the con- 
tingent fund of the Senate of the ex- 
penses incurred by Senator Morgan in 
supporting a motion to quash certain 
subpeans in an antitrust legal proceed- 
ing : report to accompany S. Res. 96., 
80-12908 


Providing that receipts from certain sales 
of items by the Sergeant at Arms of 
the Senate to Senators and committees 
and offices of the Senate shall be cred- 
ited to the appropriations from which 
such items were purchased : report to 
accompany S. 2225., 80-13031 


Requiring documentation for reimbures- 
ments out of Senators’ official office 
expense accounts from the contingent 
fund of the Senate : report to accompa- 
ny S. Res. 170., 80-12920 


United States. Congress. Senate — 
Appropriations and expenditures — 
Periodicals. 

Expenditure authorizations and require- 
ments for Senate committees., 80- 
13312 


Report of the Secretary of the Senate., 
80-12890 








United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Agriculture, Nutri- 
tion, and Forestry for inquiries and in- 
vestigations : report to accompany S. 
Res. 335., 80-13055 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry — 
Periodicals. 


Allocation of budget totals., 80-13077 


United States. Congress. Senate. Committee 
on Appropriations. 
Allocation to subcommittees of budget 
totals from the first concurrent resolu- 
tion for fiscal year 1980 /, 80-12911 


Allocation to subcommittees of budget 
totals from the second concurrent reso- 
lution for fiscal year 1980 /, 80-13073 


United States. Congress. Senate. Committee 
on Armed Services — Appropriations and 
expenditures. 

Authorizing additional expenditures by 
the Committee on Armed Services for 
inquiries and investigations : report to 
accompany S. Res. 368., 80-13056 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs 
— Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Banking, Housing, 
and Urban Affairs for inquiries and in- 
vestigations : report to accompany S. 
Res. 355., 80-13057 


United States. Congress. Senate. Committee 
on Commerce, Science, and Transportation 
— Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Commerce, Science, 
and Transportation for inquiries and in- 
vestigations : report to accompany S. 
Res. 336., 80-13059 


Increasing the limitation on expenditures 
by the Committee on Commerce, Sci- 
ence, and Transportation for the train- 
ing of its professional staff : report to 
accompany S. Res. 201., 80-12917 


United States. Congress. Senate. Committee 
on Energy and Natural Resources — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Energy and Natural 
Resources for inquiries and investiga- 
tions : report to accompany S. Res. 
346., 80-13060 


United States. Congress. Senate. Committee 
on Energy and Natural Resources — 
Appropriations and expenditures — 
Periodicals, 

Report of the Committee on Energy and 
Natural Resources to the Committee 
on the Budget, United States Senate, 
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U.S. Congress. Senate. Committee on the Budget Appropriations and expenditures. 


pursuant to section 301(c) of the Con- 
gressional budget and impoundment 
control act of 1974., 80-13210 


United States. Congress. Senate. Committee 
on Energy and Natural Resources — 
Bibliography — Periodicals. 

Publications list - Committee on Energy 
and Natural Resources, United States 
Senate., 80-13200 


United States. Congress. Senate. Committee 
on Environment and Public Works — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Environment and 
Public Works for inquiries and investi- 
gations : report to accompany S. Res. 
352., 80-13061 


Supplemental expenditures by the Com- 
mittee on Environment and Public 
Works : report to accompany S. Res. 
171., 80-12903 


United States. Congress. Senate. Committee 
on Finance — Appropriations and 
expenditures. 

Authorizing additional expenditures by 
the Committee on Finance for inquiries 
and investigations : report to accompa- 
ny S. Res. 337., 80-13062 


United States. Congress. Senate. Committee 
on Finance — Periodicals. 
Finance Committee allocation of budget 
totals., 80-12909 


United States. Congress. Senate. Committee 
on Foreign Relations — Appropriations 
and expenditures. 

Authorizing additional expenditures by 
the Committee on Foreign Relations 
for inquiries and investigations : report 
to accompany S. Res. 351., 80-13063 


United States. Congress. Senate. Committee 
on Governmental Affairs — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Governmental Af- 
fairs for inquiries and investigations : 
report to accompany S. Res. 361., 80- 
13064 


United States. Congress. Senate. Committee 
on Labor and Human Resources — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Committee on Labor and Human 
Resources for inquiries and investiga- 
tions : report to accompany S. Res. 
341., 80-13066 


United States. Congress. Senate. Committee 
on the Budget — Appropriations and 
expenditures. 

Authorizing additional expenditures by 
the Committee on the Budget for in- 
quiries and investigations : report to ac- 
company S. Res. 358., 80-13058 


Page I-569 





U.S. Congress. Senate. Committee on the Budget Appropriations and expenditures. 


Increasing the limitation on expenditures 
by the Committee on the Budget for 
the procurement of consultants and au- 
thorizing expenditures by such commit- 
tee for the training of its professional 
staff : report to accompany S. Res. 
204., 8/-12918 


United States. Congress. Senate. Committee 
on the Judiciary — Appropriations and 
expenditures. 

Authorizing additional expenditures by 
the Committee on the Judiciary for in- 
quiries and investigations : report to ac- 
company S. Res. 350., 80-13065 


United States. Congress. Senate. Comm'ttee 
on Veterans’ Affairs — Appropriations and 
expenditures. 

Authorizing additional expenditures by 
the Committee on Veterans’ Affairs for 
inquiries and investigations : report to 
accompany S. Res. 345., 80-13067 


United States. Congress. Senate — 
Committees — Periodicals. 
Expenditure authorizations and require- 
ments for Senate committees. &0- 
13312 


United States. Congress. Senate — Officials 
and employees. 
Repealing Senate resolution 
Congress : 
Res. 119., 


112, 92d 
report to accompany S. 
80-12897 


United States. Congress. Senate — Rules and 
practice. 
Consolidation of certain standing rules 
embodying the same subject matter and 
renumbering others : report., 80-13032 


Revising and modernizing the Standing 
Rules of the Senate without substantive 
change in Senate procedure and to in- 
corporate therein other rules of the 
Senate : report to accompany S. Res. 
274., 80-12925 


United States. Congress. Senate. Select 
Committee on Indian Affairs — 
Appropriations and expenditures. 
Authorizing expenditures by the Select 

Committee on Indian Affairs : report to 
accompany S. Res. 357., 80-13071 


United States. Congress. Senate. Select 
Committee on Intelligence — 
Appropriations and expenditures. 
Authorizing additional expenditures by 

the Select Committee on Intelligence : 
report to accompany S. Res. 354., 80- 
13070 


Increasing the limitation on expenditures 
by the Select Committee on Intelli- 
gence for the procurement of consul- 
tants : report to accompany S. Res. 
198.. 80-12916 
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Appropriations and ¢xpenditures. 

Authorizing additional expenditures by 
the Select Committee on Small Busi- 
ness for inquiries and investigations : 
report to accompany S. Res. 359., 80- 
13068 


United States. Congress. Senate. Special 
Committee on Aging — Appropriations 
and expenditures. 

Authorizing expenditures by the Special 
Committee on Aging : report to ac- 
company S. Res. 353., 80-13069 


United States. Congress — Senate. 
Committee on " 
Allocation to subcommittees of budget 
totals from the third concurrent resolu- 
tion, fiscal year 1979 /, 80-12910 


United States. Council on Wage and Price 
Stability — Rules and practice — 
Periodicals. 

Code of Federal regulations., 80-12375 


Economic stabilization, 80-12375 


United States. Defense Logistics Agency — 

Accounting. 

The Defense Logistics Agency Inspector 
General inspections should change 
from a compliance to a systems ap- 
proach : report to the Chairman, Sub- 
committee on Legislation and National 
Security, House Committee on Gov- 
ernment Operations /, 80-12320 


United States — Defenses —- Periodicals. 
Code of Federal regulations., 80-12386 


National defense, 80-12386 


United States. Dept. «jf Agriculture. 
Evaluation of econjmic and social conse- 
quences of cooflerative extension pro- 
grams., 80-11446 





United States. Dept. of Agriculture — 
Appointments, promotions, salaries, etc. 
Nomination of James C. Webster to be an 

Assistant Secretary of Agriculture : 
hearing before the Committee on Agri- 
culture, Nutrition, and Forestry, 
United States Senate, Ninety-sixth Con- 
gress, first session ... October 17, 1979., 
80-13146 


United States. Dept. of Agriculture — 
Appropriations and expenditures. 
Agriculture, rural development, and re- 

lated agencies appropriations for 1981 : 
hearings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-sixth Con- 
gress, second session /, 80-13147 


United States. Dept. of Defense — 

Appropriations and expenditures. 
Military construction appropriations for 
1981 : hearings before a subcommittee 
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of the Committee on Appropriations, 
House of Representatives, Ninety-sixth 
Congress, second session /, 80-13150 


Overview of fiscal year 1981 defense 
budget : hearing before the Committee 
on Armed Services, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, December 18, 1979., 80-13158 


United States. Dept. of Defense — Auditing 
and inspection — Periodicals. 
Summaries of conclusions and recommen- 
dations on Department of Defense op- 
erations., 80-12330 


United States. Dept. of Defense — Officials 
and employees. 

Nominations of Robert H. Spiro, Jr., 
Robert J. Murray, and Joseph C. Zen- 
gerle III : hearing before the Commit- 
tee on Armed Services, United States 
Senate, Ninety-sixth Congress, second 
session ... January 29, 1980., 80-13160 


United States. Dept. of Defense — 

Periodicals. 

Summaries of conclusions and recommen- 
dations on Department of Defense op- 
erations., 80-12330 


United States. Dept. of Defense — 
Procurement — Handbooks, manuals, etc. 
Defense integrated data system : DIDS 

procedures manual : document identifi- 
er code input/output formats (fixed 
length) /, 80-11680, 80-11681 


Defense integrated data system : DIDS 
procedures manual : general and ad- 
ministrative information /, 80-11678 


Defense integrated data system : DIDS 
procedures manual : materiel manage- 
ment decision rule tables /, 80-11684 


Defense integrated data system : DIDS 
procedures manual : multiple applica- 
tion references/instructions/tables and 
grids /, 80-11682 


Defense integrated data system (DIDS) 
procedures manual : general and ad- 
ministrative information., 80-11677 


DIDS procedures manual., 80-11678, 
80-11680, 80-11681, 80-11682, 80- 
11684 


Document identifier code input/output 
formats (fixed length), 80-11680 
Document identifier code input/output 
formats (variable length), 80-11681 
General and administrative information., 
80-11677, 80-11678 
Materiel management 
tables., 80-11684 


Multiple application references/instruc- 
tions/tables and grids., 80-11682 


United States. Dept. of Energy. 
Compendium of principal energy re- 
search and development legislation., 
$0-13313 


decision rule 





June 1980 


Implementing energy conservation strate- 
gies in energy materials transport : U.S. 
Department of Energy and other gov- 
ernment agency policy-making mecha- 
nisms /, 80-11791 

Low-cost conservation measures : the 
Department of Energy’s role : hearing 
before a subcommittee of the Commit- 
tee on Government Operations, House 
of Representatives, Ninety-sixth Con- 
gress, first session, July 26 and Septem- 

ber 10, 1979., 80-13185 


Principal energy research and develop- 
ment legislation enactments and 
amendments through the 95th Congress 
affecting the Department of Energy : 
report /, 80-13313 


1981 DOE authorization program 
review : hearings before the Subcom- 
mittee on Transportation, Aviation, 
and Communications of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sixth 
Congress, first session, October 10, 11, 
1979., 80-13334 


United States. Dept. of Energy — 

Appropriations and expenditures. 

Naval petroleum and oil shale reserves 
authorization act, 1980 : conference 
report to accompany H.R. 3354., 80- 
12844 


1980 Department of Energy Authoriza- 
tion : hearing before the Committee on 
Science and Technology, U.S. House 
of Representatives, Ninety-sixth Con- 
gress, first session ...., 80-13317 


1980 DOE authorization, 
budget., 80-13317 


environment 


United States. Dept. of Energy — Auditing 
and inspection — Periodicals. 
Annual report - Office of the Inspector 
General., 80-11775 


United States. Dept. of Energy. Office of 
Inspector General — Periodicals. 
Annual report - Office of the Inspector 
General., 80-11775 


United States. Dept. of Energy — Officials 
and employees — Health and hygiene — 
Periodicals. 

Annual report of radiation exposures for 
DOE & DOE contractor employees., 
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The Navy’s inspection system could be 
improved : report to the Chairman, 
Subcommittee on Legislation and Na- 
tional Security, House Committee on 
Government Operations /, 80-12319 


United States. Navy — Personnel 
management. 

Manual of Navy enlisted manpower and 
personnel classifications and occupa- 
tional standards., 80-11752, 80- 
11753, 80-11754, 80-11755 

The Navy’s shore requirements, stand- 
ards, and manpower planning system 
(Shorstamps) — does the Navy really 
want it? : report /, 80-12323 
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Manual of Navy enlisted manpower and 
personnel classifications and occupa- 
tional standards : section II : Navy en- 
listed classifications, 80-11756, 80- 
11757, 80-11758, 80-11759, 80- 
11760, 80-11761, 80-11762 

Navy enlisted classifications., 80-11756, 
80-11757, 80-11758, 80-11759, 80- 
11760, 80-11761, 80-11762 


United States. Nuclear Regulatory 
Commission — Rules and practice — 


Periodicals. 
Code of Federal regulations., 80-12383 
Energy, 80-12383 


United States. Occupational Safety and 

Health Administration. 

Oversight of the Occupational Safety and 
Health Administration with respect to 
grain elevator fires and explosions., 
80-13198 


A staff report on the oversight of the 
Occupational Safety and Health Ad- 
ministration with respect to grain ele- 
vator fires and explosions /, 80-13198 


United States — Occupations — 
Bibliography. 
Occupational 
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United States. Office of Alien Property — 
Rules and practice — Periodicals. 
Aliens and nationality, 80-12380 


Code of Federal regulations., 80-12380 


United States. Office of Education — 
Bibliography — Periodicals. 
Publications of the U.S. Office of Educa- 
tion., 80-12401 


outlook handbook., 80- 


United States. Office of Health Resources 
Opportunity — Periodicals. 
Annual report - Office of Health Re- 
sources Opportunity., 80-12438 


Focus on the disadvantaged, 80-12438 


United States. Office of Justice Assistance, 

Research, and Statistics. 

Reauthorizarion meeting issue papers : 
Justice system improvement act of 
1979, Louisville, Kentucky, December 
6 & 7, 1979., 80-12549 


United States. Office of Management and 
Budget. 
Coordinating Federal programs : the case 
of Office of Management and Budget 
circular A-95 /, 80-11445 


United States. Office of Management and 
Budget — Rules and practice — 
Periodicals. 

Code of Federal regulations., 80-12391 
Government management, 80-12391 


Panama Canal, 80-12391 
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Board of Actuaries of the Civil Service 
Retirement System annual report., 80- 
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United States. Office of Personnel 
Management. Office of Government Ethics 
— Appointments, promotions, salaries, etc. 
Nomination of J. Jackson Walter : hear- 

ing before the Committee on Govern- 
menta! Affairs, United States Senate, 
Ninety-sixth Congress, first session, on 
nomination of J. Jackson Walter to be 
Director, Office of Government Ethics, 
December 19, 1979., 80-13259 


United States. Office of the Federal 
Register. — Indexes. 
CFR index and finding aids, 
Code of Federal regulations, 


80-12374 
80-12374 


United States — Officials and employees. 
Federal personnel manual system., 80- 
11653 


National emergency standby regulations 
(Personnel and manpower), 80-11653 

Restrictions on post-employment activity 
of former Federal officers and employ- 
ees : hearings before the Subcommittee 
on Administrative Law and Govern- 
ment Relations of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion ... April 2 and 6, 1979., 80-13282 

Senior executive service., 80-12623 


Trade between Indians and Federal em- 
ployees : hearing before the Select 
Committee on Indian Affairs, United 
States Senate, Ninety-sixth Congress, 
second session, on H.R. 3979 ... Janu- 
ary 21, 1980, Washington, D.C., 80- 
13262 


United States — Officials and employees — 
Directories. 
Election directory., 80-13095 


Federal statistical directory., 80-11451 


United States — Officials and employees — 
Salaries, allowances, etc. — Statistics — 
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Federal civilian work force statistics, 
80-12625 


Pay structure of the Federal civil serv- 
ice., 80-12625 


United States — Officials and employees — 
Statistics — Periodicals. 
Annual report of employment by geo- 
graphic area, 80-12626 
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annual report of employment by geo- 
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Congressional record; proceedings and 
debates of the Congress., 80-12783, 
80-12784, 80-12785 


United States — Politics and government — 
1977- — Periodicals. 
Summary of legislative achievements., 
80-12891 


United States — Population. 

An approach to assessing local sociocul- 
tural impacts using projections of pop- 
ulation growth and composition /, 80- 
11790 

Population redistribution and changes in 
housing tenure status in the United 
States /, 80-12485 


United States — Population — Statistics. 
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March 1979, 80-11500 
Population characteristics., 80-11500 
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Estimates of the population of the United 
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Population estimates and projections., 
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United States. President, 1977- (Carter) 
Joint resolution extending the dates for 
submission of the President’s Budget 
and Economic Report., 80-12886 


United States — Public buildings. 

Art in architecture : hearing before the 
Subcommittee on Civil Service and 
General Services of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, September 25, 1979., 80-13248 


United States — Public lands. 

The Antiquities act and Federal land 
policy and management act amend- 
ments of 1979 : hearing before the Sub- 
committee on Parks, Recreation, and 
Renewable Resources of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 1176 ... Sep- 
tember 13, 1979., 80-13202 


Miscellaneous public lands, national 
forest and park related proposals : 
hearing before the Subcommittee on 
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Parks, Recreation, and Renewable Re- 
sources of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... October 15, 1979., 80-13209 


United States — Relations (military) with 
Korea. 
Korea : future problems, future policies /, 
80-11675 


United States —- Rural conditions. 

Oversight on rural transportation : hear- 
ing before the Subcommittee on Rural 
Development of the Committee on Ag- 
riculture, Nutrition, and Forestry, 
United States Senate, Ninety-sixth Con- 
gress, first session, October 24, 1979., 
80-13144 


United States. Rural Electrification 
Administration — Bibliography. 
Rural Electrification Administration 
(REA) forms and bulletins., 80-12350 


United States. Selective Service System. 
Compilation of the Military selective 
service act : showing the act as amend- 
ed through February 1, 1980 /, 80- 
13156 


United States. Small Business Administration 
— Officials and employees. 
SBA training guide., 80-12664 


United States. Small Business Administration 
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Business credit and assistance, 80-12385 


Code of Federal regulations., 80-12385 


United States — Social life and customs — 
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An approach to assessing local sociocul- 
tural impacts using projections of pop- 
ulation growth and composition /, 80- 
11790 


United States — Statistics — Periodicals. 
Recent social and economic trends; a re- 
print from Statistical abstract of the 
United States., 80-11477 


United States — Statistics, Medical. 
Office visits by women : the National am- 
bulatory medical care survey, United 
States, 1977 /, 80-12448 


Utilization of short-stay hospitals : annual 
summary for the United States, 1978 /, 
80-12449 


United States — Statistics, Medical — 
Bibliography —- Periodicals. 
Publication note - National Center for 
Health Statistics., 80-12450 


United States — Statistics, Medical — 
Charts, diagrams, etc. 
Health in the United States : chartbook /, 
80-12442 
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United States — Statistics, Vital — 
Bibliography — Periodicals. 
Publication note - National Center for 
Health Statistics, 80-12450 


United States — Statistics, Vital — 
Directories. 
Where to write for birth and death rec- 
ords; United States and outlying areas., 
80-12440 


United States. Supreme Court — 
Bibliography. 


Supreme Court reports., 80-12333 


United States. Supreme Court — Periodicals. 
Cases adjudged in the Supreme Court, 
80-12557 


United States reports., 80-12557 


United States. Tax Court — Bibliography. 
Board of Tax Appeals and Tax Court 
reports., 80-12336 


United States. Treasury Dept. — Rules and 
practice — Periodicals. 
Code of Federal regulations., 80-12375 


Economic stabilization, 80-12375 


United States. Urban Mass Transportation 

Administration. 

Allocation of mass transportation fund 
and nomination of Theodore C. Lutz : 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session ... Dec. 6, 1979., 
80-13168 


United States. Veterans Administration. 

Oversight hearing on education, training 
and employment programs for veterans 
administered by the Veterans Adminis- 
tration and the Department of Labor— 
Atlanta, Ga. : hearing before the Sub- 
committee on Education, Training, and 
Employment of the Committee on Vet- 
erans’ Affairs, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, June 22, 1979., 80-13343 


A study of space planning criteria devel- 
opment procedures, Veterans Adminis- 
tration facilities, 80-12780 


VA debt collection : hearing before the 
Committee on Veterans’ Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 1518, Thurs- 
day, August 2, 1979., 80-13349 


United States. Veterans Administration. 
Dept. of Medicine and Surgery — 
Officials and employees — Salaries, 
allowances, etc. 

Veterans’ Administration report on 
impact of special pay on recruitment 
and retention of physicians and dentists 
: pursuant to Public Law 94-123., 80- 
13345 
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United States. Veterans Administration — 
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Continued need for the Veterans’ Admin- 
istration’s Records Processing Center 
in St. Louis : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, June 11, 1979., 80-13247 


Hearing on proposed transfer of VA Rec- 
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the Subcommittee on Special Investiga- 
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United States Captiol Historical Society, 
Washington, D.C. 
U.S. Capitol Historical Society wall cal- 
endars for use by the Senate : report to 
accompany S. Res. 208., 80-12919 


United States Postal Service. Board of 
Governors — Appointments, promotions, 
salaries, etc. 

Nominations to the Board of Governors 
of the U.S. Postal Service : hearing 
before the Committee on Governmen- 
tal Affairs, United States Senate, 
Ninety-sixth Congress, first session ... 
September 20, 1979., 80-13253 


University of Malawi — Catalogs. 
University of Malawi publications : a 
guide /, 80-12587 
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Hot-dipped tin-zinc on U-0.75 w/o Ti /, 
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Potential radiological impacts of recov- 
ery of uranium from wet-process phos- 
phoric acid : final report to the Envi- 
ronmental Protection Agency /, 80- 
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Uranium — Analysis. 
An antomated fluorometer for uranium 
analysis /, 80-12224 


Uranium — Safety measures. 
A critical review of analytical techniques 
for safeguarding the thorium-uranium 
fuel cycle /, 80-11948 


Uranium — Spectra. 
Evaluation of uranium gel pyrolysis by 
mass spectrometry /, 80-12022 
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aspects. 
An integrated assessment of the impacts 
associated with uranium minining and 
milling /, 80-12039 
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The reaction of uranyl nitrate solutions 
with carboxylic acid cation exhange 
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Factors that localized uranium deposition 
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Urban renewal — United States. 

Emerging partnership opportunities for 
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models. 
Transportation resource allocation model 
: TRANSG /, 80-12734 


Urban transportation policy — United 
States. 
Potential change strategies in urban trans- 
portation : an overview and tentative 
appraisal /, 80-12698 
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Sulfur-coated urea /, 80-13106 


Usury laws — United States. 

An act to authorize automatic transfer ac- 
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service units at Federal savings and 
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80-12882 


Usury lending limits : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
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S. 1988 ... December 17, 1979., 80- 
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tives, Ninety-sixth Congress, first ses- 
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the Subcommittee on Special Investiga- 
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Ninety-sixth Congress, first session, 
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Control vaive for hot dirty gas service., 
80-11980 


Control valve for slurry letdown service., 
80-11981 


Design criteria for a control valve for hot 
dirty gas service : joint report /, 80- 
11980 

Design criteria for a control valve for 
slurry letdown service : joint report /, 
80-11981 

Design criteria for lock hopper valve de- 
velopment /, 80-11973 


Prototype lockhopper valve test plan : 
joint report /, 80-11982 


Valves — Specifications. 
Control valve for hot dirty gas service., 
80-11974 


Control valve for slurry letdown service., 
80-11975 


Specification requirements for a control 
valve for hot dirty gas service : joint 
report /, 80-11974 


Specification requirements for a control 
valve for slurry letdown service : joint 
report /, 80-11975 
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Control valve for hot dirty gas service., 
80-11976 


Control valve for slurry letdown service., 
80-11977 


Control valves for hot dirty gas service., 
80-11978 


Control valves for slurry letdown serv- 
ice., 80-11979 


Facility requirements for testing control 
valves for hot dirty gas service : joint 
report /, 80-11978 


Facility requirements for testing control 
valves for slurry letdown service : joint 
report /, 80-11979 

Test plan for a control valve for hot 
dirty gas service : joint report /, 80- 
11976 

Test plan for a control valve for slurry 


letdown service : joint report /, 80- 
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Vanadium. 
Technical assessment of vanadium-base 
alloys for fusion reactor applications : 
final report /, 80-11884 
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Technical assessment of vanadium-base 
alloys for fusion reactor applications : 
final report /, 80-11884 
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Vegetables — United States — Marketing. 
A guide for U.S. exporters of fresh and 
processed fruits and vegetables to 
Japan., 80-11419 


Marketing agreements and orders for 
fruits and vegetables., 80-11237 


Venezuela. 
Background notes., 80-12656 
Venezuela, 80-12656 


Veterans — Education — United States. 
GI course approvals : a report /, 80- 
13344 


Veterans — Education — United States — 
Statistics — Periodicals. 
Veterans’ benefits under current educa- 
tional programs., 80-13350 


Veterans — Georgia. 

Oversight hearing on education, training 
and employment programs for veterans 
administered by the Veterans Adminis- 
tration and the Department of Labor— 
Atlanta, Ga. : hearing before the Sub- 
committee on Education, Training, and 
Employment of the Committee on Vet- 
erans’ Affairs, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion, June 22, 1979., 80-13343 


Veterans — Loans — United States. 
Veterans mortgage life insurance : infor- 
mation and premium rates, VMLI., 
80-12782 


Veterans — Medical care — United States 

— Periodicals. 

Activities carried out under the Veterans’ 
Administration medical school assist- 
ance and health manpower ‘raining act 
of 1972, Public Law 92-541., 80-13351 


Veterans — United States. 

Report and recommendations of the Sub- 
committee on Special Investigations to 
the House Committee on Veterans’ Af- 
fairs., 80-13347 


Veterans — United States — Periodicals. 
Budget views and estimates., 80-13348 


Report to the Committee on the Budget 
from the Committee on Veterans’ Af- 
fairs submitted pursuant to section 301 
of the Congressional budget act of 
1974 on the budget proposed., 80- 
13342 


Veterans of Foreign Wars of the United 
States — Periodicals. 
Proceedings of the National Convention 
of the Veterans of Foreign Wars of the 
United States., 80-12802 


Veterans of World War I of the U.S.A. — 
Periodicals. 
Proceedings of the National Convention 
of the Veterans of World War I of the 
United States, Inc., 80-12797 
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Veterinary biological products. 
Veterinary biologics help fight animal 
diseases., 80-11236 


Veterinary toxicology — Congresses. 
Conference on Mycotoxins in Animal 
Feeds and Grains Related to Animal 
Health /, 80-12434 


Veto — United States. 
Studies on the legislative veto /, 80- 
13309 


Victims of crimes — United States. 
Crime victim compensation : program 
model /, 80-12556 


Vierkant, Dirk, 1962- 
Dirk Vierkant : report to accompany S. 
132., 80-12850 


Viscosity. 
Viscosity and density of 2- 
methyltetrahydrofuran as a function of 
temperture /, 80-12135 


Vocational guidance. 
A framework for developing an occupa- 
tional information system /, 80-13080 


Vocational guidance — United States. 
Completing the youth agenda : a plan for 
knowledge development, dissemination 
and application for fiscal 1980., 80- 
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Vocational guidance — United States — 
Bibliography. 
Occupational outlook handbook., 
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Voltmeters — Mathematica) models. 
IVFOR : a user-oriented program charac- 
terizing the current-voltage properties 
of a two terminal device /, 80-12174 


Volunteer workers in social service — 

United States. 

Older American Volunteer programs, 
1979 : hearing before the Subcommittee 
on Child and Human Development of 
the Committee on Labor and Human 
Resources, United States Senate, 
Ninety-sixth Congress, first session ... 
October 17, 1979., 80-13292 


Voting, Absent — United States. 
Voting assistance guide, 1980 /, 80- 
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Wage-price policy — United States. 
Consumer’s guide to phase IV : ESP, 
economic stabilization program /, 80- 
12683 
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Statistics — Periodicals. 
Anaheim-Santa Ana-Garder Grove, Cali- 
fornia metropolitan area, 80-12564 


Area wage survey., 80-12564 
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Anaheim-Santa Ana-Garden Grove, Cali- 
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Wages — Construction workers — United 
States — Statistics — Periodicals. 
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Area wage survey., 80-12566 


Indianapolis, Indiana, metropolitan area, 
80-12566 


Wages — Louisiana — New Orleans 
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Periodicals. 

Area wage survey., 80-12565 


New Orleans, Louisiana, metropolitan 
area, 80-12565 


Walter, J. Jackson, 1940- 

Nomination of J. Jackson Walter : hear- 
ing before the Committee on Govern- 
mental Affairs, United States Senate, 
Ninety-sixth Congress, first session, on 
nomination of J. Jackson Walter to be 
Director, Office of Government Ethics, 
December 19, 1979., 80-13259 


Warsaw, Poland — Uprising of 1944 — 

Anniversaries, etc. 

Warsaw uprising anniversary : [joint reso- 
lution recognizing the anniversaries of 
the Warsaw uprising and the Polish re- 
sistance to the invasion of Poland 
during World War Il]., 80-12861 


Washington, D.C. Frances Perkins 

Department of Labor Building. 

An act to designate the building known 
as the Department of Labor Building 
in Washington, District of Columbia, as 
the “Frances Perkins Department of 
Labor Building”., 80-12876 


Frances Perkins Department of Labor 
Building : report to accompany H.R. 
5781., 80-12851 


Washington, D.C. — Statutes. 

Providing for the acceptance of a statue 
of Mother Joseph of the Sisters of 
Providence for the National Statuary 
Hall collection : report to accompany 
S. Con. Res. 48., 80-12932 


Washington (State) — Climate — Statistics 
— Periodicals. 
Climatological data, annual summary., 
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Waste disposal in the ocean. 
Offshore heat dissipation for nuclear 
energy centers /, 80-12012 


Waste disposal in the ocean — Law and 
legislation — United States. 

Authorization for title III of the Marine 
protection, research, and sanctuaries 
act for fiscal years 1980 and 1981 : 
report to accompany S. 1140., 80- 
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Marine protection, research, and sanctu- 
aries act authorizations : report to ac- 
company S. 1148., 80-12902 


Waste producis as fuel. 
Characterization of solid waste conver- 
sion and cogeneration systems /, 80- 
11970 


A survey of biomass gasification., 
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Water — Fluoridation. 
Fluoridation : nature’s way to prevent 
tooth decay., 80-12459 


Water — Pollution — Bibliography. 
Heavy metals in water (excluding mer- 
cury) : a bibliography., 80-12493 


Water — Pollution — Colorado. 
Environmental effects of western coal 
surface mining /, 80-12238 


The limnology and biota of mine spoils 
ponds in northwest Colorado., 80- 
12238 


Water — Pollution — Illinois — Chicago. 
Pollution of coastal waters off Chicago 
by sinking plumes from the Indiana 
Harbor Canal /, 80-11815 
Water resources research program., 80- 
11815 


Water — Pollution — Law and legislation 
— United States. 
Additional allotment for water pollution 
control purposes : report to accompany 
H.R. 4113., 80-12856 


Water — Pollution — Michigan, Lake. 
Pollution of coastal waters off Chicago 
by sinking plumes from the Indiana 
Harbor Canal /, 80-11815 


Water resources research program., 80- 
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Water — Pollution — Tennessee — White 

Oak Creek. 

Preliminary investigation of ®SR_ in 
White Oak Creek between monitoring 
stations 2 and 3, Oak Ridge National 
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Water — Purification. 

Development document for proposed ef- 
fluent limitations guidelines and stand- 
ards for the iron and steel manufactur- 
ing point source category., 80-12235 
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Draft development document for pro- 
posed effluent limitations guidelines 
and standards for the iron and steel 
manufacturing point source category., 
80-12236 


Draft development document for the iron 
and steel manufacturing point source 
category., 80-12235, 80-12236 


Health effects associated with wastewater 
treatment and disposal systems : state- 
of-the-art review /, 80-12252 


Iron and steel manufacturing point source 
category., 80-12236 


Water — Purification — Bibliography. 
Health effects associated with wastewater 
treatment and disposal systems : state- 
of-the-art review /, 80-12252 


Water, Underground — New York (State) — 
Bay Park — Artificial recharge. 
Hydraulic effects of recharging the Ma- 

gothy aquifer, Bay Park, New York, 
with tertiary-treated sewage /, 80- 
12511 


Water-birds — Maine. 
Coastal waterbird colonies : 
80-12538 


Maine /, 


Water conservation — United States. 
Briefing package for organizations and in- 
dividuals interested in soil and water 
conservation., 80-11395 


Soil and water resources conservation act 
: briefing package for organizations and 
individuals interested in soil and water 
conservation., 80-11395 


Water heaters — Safety measures. 
Gas water heaters., 80-13090 


Water-power electric plants — 
Environmental aspects — Amistad 
Reservoir, Tex. and Mexico. 

Amistad hydroelectric piant, Rio Grande, 
Val Verde County, Texas : final envi- 
ronmental statement /, 80-11738 


Water-power electric plants — Law and 
legislation — United States. 
Amending the Public utility regulatory 
policies act of 1978 : report to accomp- 
nay S. 948., 80-12906 


Water quality — Wyoming — Yearbooks. 
Water resources data for Wyoming., 80- 
12523 


Water resources development — Alaska. 
The Nations water resources, 1975-2000 : 
second national water assessment /, 
80-13108 


Water resources regional reports: Alaska 
region., 80-13108 


Water resources development — Arizona. 
The Nations water resources, 1975-2000 : 
second national water assessment /, 
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Water resources regional reports: Lower 
Colorado region., 80-13115 


Water resources development — Arkansas — 
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Water resources development, Arkansas, 
80-11736 


Water resources development by the U.S. 
Army Corps of Engineers in Arkansas., 
80-11736 


Water resources development — Atlantic 
States. 
The Nations water resources, 1975-2000 : 
second national water assessment /, 
80-13123 


Water resources regional reports: South 
Atlantic-Gulf region., 80-13123 


Water resources development — California. 
The Nations water resources, 1975-2000 : 
second national water assessment /, 
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Water resources regional reports: Califor- 
nia region., 80-13111 


Waiter resources development — Caribbean 
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The Nations water resources, 1975-2000 : 
second national water assessment /, 
80-13110 
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Water resources development — Hawaii. 
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Water resources development — Ohio River 
watershed. 
The Nations water resources, 1975-2000 : 
second national water assessment /, 
80-13120 


Water resources regional reports: Ohio 
region., 80-13120 


Water resources development — Oklahoma 
— Keystone Reservoir. 
Keystone Lake, Arkansas River, Oklaho- 
ma., 80-11740 


Operation and maintenance program : 
Keystone Lake, Arkansas River, Okla- 
homa /, 80-11740 


Water resources development — Oregon — 
Rouge River. 
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Water resources development — 
Southwestern States. 
The Nations water resources, 1975-2000 : 
second national water assessment /, 
80-13109 


Waser resources regional reports: Arkan- 
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ations for 1981 : hearings before a sub- 
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Health effects associated with wastewater 
treatment and disposal systems : state- 
of-the-art review /, 80-12252 


Joint municipal and industrial wastewater 
treatment in rural communities : simu- 
lation analysis with poultry processing 
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Bibliography. 
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Water-supply — Texas. 
The Nations water resources, 1975-2000 : 
second national water assessment /, 
80-13125 


Water resources regional reports: Texas- 
Gulf region., 80-13125 


Water-supply — Virgin Islands of the United 
States. 
The Nations water resources, 1975-2000 : 
second national water assessment /, 
80-13110 


Water resources regional reports: Carib- 
bean region., 80-13110 


Waterfowl management — Maine. 
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convective weather for use in air traf- 
fic control /, 80-12762 


Weather forecasting — Research — United 

States. 

Severe storms research : hearings (includ- 
ing report) before the Subcommittee on 
Space Science and Applications of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-sixth Congress, first session, 
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Webster, James C. 

Nomination of James C. Webster to be an 
Assistant Secretary of Agriculture : 
hearing before the Committee on Agri- 
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Wetland types in Missouri /, 80-11399 
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White collar crime in the oil industry : 
joint hearings before the Subcommittee 
on Energy and Power of the Commit- 
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of the Committee on the Judiciary, 
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tee on Interstate and Foriegn Com- 
merce and the Subcommittee on Crime 
of the Committee on the Judiciary, 
House of Representatives, Ninety-Sixth 
Congress, first session..May 30, and 
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White, Robert E., 1926- 
Nomination of Robert E. White : report 
together with additional views., 80- 
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A provisional assessment of triclopyr her- 
bicide for use in Lake States’ forestry / 
, 80-11337 


White-tailed deer. 

White-tailed deer (Odocoileus virgin- 
ianus) on the Department of Energy’s 
Oak Ridge Reservation : supplement 1, 
1978 status report /, 80-12052 


Wholesale trade — Alabama — Statistics. 
Census of wholesale trade (1977), 80- 
11534 


Wholesale trade in Alabama rose 88.2 
percent between 1972 and 1977, Census 
Bureau says., 80-11534 


Wholesale trade — Alaska — Statistics. 
Census of wholesale trade (1977), 80- 
11535 


Wholesale trade in Alaska rose 158.7 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11535 


Whoiesale trade — Arkansas — Statistics. 
Census of wholesale trade (1977), 80- 
11536 


Wholesale trade in Arkansas rose 96.9 
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Bureau says., 80-11536 


Wholesale trade — California — Statistics. 
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11537 
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Bureau says., 80-11537 


Wholesale trade — Colorado — Statistics. 
Census of wholesale trade (1977), 80- 
11538 
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Bureau says., 80-11538 


Wholesale trade — Georgia — Statistics. 
Census of wholesale trade (1977), 80- 
11539 


Wholesale trade in Georgia rose 77.9 per- 
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Bureau says., 80-11539 








Wholesale trade — Hawaii — Statistics. 
Census of wholesale trade (1977), 80- 
11540 


Wholesale trade in Hawaii rose 64.7 per- 
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Bureau says., 80-11540 


Wholesale trade — Illinois — Statistics. 
Census of wholesale trade (1977), 80- 
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Bureau says., 80-11541 
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Census of wholesale trade (1977), 80- 
11542 
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Bureau says., 80-11542 
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Census of wholesale trade (1977), 80- 
11543 


Wholesale trade in Kansas rose 112.6 per- 
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Bureau says., 80-11543 
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11544 
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Bureau says., 80-11544 


Wholesale trade — Maine — Statistics. 
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11531 


Geographic area series, Massachusetts., 
80-11531 
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Wholesale trade — Minnesota — Statistics. 
Census of wholesale trade (1977), 80- 
11545 


Wholesale trade in Minnesota rose 93.3 
percent between 1972 and 1977, Census 
Bureau says., 80-11545 


Wholesale trade — Mississippi — Statistics. 
Census of wholesale trade (1977), 80- 
11546 


Wholesale trade in Mississippi rose 77.1 
percent between 1972 and 1977, Census 
Bureau says., 80-11546 
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11547 


Do not order from index; see indicated entry 








Wholesale trade Texas Statistics. 


Wholesale trade in Missouri rose 69.7 
percent between 1972 and 1977, Census 
Bureau says., 80-11547 
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Census of wholesale trade (1977), 80- 
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Bureau says., 80-11548 
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Bureau says., 80-11549 


Wholesale trade — New Hampshire — 
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Geographic area series, New Hampshire., 
%9-11532 


1977 census of wholesale trade : geo- 
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86-11532 
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Statistics. 
Census of wholesale trade (1977), 80- 
11550 


Wholesale trade in North Dakota rose 
75.0 percent between 1972 and 1977, 
Census Bureau says., 80-11550 


Wholesale trade — Oklahoma — Statistics. 
Census of wholesale trade (1977), 80- 
11551 


Wholesale trade in Oklahoma rose 97.1 
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Bureau says., 80-11551 
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Census of wholesale trade (1977), 80- 
11552 


Wholesale trade in Oregon rose 94.7 per- 
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Bureau says., 80-11552 


Wholesale trade — South Carolina — 
Statistics. 
Census of wholesale trade (1977), 
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Wholesale trade is South Carolina rose 
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Bureau says., 80-11554 
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Wholesale trade in Texas rose 107.8 per- 
cent between 1972 and 1977, Census 
Bureau says., 80-11555 
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Census of wholesale trade (1977), 
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Geographic area series, Vermont., 
11533 


1977 census of wholesale trade 
graphic area series, 
11533 


Wholesale trade — Washington (State) — 
Statistics. 
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Wholesale trade is Washington rose 98.4 
percent between 1972 and 1977, Census 
Bureau says., 80-11556 


Wholesale trade — Wisconsin — Statistics. 
Census of wholesale trade (1977), 80- 
11557 


Wholesale trade in Wisconsin rose 81.3 
percent between 1972 and 1977, Census 
Bureau says., 80-11557 


Wiesenthal, Simon. 

An act to authorize the President of the 
United States to present on behalf of 
the Congress a specially struck gold 
medal to Simon Wiesenthal., 80-13015 


Wilderness areas. 
A systematic method for resource rating 
with two applications to potential wil- 
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Wilderness areas — Idaho. 
Great Rift wilderness /, 80-12498 


River of No Return Wilderness : report 
together with additional views to ac- 
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Wilderness areas — Law and legislation — 
United States. 
The Oregon wilderness act of 1979 : 
report to accompany S. 2031., 80- 
12930 


River of No Return Wilderness : report 
together with additional views to ac- 
company S. 2009., 80-12926 


Wilderness areas — Oregon. 
The Oregon wilderness act of 1979 : 
report to accompany S. 2031., 80- 
12930 


Wilderness areas — United States. 

Additions to the National Wilderness 
Preservation System : joint oversight 
hearings before the Subcommittee on 
Public Lands, Committee on Interior 
and Insular Affairs, and the Subcom- 
mittee on Forests, Committee on Agri- 
culture, House of Representatives, 
Ninety-sixth Congress, first session ...., 
80-13278 
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Wilderness areas — Washington (State) 
Recreational impact on wildlands : con- 
ference proceedings : October 27-29, 
1978, Seattle, Washington /, 80-11297 


Wildlife conservation — Law and legislation 
— United States — Periodicals. 
Code of Federal regulations., 80-12390 


Wildlife and fisheries, 80-12390 
Wildlife habitat improvement — Alaska -- 


Congresses. 

Sitka black-tailed deer : proceedings of a 
conference in Juneau, Alaska /, 80- 
11312 


Wildlife habitat improvement — Florida. 
Survival and growth of oaks planted for 
wildlife in the flatwoods /, 80-11353 


Wildlife habitat improvement — Montana. 
Grassland and shrubland habitat types of 
western Montana /, 80-11363 


Wildlife habitat improvement — West 
Virginia. 
Wildlife habitat management for the na- 
tional forests in West Virginia., 80- 
11296 


Wildlife management — United States. 
Management of transmission line rights- 
of-way for fish and wildlife., 80-12537 


We're all in this together : wildlife in 
national forests of the Intermountain 
Region., 80-11294 


Wildlife management — United States — 
Bibliography. 


Wildlife management., 80-12344 


Wildlife management — West Virginia. 
Wildlife habitat management for the na- 
tional forests in West Virginia., 80- 
11296 


Wildlife refuges — Alaska. 
Proposed Alaska Peninsula National 
Wildlife Refuge, Alaska /, 80-12495 


Wildlife reservation — Tennessee. 
White-tailed deer (Odocoileus virgin- 
ianus) on the Department of Energy’s 
Oak Ridge Reservation : supplement 1, 
1978 status report /, 80-12052 


Wilmington, Del. J. Caleb Boggs Building. 
An act to designate the building known 
as the Federal Building in Wilmington, 
Delaware, as the “J. Caleb Boggs 
Building”., 80-12873 


J. Caleb Boggs Building : report to ac- 
company S. 1686., 80-12924 


Wind power — United States. 
Proceedings of the annual meeting, 
American Section of the Inerntional 
Solar Energy Society., 80-11868 


The role of wind power in electric utili- 
ties /, 80-11838, 80-11868 
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Wind power and electric utilities : a 
review of the problems and prospects / 
, 80-11868 


Wind-pressure. 

Study of foundation designs for single- 
axis-tracking solar collector systems 
under reduced loading conditions /, 
80-12178 


Wind tunnel models. 

Wind-tunnel/flight correlatior study of 
aerodynamic characteristics of a large 
flexible supersonic cruise airplane (XB- 
70-1) /, 80-12602 


Wind tunnels. 
Aerodynamic performance of the 17- 
metre-diameter Darrieus wind turbine / 
, 80-12142 


Windows. 
Emergency exit window research project 
: Department of Housing and Urban 
Development /, 80-12476 


Wine and wine making — Taxation — 

United States. 

Excise tax treatment for wine and dis- 
tilled spirits : hearing before the Sub- 
committee on Taxation and Debt Man- 
agement Generally of the Committee 
on Finance, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 1913 ... December 19, 1979., 80- 
13213 


Wisconsin — Climate — Statistics — 
Periodicals. 
Climatological data, annual summary., 
80-11623 


Witnesses — United States — Fees. 
Payment of witness fees : report to ac- 
company S. Res. 178., 80-12905 
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Women’s studies evaluation handbook /, 
80-12402 
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Statistics. 
Office visits by women : the National am- 
bulatory medical care survey, United 
States, 1977 /, 80-12448 
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Women in the economy : full freedom of 
choice /, 80-12574 


Women — United States — Social 
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United States: 1978, 80-11501 


Treatment of women under social secu- 
rity : hearings before the Task Force 
on Social Security and Women of the 
Subcommittee on Retirement Ir « ne 
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mittee on Aging, House of Representa- 
tives, Ninety-sixth Congress, first ses- 
sion ...., 80-13133 


Women — United States — Statistics. 
Special studies., 80-11501 
Statistical portrait of women in 

United States: 1978, 80-11501 


the 


Women’s health services — United States — 
Utilization — Statistics. 
Office visits by women : the National am- 
bulatory medical care survey, United 
States, 1977 /, 80-12448 


Women’s rights — United States — 
Congresses. 
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choice /, 80-12574 


Wood. 
Computer optimization of cutting yield 
from multiple-ripped boards /, 80- 
11330 


Estimating merchantable volume and 
stem residue in four timber species : 
ponderosa pine, lodgepole pine, west- 
ern larch, Douglas-fir /, 80-11332 


Wood — Deterioration. 
Nondestructive testing methods to pre- 
dict effect of degradation on wood : a 
critical assessment /, 80-11360 


Wood — Standards. 
Nondestructive testing methods to pre- 
dict effect of degradation on wood : a 
critical assessment /, 80-11360 


Wood as fuel. 
Improve your woodlot by cutting fire- 
wood /, 80-11298 


Wood borers. 
Use of a pheromone to cause copulation 


between two species of cerambycids /, 
80-11348 


Wood chips. 
Investigation of process for chipping of 
branches of rotating cutters /, 80- 
11254 


Utilizing urban tree debris : an analysis of 
alte-natives for Chicago, Illinois /, 
80-11293 


Wood-lots. 
Improve your woodlot by cutting fire- 
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022-003-93864-8 ,  80-12376 026-000-00959-6 ,  80-12544 050-012-00158-8 ,  80-12765 
022-003-93865-6 ,  80-12377 026-000-01174-4, 80-12546 052-000-00558-2 , 80-12783 
022-003-93867-2 , 80-12378 027-000-00742-2 , 80-12547 052-000-00560-4 , 80-12784 
022-003-93870-2 ,  80-12379 027-000-00878-0, 80-12548 052-000-00561-2, 80-12784 
022-003-93876-1,  80-12380 027-000-00893-3 ,  80-12554 052-000-00562-1, 80-12785 
022-003-93877-0, 80-12381 027-000-00902-6 , 80-12553 052-001-00159-1,  80-13079 
022-003-93878-8 ,  80-12382 028-001-00403-2 , 80-12557 052-003-00711-8 , 80-13096 
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022-003-93883-4 , 80-12384 029-000-00398-0 , 80-12579 052-003-00732-1,  80-12632 
022-003-93886-9 ,  80-12385 029-001-02433-9 , 80-12565 052-003-00733-9 , 80-12631 
022-003-93895-8 ,  80-12374 029-001-02434-7 , 80-12566 052-003-00734-7 , 80-12633 
022-003-93897-4 , 80-12389 029-001-02435-5 , 80-12567 052-003-00738-0,  80-12627 
022-003-94005-7,  80-12391 029-001-02436-3 , 80-12567 052-003-00741-0, 80-12630 
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022-003-94070-7 ,  80-12375 029-010-90027-8 , 80-12570 052-011-00041-8 , 80-13089 
022-003-94076-6 ,  80-12376 029-016-0061-5 ,  80-12575 052-011-00066-3 , 80-13091 
022-003-94077-4 , 80-12377 030-000-00115-0, 80-12586 052-011-00071-0 , 80-13092 
022-003-94079-1 ,  80-12378 030-002-72095-7 , 80-12590 052-011-00213-5,  80-13090 
022-003-94082-1,  80-12379 030-018-00020-6 ,  80-12595 052-045-00059-2 , 80-13119 
022-003-94088-0 , 80-12380 030-020-00013-8 , 80-12596 052-045-00060-6 , 80-13117 
022-003-94089-8 , 80-12381 033-000-00782-5,  80-12600 052-045-00061-4 , 80-13123 
022-003-94090-1 ,  80-12382 037-000-00028-1 ,  80-12609 052-045-00062-2 , 80-13113 
022-003-94091-0,  80-12383 038-000-00405-1,  80-12612 052-045-00063-1,  80-13120 
022-003-94095-2 , 80-12384 038-000-00417-4 , 80-12617 052-045-00064-9 , 80-13124 
022-003-94098-7 ,  80-12385 038-000-00426-3 , 80-12618 052-045-00065-7 , 80-13127 
022-003-94107-0 , 80-12374 038-000-00431-0, 80-12619 052-045-00066-5 , 80-13116 
022-003-94108-8 ,  80-12389 038-000-00434-4 , 80-12616 052-045-00067-3 , 80-13122 
022-005-09006-5 ,  80-12369 038-000-00436-1,  80-12613 052-045-00068-1, 80-13118 
023-000-00452-6 ,  80-12480 039-000-00262-1,  80-12621 052-045-00069-0 , 80-13109 
023-000-G0546-8 ,  80-12482 040-000-00410-6,  80-12635 052-045-00070-3 , 80-13125 
023-000-00553-1,  80-12482 040-000-00419-0, 80-12634 052-045-00072-0 , 80-13126 
023-000-00555-7 , 80-12481 041-011-00049-1 , 80-12652 052-045-00073-8 , 80-13115 
023-000-00566-2 ,  80-12475 041-015-00052-7 , 80-12649 052-045-00074-6 , 80-13112 
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024-001-03281-3,  80-12504 048-004-01290-1 , 80-12691 052-070-05177-9 , 80-13193 
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